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Handicapped ATBCB amends accessibility 
provisions for public telephones. (Part Il of this 
issue) 

ATBCB proposes minimum guidelines and 
requirements for Federal and federally-funded 
buildings and facilities. (Part II of this issue) 


Treasury Notes Treasury announces interest rate 
on Series N-1984. 


NaturalGas DOE/FERC issues incremental 
pricing acquisition cost thresholds. 


Budget Rescissions and Deferrals OMB issues 
report to the President. (Part IV of this issue) 


Public Health HHS/PHS issues regulations on 
abortion services provided by the Indian Health 
Service. (Part III of this issue) 


Grant Programs—Education ED seeks applicants 
for new projects under Challenge, Special Needs, 
and Strengthening Programs. (3 documents) 


ED amends application notice on direct grant 
programs for fiscal year 1982. 


ED provides information for institutions seeking to 
become “eligible institutions” under the 
Strengthening, Special Needs, and Challenge Grant 
Programs. 
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FEDERAL REGISTER Published daily, Monday through Friday, 
(not published on Saturdays, Sundays, or on official holidays), 
by the Office of the Federal Register, National Archives and 
Records Service, General Services Administration, Washington, 
D.C. 20408, under the Federal Register Act (49 Stat. 500, as 
amended; 44 U.S.C. Ch. 15) and the regulations of the 
Administrative Committee of the Federal Register (1 CFR Ch. I). 
Distribution is made only by the Superintendent of Documents, 
U.S. Government Printing Office, Washington, D.C. 20402. 


The Federal Register provides a uniform system for making 
available to the public regulations and legal notices issued by 
Federal agencies. These include Presidential proclamations and 
Executive Orders and Federal agency documents having general 
applicability and legal effect, documents required to be 
published by Act of Congress and other Federal agency 
documents of public interest. Documents are on file for public 
inspection in the Office of the Federal Register the day before 
they are published, unless earlier filing is requested by the 
issuing agency. 

The Federal Register will be furnished by mail to subscribers, 
free of postage, for $75.00 per year, or $45.00 for six months, 
payable in advance. The charge for individual copies is $1.00 
for each issue, or $1.00 for each group of pages as actually 
bound. Remit check or money order, made payable to the 
Superintendent of Documents, U.S. Government Printing Office, 


Washington, D.C. 20402. 


There are no restrictions on the republication of material 
appearing in the Federal Register. 


Questions and requests for specific information may be directed 
to the telephone numbers listed under INFORMATION AND 
ASSISTANCE in the READER AIDS section of this issue. 


Air Pollution EPA amends NO, emission 
standards for gas turbines. 


Political A FEC requests comments on 
proposed revision of disclaimer notices. 


Radio FCC proposes to provide regulatory 
recognition for power line carrier operations of 
electric utility companies. 


Radio and Television FCC amends radio and TV 
broadcast rules. 


Television FCC amends regulations on operation 
of television broadcast stations by remote control. ~ 


Marine Mammais Commerce/ NOAA issues 
whaling regulations. 


Fisheries Commerce/NOAA requests comments 
on proposed surf clam and ocean quahog fishing 
quotas. 


Mining Commerce/NOAA issues regulations un 
deep seabed mining. 


imports CITA increases restraint level for certain 
cotton textile products from Pakistan. 

CITA adjusts restraint levels for certain cotton and 
man-made fiber apparel products from the 
Dominican Republic. 


Antidumping Commerce/ITA issues notice on the 

"Cone 

C ic wall tile from the United Kingdom. 

Elemental sulphur from Canada. 

Kraft condenser paper from Finland. 

"anda above ground swimming pools 
apan. 


Countervailing Duties [ITC announces preliminary 
investigation on certain steel wire nails from Korea. 


Sunshine Act Meetings 
Separate Parte of This issue 


Part i, ATBCB 
Part Ill, HHS/PHS 
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Ag Department ; 
See Animal and Plant Health Inspection Service. 


Alcohol, Drug Abuse, and Mental Health 
Administration 
NOTICES 
Meetings; advisory committees: 
February 


Animal and Plant Health Inspection Service 
RULES 
Livestock and poultry quarantine: 

Exotic Newcastle disease 


Accessible design minimum guidelines and 
requirements: 
Telephones and related equipment 
RULES 


Accessible design minimum guidelines and 
requirements 


Army Department 
NOTICES 
Meetings; 
Science Board 
Science Board; cancellation 


Arts and Humanities, National Foundation 
NOTICES 
Meetings: 

Arts National Advisory Council 


Civil Aeronautics Board 


NOTICES 

Commuter fitness determinations 

Hearings, etc.: 
Aleutian Airways 
Visit USA fare/export inland contract rate 
investigation 


Civil Rights Commission 

NOTICES 

Meetings; State advisory committees: 
Florida 
Indiana 


Commerce Department 

See Foreign-Trade Zones Board; International 
Trade Administration; Minority Business 
Development Agency; National Bureau of 
Standards; National Oceanic and Atmospheric 
Administration. 


Defense Department 
See Army Department. 


Drug Enforcement Administration 
NOTICES 
Registration applications, etc.; controlled 
substances: 

Li, Gail G. L., MD; hearing 


Education Department 
NOTICES 


Grant applications and proposals; closing dates: 
Challenge grant program 
Direct grant programs, 1982 FY; amendments and 
correction 
Special needs program 
Strengthening program 

Postsecondary education: 
Strengthen program, special needs program, and 
challenge grant program; transmittal of requests 
for designation as an eligible institution for 1982 
fiscal year 


Energy Department 
See also Energy Information Administration; 
Energy Research Office; Federal Energy Regulatory 
Commission. 
NOTICES 
Committees; establishment, renewals, terminations, 
etc.: 
Federal Assistance for Alternative Fuel _ 
Demonstration Facilities Advisory Committee 


Energy Information Administration 

NOTICES 

Meetings: 
American Statistical Association Committee on 
Energy Statistics 


Energy Research Office 
NOTICES 
Meetings: 
Energy Research Advisory Board (2 documents) 


Environmental Protection Agency 
RULES 
Air pollution; standards of performance for new 
stationary sources: 
Gas turbines, stationary; industrial power 
generation 
Air quality implementation plans; approval and 
promulgation; various States, eic.: 
Michigan (2 documents) 


Texas 
Pesticide chemicals in or on raw agricultural 
commodities; tolerances and exemptions, etc.: 
Atrazine 
Oryzalin 
Pesticide programs: 
Registration startdards ranking scheme; pesticide 
chemical active ingredients; availability of 
administrative record 
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PROPOSED RULES 
Pesticide chemicals in or on raw agricultural 
commodities; tolerances and exemptions, etc.: 
Sodium chlorate 
NOTICES 
Pesticide registration, cancellation, etc.: 
Methyl eugenol, etc. 
Paraclox Slimicide 
Pesticides; experimental use permit programs; State 
plans: 
Idaho 
Vermont 
Pesticides; tolerances in animal feeds and human 
food: 
Upjohn Co. et al. 


Federal Communications Commission 

RULES 

Equal Access to Justice Act; implementation 

Radio and television broadcasting: 
Reregulation and oversight; correction and 
clarifications, etc. 

Television broadcasting: 
Remote control operation; vertical interval test 
signal requirements removed 

PROPOSED RULES 

Frequency allocations and radio treaty matters: 
Electric utilities; recognition of power line carrier 
operations 

Radio and television broadcasting: 
Experimental, auxiliary, special broadcast, and 
program distributional services; policies and 
procedures; extension of time 

NOTICES 

Meetings: 
National Industry Advisory Committee 

Rulemaking proceedings filed, granted, denied, etc.; 

petitions by various companies 


Federal Deposit insurance Corporation 
NOTICES 
Meetings; Sunshine Act (2 documents) 


Federal Election Commission 
PRCPOSED RULES 
Contribution and expenditure limitations and 
prohibitions: 
Communications and advertising; clarification of 
disclaimer notice requirements 


Federal Emergency Management Agency 


RULES 

Flood elevation determinations: 
Alaska et al. 

NOTICES 

Disaster and emergency areas: 
California 


Federal Energy Regulatory Commission 


RULES 
Natural Gas Policy Act of 1978: 
Incremental pricing; acquisition cost thresholds 
NOTICES 
Hearings, etc.: 
Alabama Power Co. 
Allegheny Power Service Corp. (2 documents) 


Bangor Hydro-Electric Co. 


3837 
3850 
3850 
3834 
3834 
3839 
3840, 
3841 
3841 
3835 
3842, 
3843 
3843 
3850 
3835 
3844 
3835, 
3845, 
3846 
3851 
3836 
3851 
3846 
3853 
3847 
3848 
3854 
3838 
3837 
3839 
3839 
3839, 
3854 
3854 
3849 
3854, 


Bar 717 Ranch, Inc. 

Central Illinois Light Co. 

Cincinnati Gas & Electric Co. 
Continental Hydro Corp. . 

Detroit Edison Co. 

Diamond Power Corp. 

Energenics Systems, Inc. (2 documents) 


Essex County Industrial Development Agency 
Florida Power & Light Co. 
Groveton Papers Co. (2 documents) 


Hydro Management, Inc. 

Hydro Resource Co. 

Idaho Power Co. 

Linville, Richard K. 

McMurtrey, Lawrence J. (4 documents) 


Mid-Continent Area Power Pool 

Nevada Power Co. (3 documents) 
Pennsylvania Power Co. 

Pigeon Cove Power Co. . 

Resources Recovery (Dade County), Inc. 
Spring River Power Developers et al. 
Stephens, James H. 

Tennessee Gas Pipeline Co. 
Transcontinental Gas Pipe Line Corp. 
Transcontinental Gas Pipe Line Corp. et al. 
Tucson Electric Power Co. 

Virginia Electric & Power Co. 

Washington Water Power Co. (2 documents) 


West Texas Utilities Ce. 
Western Hydro Electric Inc. 
Wisconsin Power & Light Co. (3 documents) 


Meetings; Sunshine Act 

Natural Gas Policy Act of 1978: 
Jurisdictional agency determinations (2 
documents) 


Federal Maritime Commission 
NOTICES 
Freight forwarder licenses: 
Houston Expeditors 
Intercontinental Transport 
McDermott, James Robert, et al. 
R. P. C. Shipping Co. 
Sea Cargo, Inc. 
W. F. Whelan & Co. 
Investigations and hearings, ete.: 
International Household Goods Rate Agreement 
(No. 8470) et al.; noncompliance with self- 
policing system requirements (General Order 7) 


Federal Reserve System 

NOTICES 

Applications, etc.: 
BSD Bancorp, Inc. 
Buffalo Bancorporation, Inc. 
Carolina BanCorp, Inc. 
Central Bancorporation 
‘Central Bancorporation, ‘Inc., et el 
Central Counties Bancorp, Inc: 
F & M Financial Services Corp. 
First Alsip Bancorp; Inc: ‘ 
First Bancorp of Belleville, Inc. 
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First Massachusetts Management Corp. 

First Texas Financial Corp. 

Fulton Bancshares, Inc. 

GRP, Inc. 

Island American Bancshares, Inc. 

Keene Bancorp, Inc. 

Lyon County State Bancshares, Inc. 

Maryland National Corp. 

Merchants Bancorp, Inc. 

Minnehaha Bancshares, Inc. 

National Bancshares Corp. of Texas 

Pan American Banks, Inc. 

Peoples Capital Corp. 

Quad Cities First Co. 

Texas American Bancshares, Inc. 

Trabanc 

Union Colony Bancorp. 

Wabanc, Inc. 

Wabash Valley Bancorporation, Inc. 

Wells-Foster Bankshares, Inc. 
Meetings; Sunshine Act 


Foreign-Trade Zones Board 
NOTICES 


Applications, etc.: 
New Hampshire 


Health and Human Services Department 

See Alcohol, Drug Abuse, and Mental Health 
Administratior; Human Development Services 
Office; Public Health Service. 


Human Development Services Office 

NOTICES 

Grant ‘applications and proposals; closing dates: 
Discretionary funds programs 
Native American programs 


immigration and Naturalization Service 
RULES 
Transportatiun line contracts: 

Kuwait Airways Corp. 


Indian Affairs Bureau 
NOTICES 
Irrigation projects; operation and maintenance 
charges: 
Blackfeet Irrigation Project, Mont. 


Inter-American Foundation 
NOTICES 
Meetings; Sunshine Act 


interior Department 
See Indian Affairs Bureau; Land Management 
Bureau; National Park Service. 


international Trade pairiOn 

NOTICES 

Antidumping: ' 
Ceramic wall tile from United Kingdom 
Elemental sulphur from. Canada. 
Kraft condenser paper from Finland 
Metal-walled above ground swimming:pools from 
Japan 


International Trade Commission 


- NOTICES 


Import investigations: 
Log splitting pivoted lever axes 
Miniature plug-in blade fuses 
ce gill fish netting of manmade fibers from 
apan 
Softwood lumber from Canada 
Steel wire nails from Korea 


interstate Commerce Commission 

NOTICES 

Motor carriers: 
Permanent authority applications; restriction 
removals 
Temporary authority applications 

Railroad operation, acquisition, construction, etc.: 
Aroostook Valley Railroad Co.; abandonment 
exemption 
Chicago, Milwaukee, St. Paul & Pacific Railroad 
Co. 
Missouri-Kansas-Texas Railroad Co. 


Justice Department 
See Drug Enforcement Administration; Immigration 
and Naturalization Service 


Land Management Bureau 

NOTICES 

Alaska native claims selections; applications, etc.: 
Chitina Native Corp. 

Sale of Public Lands: 
Wyoming 

— areas; characteristics, inventories, etc.: 
Uta 


Management and Budget Office 
NOTICES 
Budget rescissions and deferrals 


Minority Business Development Agency 
NOTICES 
Financial assistance application announcements: 
Kentucky 
Tennessee (2 documents) 


National Aeronautics and Space Administration 
RULES 

Equal Access to Justice Act; implementation; 
interim rule and request for comments 


National Bureau of Standards 

NOTICES , 

Meetings: 
International Legal Metrology Advisory 
Committee 


National Mediation Board 

NOTICES ; 

Meetings; Sunshine Act 

National Oceanic and Atmospheric 
Administration 

RULES 

Deep seabed mining; exploration licenses; 
acceptance of applications from Government 
explorers, notification 
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Fishery conservation and management: 
Atlantic surf clam and ocean quahog; increase in 
allowable fishing time 
Stone crab, Gulf of Mexico; size of biodegradable 
panel on traps, ete. 

Whaling Commission, International: 
Convention schedule amendments 

PROPOSED RULES 

Fishery conservation and management: 
Atlantic surf clam and ocean quahog; 1982 
allowable harvest quotas 


National Park Service 

PROPOSED RULES 

Special regulations: 
Cuyahoga Valley National Recreation Area, 
Ohio; alcoholic beverages restrictions 

NOTICES 

Environmental statements; availability, etc.: 
Maggie L. Walker National Historic Site, 
Richmond, Va.; general management plan 

Meetings: 
Santa Monica Mountains National Recreation 
Area Advisory Commission 


Nuclear Regulatory Commission 
PROPOSED RULES 
Production and utilization facilities, domestic 
licensing: 
Emergency planning and preparedness for 
research and test reactors; extension of submittal 
dates; correction 
NOTICES 
Applications, etc.: 
Carolina Power & Light Co. et al. 
Georgia Power Co. et al. (2 documents) 


Philadelphia Electric Co. et al. (2 documents) 


Wisconsin Electric Power Co. 
Meetings: 

Reactor Safeguards Advisory Committee 
Meetings; Sunshine Act 


Occupational Safety and Health Review 
Commission 

NOTICES 

Meetings; Sunshine Act (3 documents) 


Oceans and Atmosphere, National Advisory 
Committee ‘ 
NOTICES 

Meetings; date changed 


Public Health Service 

RULES 

Indian health: 
Abortion services 


Securities and Exchange Commission 
NOTICES 
Hearings, etc.: 

Consolidated Natural Gag Co. 


Tahoe Regional Planning Agency 

NOTICES 

Environmental statements; availability, etc.: 
Lake Tahoe Basin threshold carrying capacities, 
Calif. and Nev.; notice of intent 


Textile Agreements implementation Committee 
NOTICES 
Cotton, wool, or man-made textiles: 

Dominican Republic 

Pakistan 


Treasury Department 

NOTICES 

Notes, Treasury: 
N-1984 series 


Veterans Administration 

NOTICES 

Meetings: 
Health-Related Effects of Herbicides Advisory 
Committee 


MEETINGS ANNOUNCED IN THIS ISSUE 


3898 


ARTS AND HUMANITIES, NATIONAL FOUNDATION 
National Council on the Arts; Washington, D.C. 
(partially open), 2-5 through 2-7-82 


CIVIL RIGHTS COMMISSION 

Florida Advisory Committee, Miami, Fla. (open), 
2-26-82 

Indiana Advisory Committee, Gary, Ind. (open), 
2-22-82 


COMMERCE DEPARTMENT 

National Bureau of Standards— 

International Legal Metrology Advisory Committee, 
Gaithersburg, Md. (open), 2-16 and 2-17-82 


DEFENSE DEPARTMENT 

Army Department— 

Army Science Board, Washington, D.C. (closed), 
2-16 and 2-17-82 


ENERGY DEPARTMENT 

Energy Information Administration— 

American Statistical Association Committee on 
Energy Statistics, Washington, D.C. (open), 2-12-82 
Energy Research Office— 

Energy Research Advisory Board, Conservation 
Panel, Washington, D.C. (open), 2-26-82 

Energy Research Advisory Board, Multiprogram 
Lab Panel, Washington, D.C. (open), 2-17-82 


FEDERAL COMMUNICATIONS COMMISSION 
National Industry Advisory Committee, Domestic 
and International Common Carrier 
Communications Services Subcommittee, 
Washington, D.C. (open), 2-10-82 


HEALTH AND HUMAN SERVICES DEPARTMENT 
Alcohol, Drug Abuse, and Mental Health 
Administration— 

Rape Prevention and Control Advisory Committee, 
Rockville, Md. (open), 2-24 and 2-25-82 
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INTERIOR DEPARTMENT 

National Park Service— 

Santa Monica Mountains National Recreation Area 
Advisory Commission, Thousand Oaks, Calif. 
(open), 2-23-82 


NUCLEAR REGULATORY COMMISSION 

Reactor Safeguards Advisory Committee, Reactor 
Radiological Effects Subcommittee, Washington, 
D.C. (open), 2-11-82 


VETERANS ADMINISTRATION 
3905 Health-Related Effects of Herbicides Advisory 
Committee, Washington, D.C. (open), 2-25-82 


CHANGED MEETING 


OCEANS AND ATMOSPHERE, NATIONAL ADVISORY 
COMMITTEE 

3897 Meeting, Washington, D.C. (open), 4-12 and 
4-13-82 changed to 4-13 and 4-14-82 


CANCELLED MEETING 


DEFENSE DEPARTMENT 
Army Department— 

3821. Army Science Board, Washington, D.C. (closed), 
1-28 and 1-29-82 


HEARING 


COMMERCE DEPARTMENT 
Foreign-Trade Zones Board— 

3810 Proposed Foreign-Trade Zone and Subzone, 
Portsmouth, N.H., 2-25-82 


CHANGED HEARINGS 


INTERNATIONAL TRADE COMMISSION 
3897 Canadian Softwood Lumber into the United States, 
Portland, Oreg., 2-17-82 changed to 3-3 and 3-4-82 
3897 Salmon Gill Fish Meeting of Manmade Fibers from 
Japan, Portland, Oreg., 2-16-82 changed to 3-2-82 
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CFR PARTS AFFECTED IN THIS ISSUE 


A cumulative list of the parts affected this month can be found in 
the Reader Aids section at the end of this issue. 


8 CFR 





Rules and Regulations 


This section of the FEDERAL REGISTER 
contains regulatory documents having 
general applicability and legal effect, most 
of which are keyed to and codified in 
the Code of Federal Regulations, which is 
published under 50 titles pursuant to 44 
U.S.C. 1510. 

The Code of Federal Regulations is sold 
by the Superintendent of Documents. 
Prices of new books are listed in the 
first FEDERAL REGISTER issue of each 
month. 


DEPARTMENT OF JUSTICE 


immigration and Naturalization 
Service 


8 CFR Part 238 


Contracts With Transportation Lines; 
Addition of Kuwait Airways Corp. 


AGENCY: Immigration and Naturalization 
Service, Justice. 
ACTION: Final rule. 


SUMMARY: This rule adds Kuwait 
Airways Corporation to the list of 
carriers which have entered into 
agreements with the Service to 
guarantee the passage through the 
United States in immediate and 
continuous transit of aliens destined to 
foreign countries. 

EFFECTIVE DATE: December 21, 1981. 
FOR FURTHER INFORMATION CONTACT: 
Stanley J. Kieszkiel, Acting Instructions 
Officer, Immigration and Naturalization 
Service, 425 Eye Street, NW., 
Washington, D.C. 20536, Telephone: 
(202) 633-3048. 

SUPPLEMENTARY INFORMATION: This 
amendment to 8 CFR 238.3 is published 
pursuant to 5 U.S.C. 552. The 
Commissioner of Immigration and 
Naturalization Service entered into an 
agreement with Kuwait Airways 
Corporation on December 21, 1981 to 
guarantee passage through the United 
States in immediate and continuous 
transit of aliens destined to foreign 
countries. 

This agreement provides for the 
waiver of certain documentary 
requirements and facilitates the air 
travel of passengers on international 
flights while passing through the United 
States. 

Compliance with 5 U.S.C. 553 as to 
notice of proposed rulemaking and 
delayed effective date is unnecessary 
because the amendments merely make 


editorial changes to the listing of 
transportational lines. 

In accordance 5 U.S.C. 605(b), the 
Commissioner of Immigration and 
Naturalization certifies that the rule will 
not have a significant impact on a 
substantial number of small entities. 

This order constitutes a notice to the 
public under 5 U.S.C. 552 and is not a 
rule within the definition of section 1{a) 
of E.O. 12291. 


PART 238—CONTRACTS WITH 
TRANSPORTATION LINES 


Accordingly, 8 CFR Part 238 is 
amended as follows: 


§ 238.3 [Amended] 

In § 238.3 Aliens in immediate and 
continuous transit, the listing of 
transportation lines in paragraph (b) 
Signatory lines is amended by: 

1. Adding in alphabetical sequence, 
“Kuwait Airways Corporation.” 

(Secs. 103, 66 Stat. 173 (8 U.S.C. 1103); 238, 66 
Stat. 202 (8 U.S.C. 1228)) 
Dated: January 21, 1982. 
Alan C. Nelson, 
Acting Commissioner of Immigration and 
Naturalization. 
[FR Doc. 82-1978 Filed 1-26-82; 8:45 am] 
BILLING CODE 4410-10-M 


DEPARTMENT OF AGRICULTURE 


Animal and Plant Heaith Inspection 
Service 


9 CFR Part 82 
[Docket 82-008] 


Exotic Newcastle Disease and 
Psittacosis or Ornithosis in Poultry; 
Area Quarantined; Orange County, 
Calif. 


AGENCY: Animal and Plant Health 
Inspection Service, USDA. 


ACTION: Final rule. 


SUMMARY: The purpose of this 
amendment is to quarantine a portion of 
Orange County in California because of 
the existence of exotic Newcastle 
disease. Exotic Newcastle disease was 
confirmed in such portion of Orange 
County in California on January 18, 1982. 
Therefore, in order to prevent the 
dissemination of exotic Newcastle 
disease, it is necessary to quarantine the 
affected area. 


Federal Register 
Vol. 47, No. 18 
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EFFECTIVE DATE: January 21, 1982. 


FOR FURTHER INFORMATION CONTACT: 
W. W. Buisch, Chief, National 
Energency Field Operations, Emergency 
Programs, Veterinary Services, USDA, 
Federal Building, Room 748, Hyattsville, 
MD 20782, 301-436-8073. 


SUPPLEMENTARY INFORMATION: 


Executive Order 12291 and Emergency 
Action 


This final action has been reviewed in 
conformance with Executive Order 
12291, and has been determined to be 
not a “major rule.” Also, the emergency 
nature of this action makes it 
impracticable for the agency to follow 
the procedures of Executive Order 12291 
with respect to this rule. 

The Department has determined that 
this rule will have an annual effect on 
the economy of less than $100 million; 
will not cause a major increase in costs 
or prices for consumers, individual 
industries, Federal, State, or local 
government agencies, or geographic 
regions; and will not have any 
significant adverse effects on 
competition, employment, investment, 
productivity, or innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

Dr. J. K. Atwell, Deputy Administrator, 
USDA, APHIS, VS, has determined that 
an emergency situation exists which 
warrants publication without 
opportunity for a public comment period 
on this final action. This amendment is 
necessary to prevent the interstate 
spread of exotic Newcastle disease, a 
communicable disease of poultry, and 
must be made effective immediately to 
accomplish its purpose in the public 
interest. 

Therefore, pursuant to the 
administrative procedure provisions in 5 
U.S.C. 553, it is found upon good cause 
that notice and other public procedure 
with respect to this final rule are 
impracticable and contrary to the public 
interest and good cause is found for 
making this final rule effective less than 
30 days after publication of this 
document in the Federal Register. 


Certification Under the Regulatory 
Flexibility Act 


Dr. Harry C. Mussman, Administrator 
of the Animal and Plant Health 
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Inspection Service, has determined that 
this action will not have a significant 
economic impact on a substantial 
number of small entities because the 
quarantine imposed due to the existence 
of exotic Newcastle disease affects only 
one premises, and that premises is not 
owned by a small entity. 

This amendment quarantines a 
portion of Orange County in California 
because of the existence of exotic 
Newcastle disease. Therefore, the 
restrictions pertaining to the interstate 
movement of poultry, mynah, and 
psittacine birds, and birds of all other 
species under any form of confinement, 
and their carcasses, and parts thereof, 
and certain other articles, from 
quarantined areas, as contained in 9 
CFR Part 82, as amended, will apply to 
the quarantined area. 


PART 82—EXOTIC NEWCASTLE 
DISEASE IN ALL BIRDS AND 
POULTRY; PSITTACOSIS AND 
ORNITHOSIS IN POULTRY 


Accordingly, Part 82, Title 9, Code of 
Federal Regulations, is hereby amended 
in the following respect: 

In § 82.3, new paragraph (c)(3) is 
added to read: 


§82.3 imposition and removal of 
quarantine. 


* * * * * 


(c) * * & 

* w * * * 

(3) California. (i) The premises of John 
Nichol, 8581 Bayonne Drive, Huntington 
Beach, Orange County. 

(Secs. 4-7, 23 Stat. 32, as amended; secs. 1 
and 2, 32 Stat. 791-792, as amended; secs, 1-4, 
$3 Stat. 1264, 1265, as amended; secs..3 and 
11, 76 Stat. 130, 132; (21 U.S.C. 111-113, 115, 
117, 120, 123-126, 134b, 134f; 37 FR 26464, 
28477; 38 FR 19141)) 

Done at Washington, D.C., this 21st day of 

January 1982. 

K. R. Hook, 

Acting Deputy Administrator, Veterinary 
Services. 

{FR Doc. 82-2059 Filed 1-26-82; 8:45 am| 

BALLING CODE 3410-34-M 


NATIONAL AERONAUTICS AND 
SPACE ADMINISTRATION 


14 CFR Part 1262 


implementation of the Equal Access to 
Justice Act in Agency Proceedings 


AGENCY: National Aeronautics and 
Space Administration. 


ACTION: Interim rule with request for 
comment. 


« 


* 1262.105 


SUMMARY: This regulation implements 
the Equal Access to Justice Act (Pub. L. 
96-481, 94 Stat. 2325) requirement for 
procedures for the award of fees in 
administrative proceedings, and is 
based on the final model regulations of 
the Administrative Conference of the 
United States (46 FR 32900, June 25, 
1981). Comments which have been 
considered by the Administrative 
Conference should not be resubmitted in 
commenting on this Agency's 
regulations; rather, the comments should 
be limited to the particular situation of 
the National Aeronautics and Space 
Administration (NASA) as specified in 
the rules. 

pates: Interim rule effective October 1, 
1981. Comments must be submitted in 
writing on or before February 26, 1982. 
apopress: Office of General Counsel, 
Code GS-1, National Aeronautics and 
Space Administration, Washington, DC 
20546. 

FOR FURTHER INFORMATION CONTACT: 
Richard J. Wieland or Sara Najjar, 
Telephone (202) 755-3920. 
SUPPLEMENTARY INFORMATION: The 
Equal Access to Justice Act authorizes, 
in pertinent part, the award of attorney 
fees and other expenses to eligible 
parties who prevail against the United 
States in Agency proceedings which are 
adversary adjudications—proceedings 
under 5 U.S.C. 554 of the Administrative 
Procedure Act, in which the position of 
the Agency is represented by counsel or 
otherwise. The Act becomes effective 
October 1, 1981, and applies to 
adversary adjudications pending at 
anytime between October 1, 1981, and 
September 30, 1984. 


E.O. 12291 Federal Regulation 


The Administrator has determined 
that this is not a major rule for the 
purposes of Executive Order 12291 (46 
FR 13193, February 19, 1981). 

Regulatory Flexibility Act (Pub. L. 96- 
354, September 19, 1980, 5 U.S.C. 601 et 
seq.). 

The Administrator certifies that this 
regulation will not have a significant 
economic impact on a substantial 
number of small entities. 

14 CFR is amended by adding a new 
Part 1262, reading as follows: 


PART 1262—EQUAL ACCESS TO 
JUSTICE ACT IN AGENCY 
PROCEEDINGS 


Subpart 1261.1—General Provisions 


Sec. 

1262.101 
1262.102 
1262.103 
1262.104 


Purpose of these rules. 
When the act applies. 
Proceedings covered. 
Eligibility of applicants. 
Standards for awards. 
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Sec. . 
1262.106 Allowable fees and expenses. 


1262.107 Rulemaking on maximum rates for 
attorney fees. 

1262.108 Awards against other agencies. 

1262.109 Delegations of authority. 


Subpart 1262.2—information Required 

From Applicants 

1262.201 Contents of application. 

1262.202 Net worth exhibit. 

1262.203 Documentation-of fees and 
expenses. 

1262.204 When an application may be filed. 


Subpart 1262.3—Procedures for 
Considering Applications 

1262.301 Filing and service of documents. 
1262.302 Answer to application. 
1262.303 Reply. 

1262.304 Comments by other parties. 
1262.305 Settlement. 

1262.306 Further proceedings. 
1262.307 Decision. 

1262.308 Agency review. 

1262.309 Judicial review. 

1262.310 Pay of award. 

Authority: Sec. 203(a)(1), Pub. L. 96-481, 94 
Stat. 2325 (Oct. 21, 1980)—5 U.S.C. 504; Sec. 
203(c)(1) of the National Aeronautics and 
Space Act of 1958, as amended—42 U.S.C. 
2473(c)(1). 


Subpart 1262.1—General Provisions 
§ 1262.101 Purpose of these rules 


The Equal Access to Justice Act, 5 
U.S.C. 504 (hereinafter “the Act’’) 
provides for the award of attorney fees 
and other expenses to eligible 
individuals and entities who are parties 
to certain administrative proceedings 
(called “adversary adjudications”). An 
eligible party may receive an award 
when it prevails, unless the Agency's 
position in the proceeding was 
substantially justified or special 
circumstances make an award unjust. 
The rules in this part describe the 
parties eligible for awards and the 
proceedings that are covered. They also 
explain how to apply for awards, and 
the procedures and standards that the 
National Aeronautics and Space 
Administration (NASA) will use in 
determining awards. 


§ 1262.102 When the actapplies. 

The Act applies to any adversary 
adjudication pending before NASA 
(hereinafter “Agency”) at any time 
between October 1, 1981, and September 
30, 1984. This includes proceedings 
begun before October 1, 1981, if final 
Agency action has not been taken 
before that date, and proceedings 
pending on September 30, 1984, 
regardless of when they were initiated 
or when final Agency action occurs. It 
does not include proceedings which are 
covered by a compromise or settlement 
agreement. 
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§ 1262.103 Proceedings covered. 

(a) The Act applies to adversary 
adjudications conducted by the Agency. 
These are adjudications under 5 U.S.C. 
554 in which the position of NASA or 
any other agency of the United States, or 
any component of an agency, is 
presented by an attorney or other 
representative who enters. an 
appearance and participates in the 
proceeding. Any proceeding in which 
this Agency may prescribe a lawful 
present or future rate is not covered by 
the Act. Proceedings to grant or renew 
licenses are also excluded, but 
proceedings to modify, suspend, or 
revoke licenses are covered if they are 
otherwise adversary adjudications. At 
this time, the Agency has no 
proceedings within the Act’s ambit. A 
30-day notice in the Federal Register 
will be issued for any prospective 
proceeding to be governed by this part. 

(b) NASA may also Jesignate a 
proceeding as an adversary adjudication 
for purposes of the Act by so stating in 
an order initiating the proceeding or 
designating the matter for hearing. The 
Agency’s failure to designate a 
proceeding as an adversary adjudication 
shall not preclude the filing of an 
application by a party who believes the 
proceeding is covered by the Act; 
whether the proceeding is covered will 
then be an issue for resolution in 
proceedings on the application. 

(c) If a proceeding includes both 
matters covered by the Act and matters 
specifically excluded from coverage, any 
award made will include only fees and 
expenses related to covered issues. 


§1262.104 Eligibility of applicants. 

(a) To be eligible for an award of 
attorney fees and other expenses the 
applicant must be a party to the 
adversary adjudication for which an 
award is sought. The term “party” is 
defined in 5 U.S.C. 551(3). The applicant 
must show that it meets all conditions of 
eligibility set out in this subpart and in 
subpart 1262.2. 

(b) The types of eligible applicants are 
as follows: 

(1) An individual with a net worth of 
not more than $1 million; 

(2) The sole owner of an 
unincorporated business who has a net 
worth of not more than $5 million, 
including both personal and business 
interests, and not more than 500 
employees; 

(3) A charitable or other tax-exempt 
organization described in section 
501(c)(3) of the Internal Revenue Code 
(26 U.S.C. 561(c)(3)) with not more than 
500 employees; : 

(4) A cooperative association as 
defined in section 15(a) of the 


Agricultural Marketing Act (12 U.S.C. 
1141j(a)) with not more than 500 
employees; and 

(5) Any other partnership, corporation, 
association, or public or private 
organization with a net worth of not 
more than $5 million and not more than 
500 employees. 

(c) For the purpose of eligibility, the 
net worth and number of employees of 
an applicant shall be determined as of 
the date the proceeding was initiated. 

(d) An applicant who owns an 
unincorporated business will be 
considered as an “individual” rather 
than a “sole owner of an unincorporated 
business” if the issues on which the 
applicant prevails are related primarily 
to personal interests rather than to 
business interests. 

(e) The employees of an applicant 
include all persons who regularly 
perform services for remuneration for 
the applicant, under the applicant’s 
direction and control. Part-time 
employees shall be included on a 
proportional basis. 

(f) The net worth and number of 
employees of the applicant and all of its 
affiliates shall be aggregated to 
determine eligibility. Any individual, 
corporation or other entity that directly 
or indirectly controls or owns a majority 
of the voting shares or other interest of 
the applicant, or any corporation or 
other entity of which the applicant 
directly or indirectly owns or controls a 
majority of the voting shares or other 
interest, will be considered an affiliate 
for purposes of this part, unless the 
adjudicative officer determines that 
such treatment would be unjust and 
contrary to the purposes of the Act in 
light of the actual relationship between 
the affiliated entities. In addition, the 
adjudicative officer may determine that 
financial relationships of the applicant 
other than those described in this 
paragraph constitute special 
circumstances that would make an 
award unjust. 

(g) An applicant that participates in a 
proceeding primarily on behalf of one or 
more other persons or entities that 
would be ineligible is not itself eligible 
for an award. 


§1262.105 Standards for awards. 

(a) A prevailing applicant may receive 
an award for fees and expenses incurred 
in connection with a proceeding, or in a 
significant and discrete substantive 
portion of the proceeding, unless the 
position of the agency over which the 
applicant has prevailed was 
substantially justified. No presumption 
arises that the agency's position was not 
substantially justified simply because 
the agency did not prevail. The burden 
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of proof that an award should not be 
made to an eligible prevailing applicant 
is on the agency, which may avoid an 
award by showing that its position was 
reasonable in law and fact. 

(b) An award will be reduced or 
denied if the applicant has unduly or 
unreasonably protracted the proceeding 
or if special circumstances make the 
award sought unjust. 


§1262.106 Allowable fees and expenses. 


(a) Awards will be based on rates 
customarily charged by persons engaged 
in the business of acting as attorneys, 
agents and expert witnesses, even if the 
services were made available, without 
charge or at a reduced rate to the 
applicant. 

(b) No award for the fee of an 
attorney or agent under these rules may 
exceed $75.00 per hour. No award to 
compensate an expert witness may 
exceed the highest rate at which this 
Agency pays expert witnesses, which is 
$20 an hour (2 hours maximum) or 
maximum daily rate of $100.00 (three 
days maximum). However, an award 
may also include the reasonable 
expenses of the attorney, agent, or 
witness as a separate item, if the 
attorney, agent or witness ordinarily 
charges clients separately for such 
expenses. 

(c) In determining the reasonableness 
of the fee sought for an attorney, agent 
or expert witness, the adjudicative 
officer shall consider the following: 

(1) If the attorney, agent or witness is 
in private practice, his or her customary 
fee for similar service, or, if an employee 
of the applicant, the fully allocated cost 
of the services; 

(2) The prevailing rate for similar 
services in the community in which the 
attorney, agent or witness ordinarily 
performs services; 

(3) The time actually spent in the 
representation of the application; 

(4) The time reasonably spent in light 
of the difficulty or complexity of the 
issues in the proceeding; and 

(5) Such other factors as may bear on 
the value of the services provided. 

(d) The reasonable cost of any study, 
analysis, engineering report, test, project 
or similar matter prepared on behalf of a 
party may be awarded, to the extent 
that the charge for the service does not 
exceed the prevailing rate for similar 
services, and the study or other matter 
was necessary for preparation of the 
applicant's case. 


§ 1262.107 Rulemaking on maximum rates 
for attorney fees. 

(a) If warranted by an increase in the 
cost of living or by special 
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circumstances (such as limited 
availability of attorneys qualified to 
handle certain types of proceedings), the 
Agency may adopt regulations providing 
that attorney fees may be awarded at a 
rate higher than $75 per hour in some or 
all of the types of proceedings covered 
by this part. This Agency will conduct 
any rulemaking proceedings for this 
purpose under the informal rulemaking 
procedures of the Administrative 
Procedure Act (5 U.S.C. 553). 

(b) Any person may file with the 
Agency a petition for rulemaking to 
increase the maximum rate for attorney 
fees. The petition should be addressed 
to the General Counsel, NASA 
Headquarters, Washington, D.C. 20546; 
should identify the rate the petitioner 
believes the Agency should establish 
and the types of proceedings in which 
the rate should be used; and should also 
explain fully the reasons why the higher 
rate is warranted. The Agency will 
respond to the petition within 60 days 
after it is filed, by initiating a 
rulemaking proceeding or denying the 
petition, or taking other appropriate 
action. 


§ 1262.108 Awards against other 
agencies. 


If an applicant is entitled to an award 
because it prevails over another agency 
of the United States that participates in 
a proceeding before NASA, the award 
or an appropriate portion of the award 
shall be made against that agency if it 
had taken a position that is not 
substantially justified. 


§ 1262.109 Delegation of authority. 

(2) The NASA Administrator hereby 
delegates authority to the General 
Counsel or his/her designee to take final 
action on matters pertaining to the Act. 

(b) The NASA Administrator may, in 
particularly specified matters under the 
Act, delegate authority to officials other 
than those'listed in paragraph (a) of this 
section. 


Subpart 1262.2—Information Required 
From Applicants 


§ 1262.201 Contents of application. 


(a) An application for an award of 
fees and expenses under the Act shall 
identify the applicant and the 
proceeding for which an award is 
sought. The application shall show that 
the applicant has prevailed and identify 
the position of an agency or agencies in 
the proceeding that the applicant alleges 
was not substantially justified. Unless 
the applicant is an individual, the 
application shall also state the number 
of employees of the applicant and 


describe briefly the type and purpose of 
its organization or business. 

(b) The application shall also include 
a statement that the applicant's net 
worth does not exceed $1 million (if an 
individual) or $5 million (for all other 
applicants, including their affiliates). 
However, an applicant may omit this 
statement if the applicant: 

(1) Attaches a copy of a ruling by the 
Internal Revenue Service that it 
qualifies as an organization described in 
section 501(c){3) of the Internal Revenue 
Code (26 U.S.C. 501(c)(3)), or, in the case 
of a tax-exempt organization not 
required to obtain a ruling from the 
Internal Revenue Service on its exempt 
status, a statement that describes the 
basis for the applicant's belief that it 
qualifies under such section; or 

(2) States that it is a cooperative 
association as defined in section 15(a) of 
the Agricultural Marketing Act (12 
U.S.C. 1141)(a)). 

(c) The application shall state the 
amount of fees and expense for which 
an award is sought. 

(d) The application may also include 
any other matters that the applicant 
wishes this Agency to consider in 
determining whether and in what 
amount an award should be made. 

(e) The application shall be signed by 
the applicant or an authorized officer or 
attorney of the applicant. It shall also 
contain or be accompanied by a written 
verification under oath or under penalty 
or perjury that the information provided 
in the application is true and correct. 


§ 1262.202 Net worth exhibit. 

(a) Each applicant except a qualified 
tax-exempt organization or cooperative 
association must provide with its 
application a detailed exhibit showing 
the net worth of the applicant and any 
affiliates (as defined in § 1262.104(f) of 
this part) when the proceeding was 
initiated. The exhibit may be in any 
form convenient to the applicant that 
provides full disclosure of the 

~applicant's and its affiliates’ assets and 
liabilities and is sufficent to determine 
whether the applicant qualifies under 
the standards in this part. The ~ 
adjudicative officer may require an 
applicant to file additional information 
to determine its eligibility for an award. 

(b) Ordinarily, the net worth exhibit 
will be included in the public record of 
the proceeding. However, an applicant 
that objects to public disclosure of 
information in any portion of the exhibit 
and believes there are legal grounds for 
withholding it from disclosure may 
submit that portion of the exhibit 
directly to the adjudicative officer in a 
sealed envelope labeled “Confidential 
Financial Information,” accompanied by 
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a motion to withhold the information 
from public disclosure. The motion shall 
describe the information sought to be 
withheld and explain, in detail, why it 
falls within one or more of the specific 
exemptions from mandatory disclosure 
under the Freedom of Information Act, 5 
U.S.C. 552(b)(1)-{9), why public 
disclosure of the information would 
adversely affect the applicant, and why 
disclosure is not required in the public 
interest. The materials in question shall 
be served on counsel representing the 
agency against which the applicant 
seeks an award, but need not be served 
on any other party to the proceeding. If 
the adjucicative officer finds that the 
information should not be withheld from 
disclosure, it shall be placed in the 
public record of the proceeding. 
Otherwise, any request to inspect or 
copy the exhibit shall be disposed of in 
accordance with the Agency's 
regulations under the Freedom of 
Information Act, at 14 CFR Part 1206. 


§ 1262.203 Documentation of fees and 
expenses. 

The application shall be accompanied 
by full documentation of the fees and 
expenses, including the cost of any 
study, analysis, engineering report, test, 
project or similar matter, for which an 
award is sought. A separate itemized 
statement, accompanied by an oath or 
affirmation under penalty of perjury (28 
U.S.C. 1746), shall be submitted for each 
professional firm or individual whose 
services are covered by the application, 
showing the hours spent in connection 
with the proceeding by each individual, 
a description of the specific services 
performed, the rate at which each fee 
has been computed, any expenses for 
which reimbursement is sought, the total 
amount paid or payable by the applicant 
or by any other person or entity for the 
services provided. The adjudicative 
officer may, in addition, require the 
applicant to provide vouchers, receipts, 
or other substantiation for any expenses 
claimed. 


§ 1262.204 When an application may be 
filed. ; 


(a) An application may be filed 
whenever the applicant has prevailed in 
the proceeding or in a-significant and 
discrete substantive portion of the 
proceeding, but in no case later than 30 
days after the Agency's final disposition 
of the proceeding. 

(b) If review or reconsideration is 
sought or taken of a decision afto 
which an applicant believes it has 
prevailed, proceedings for the award of 
fees shall be stayed pending final 
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disposition of the underlying 
controversy. 

(c) For purposes of this rule, final 
disposition means the latter of (1) the © 
date on which the adjudicative officer's 
initial decision or other recommended 
disposition of the merits of the 
proceeding is issued; (2) the date on 
which an order is issued disposing of 
any petitions for reconsideration; (3) if 
no petition for reconsideration is filed, 
the last date on which such a petition 
could have been filed; or (4) the date of 
a final order or any other final 
resolution of the proceeding, such as a 
settlement or a voluntary dismissal, 
which is not subject to a petition for 
reconsideration. 


Subpart 1262.3—Procedures for 
Considering Applications 


§ 1262.301 Filing and service of 
documents. 


Any application for an award or other 
pleading or document related to an 
application shall be filed and served on 
all parties to the proceeding in the same 
manner as other pleadings in the 
proceeding, except as provided in 
§ 1262.202(b) for confidential financial 
information. 


§ 1262.302 Answer to application. 


(a) Within 30 calendar days after 
service of an application, counsel 
representing the agency against which 
an award is sought may file an answer 
to the application. Unless agency 
counsel requests an extension of time 
for filing or files a statement of intent to 
negotiate under paragraph (b) of this 
section, failure to file an answer within 
the 30-day period may be treated as a 
consent to the award requested. 

(b) If agency counsel and the 
applicant believes that the issues in the 
fee application can be settled, they may 
jointly file a statement of their intent to 
negotiate a settlement. The filing of this 
statement shall extend the time for filing 
an answer for an additional 30 calendar 
days, and further extensions may be 
granted by the adjudicative officer upon 
request by agency counsel and the 
applicant. 

(c) The answer shall explain in detail - 
any objections to the award requested 
and identify the facts relied on in: 
support of agency counsel's position. If 
the answer is based on any alleged facts 
not already in the record of the 
proceeding, agency. counsel! shall include 
with the answer either supporting 
affidavits or a request for further 
proceedings under § 1262.306. 


§ 1262.303 Reply. 

Within 15 calendar days after service 
of an answer, the applicant may file a 
reply. If the reply is based on any 
alleged facts not already in the record of 
the proceeding, the applicant shall 
include with the reply either supporting 
affidavits or a request for further 
proceedings under § 1262.306. 


§ 1262.304 Comments by other parties. 

Any party to a proceeding other than 
the applicant and agency counsel may 
file comments on an application within 
30 calendar days after it is served or on 
an answer within 15 calendar days after 
it is served. A commenting party may 
not participate further in proceedings on 
the application unless the adjudicative 
officer determines that the public 
interest requires such participation in 
order to permit full exploration of 
matters raised in the comments. 


§ 1262.305 Settlement. 

The applicant and agency counsel 
may agree on a proposed settlement of 
the award before final action on the 
application, either in connection with a 
settlement of the underlying proceeding, 
or after the underlying proceeding has 
been concluded. If a prevailing party 
and agency counsel agree on a proposed 
settlement of an award before an 
application has been filed, the 
application shall be filed with the 
proposed settlement. 


§ 1262.306 Further proceedings. 

(a) Ordinarily, the determination of an 
award will be made on the basis of the 
written record. However, on request of 
either the applicant or agency counsel, 
or on his or her own initiative, the 
adjudicative officer may order further 
proceedings, such as an informal 
conference, oral argument, additional 
written submissions or an evidentiary 
hearing. Such further proceedings shall 
be held only when necessary to full and 
fair resolution of the issues arising from 
the application, and shall be conducted 
as promptly as possible. 

(b) A request that the adjudicative 
officer order further proceedings under 
this section shall specifically identify 
the information sought or the disputed 
issues and shall explain why the 
additional proceedings are necessary to 
resolve the issues. 


§ 1262.307 Decision. 

The adjudicative officer shall issue an 
initial decision on the application within 
90 calendar days after completion of 
proceedings on the application. The 
decision shall include written findings 
and conclusions on such of the following 
as are relevant to the decision: (1) The 


applicant's eligibility and status as a 
prevailing party; (2) whether the 
Agency’s position was substantially 
justified; (3) whether the applicant 
unduly protracted the proceedings, or 
whether special circumstances make an 
award unjust; and (4) the amounts, if 
any, awarded for fees and expenses 
with an explanation of the reasons for 
any difference between the amount 
requested and the amount awarded. 
Further, if the applicant has sought an 
award against more than one agency, 
the decision shall allocate responsibility 
for payment of any award made among 
the agencies, and shall explain the 
reasons for the allocation made. 


§ 1262.308 Agency review. 

(a) Within 30 calendar days of the 
receipt of the adjudicative officer's 
initial decision on the fee application, 
either the applicant or agency counsel 
may seek reconsideration of the 
decision; or, the NASA Administrator, 
upon the recommendation of the 
General Counsel, may decide to review 
the decision based on the record. 
Whether to review a decision is solely a 
matter within the discretion of the 
NASA Administrator. A 15-day notice of 
such review will be given the applicant 
and agency counsel, and a 
determination made not later than 45 
days from the date of notice. The 
Administrator may make a final 
determination concerning the 
application or remand the application to 
the adjudicative officer for further 
proceedings. 

(b) If neither the applicant nor agency 
counsel seek reconsideration, and the 
NASA Administrator does not on his/ 
her own initiative take a review, the 
adjudicative officer's initial decision on 
the fee application shall become a final 
decision of the Agency 45 days after it is 
issued. 


§ 1262.309 Judicial review. 


Judicial review of final Agency 
decisions on awards may be sought as 
provided in 5 U.S.C. 504(c)(2). 


§ 1262.310 Payment of award. 


(a) An applicant seeking payment of 
an award shall submit to the paying 
agency a copy of the Agency's final 
decision granting the award, 
accompanied by a statement that the 
applicant will not seek review of the 
decision in the United States courts. The 
submission to NASA should be 
addressed as follows: Director, 
Financial Management Division, NASA 
Headquarters, Washington, D.C. 20546. 

(b) Subject to the availability of funds 
appropriated for this purpose, the 
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Agency will pay the amount awarded to 
the applicant within 60 days, if feasible, 
unless judicial review of the award or of 
the underlying decision of the adversary 
adjudication has been sought by the 
applicant or any other party to the 
proceeding. 

James M. Beggs, 

Administrator. 

January 7, 1982. 

{FR Doc. 82-1979 Filed 1-26-82; 8:45 am} 

BILLING CODE 7510-01-M 


DEPARTMENT OF COMMERCE 


National Oceanic and Atmospheric 
Administration 


15 CFR Part 970 


Deep Seabed Mining Regulations for 
Exploration Licenses 


AGENCY: National Oceanic and 
Atmospheric Administration, 
Commerce. 

ACTION: Final rule. 


SumMMARY: On September 15, 1981, at 46 
FR 45890, the National Oceanic and 
Atmospheric Administration (NOAA) 
issued regulations, effective October 15, 
1981, to implement certain provisions of 
the Deep Seabed Hard Mineral 
Resources Act (Pub. L. 96-283, “the 
Act”). NOAA reserved Subpart C at that 
time in order to ensure compatibility 
between domestic and international 
seabed mining procedures. This 
rulemaking is meant to notify potential 
applicants that, despite the fact that 
Subpart C is incomplete, NOAA will 
begin accepting license applications for 
deep seabed mining exploration from 
pre-enactment explorers on January 25, 
1982. The remainder of Subpart C will 
be published upon the completion of an 
international seabed mining agreement. 
EFFECTIVE DATE: This rule is effective on 
January 25, 1982. 

ADDRESS: Inquiries, applications and 
other supporting documents should be 
directed to: Office of Ocean Minerals 
and Energy, National Oceanic and 
Atmospheric Administration, Page 
Building 1, Suite 410, 2001 Wisconsin 
Avenue, NW, Washington, D.C, 20235, 
Telephone: (202) 653-7695. 

FOR FURTHER INFORMATION CONTACT: 
James P. Lawless, Acting Director, 
Office of Ocean Minerals and Energy, 
National Oceanic and Atmospheric 
Administration, Page Building 1, Room 
410, 2001 Wisconsin Avenue, NW, 
Washington, D.C. 20235. Telephone: 
(202) 653-'7695. 

SUPPLEMENTARY INFORMATION: 15 CFR 
Part 970, Subpart C, which will set forth 


rules pertaining to dates and procedures 
for the filing of deep seabed mining pre- 
enactment explorer and initial new 
entrant applications and for resolving 
conflicts between overlapping 
applications, involves issues which are 
currently being considered by the U.S. 
and other seabed mining nations likely 
to become “reciprocating states” under 
section 118 of the Act. NOAA had 
previously reserved Subpart C when it 
published the rest of its final regulations 
(46 FR 45890, September 15, 1981), 
because of its desire to adopt final 
domestic regulations addressing the 
above matters which would be 
compatible with the equivalent concepts 
and procedures ultimately agreed to by 
the other seabed mining nations. 
Although a reciprocating states 
agreement is nearly complete, NOAA 
does not wish to publish the final 
version of Subpart C until the final draft 
of the international agreement has been 
agreed upon. However, because of the 
progress made in the international 
discussions, NOAA has decided to 
begin accepting applications from pre- 
enactment explorers for licenses to 
engage in deep seabed mining 
exploration activities as of 8:30-a.m. EST 
on January 25, 1982. NOAA anticipates 
that, following the conclusion of the 
reciprocating states agreemenits, 
applications seeking a pre-enactment 
explorer priority of right will not be 
accepted after 5:00 p.m. EST on 
February 19, 1982, or such later date as 
the Administrator may establish based 
on the status of the reciprocating states 
negotiations. Under such a procedure, 
all applications submitted during this 
time period will be deemed to have been 
filed at 5:00 p.m. EST on February 19, 
1982, or such later date established by 
the Administrator, for the purpose of 
determining pre-enactment explorer 
priorities of right. 


Classification Under Executive Order 
12291 


NOAA determined that the overall 
regulations for deep seabed mining 
exploration should be considered as 
major under Executive Order 12291 of 
February 17, 1981, because they will 
foster and govern development of the 
United States deep seabed mining 
industry. Thus, NOAA prepared a final 
regulatory impact analysis for the 
regulations, pursuant to section 3 of the 
Executive Order, which was transmitted 
to the Office of Management and 
Budget. The Administrator of NOAA 
determined that these final rules are 
clearly within the authority delegated by 
law and are consistent with 
Congressional intent. The rules are 
authorized by section 308 of the Act, and 


respond to specific provisions or 
requirements found in sections 101 
through 118 of Title I of the Act. 

Since the final regulatory impact 
analysis has already considered the 
criteria and procedures relating to pre- 
enactment explorers found in Subpart C 
and since Subpart C is only a small part 
of the deep seabed mining regulations, 
NOAA further has determined that, 
under the criteria in section 1(b) of the 
Executive Order, this Subpart C, alone, 
is not a major regulation. 

The final regulatory impact analysis 
was done in such a way as to include a 
final regulatory flexibility analysis as 
required by the Regulatory Flexibility 
Act, Pub. L. 96-354. Copies of the 
analysis may be obtained by writing to 
the Director, Office of Ocean Minerals 
and Energy, NOAA, at the address 
specified in the ADDRESS section of 
this preamble. 


Paperwork Reduction Act, Pub. L. 96- - 
511 


Because of the limited number of 
persons initially subject to the 
regulations (historically there have been 
four consortia with U.S. companies 
participating which are involved in deep 
seabed mining development, and these 
four are expected to apply to NOAA for 
exploration licenses), NOAA believes 
the regulations do not contain 
“collection of information” requests 
within the meaning of 44 U.S.C. 3502(4) 
and 3502(11). Accordingly, § 970.906 of 
the final regulations, issued on 
September 15, 1981, contains a 
statement that the information 
requested is not subject to the 
requirements of 44 U.S.C. 3507. NOAA 
plans to review these regulations 
periodically, and to revise them if 
necessary based on that review. During 
the review, or earlier if necessary, 
NOAA will review its projections of the 
expected number of license applications 
and take any actions necessary under 
the Paperwork Reduction Act on that 
basis. 


Environmental Impact Statement . 


Pursuant to section 109(c) of the Act 
and the National Environmental Policy 
Act of 1969, NOAA has prepared a final 
programmatic environmental impact 
statement (PEIS) assessing the 
environmental impacts of exploration 
and commercial recovery in the area of 
the oceans in which such activities by 
any United States citizen will likely first 
occur under the authority of the Act. The 
PEIS has been filed with the 
Environmental Protection Agency. 
Copies may be obtained by writing the 
Director, Office of Ocean Minerals and 
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Energy, NOAA, at the address specified 
in the ADDRESS section of this 
preamble. 

EFFECTIVE DATE: In order that U.S. pre- 
enactment explorers be allowed to file 
applications in a timely manner 
compared to pre-enactment explorers 
filing applications with foreign 
governments likely to become 
reciprocating states under § 118 of the 
Act, and in order to allow compatibility 
with the schedule for processing pre- 
enactment explorer applications as 
agreed to by the United States 
Government and the governments of 
prospective reciprocating states, and for 
other foreign policy reasons, procedures 
in this Subpart C must become effective 
immediately. Accordingly, NOAA finds 
that good cause exists under 5 U.S.C. 
553(d) to make these regulations 
effective on January 25, 1982. 


Dated: January 22, 1982. 
John V. Byrne, 
Administrator. 


PART 970—DEEP SEABED MINING 
REGULATIONS FOR EXPLORATION 
LICENSES 


Accordingly, a new Subpart C is 
added to Title 15, Part 970 of the Code of 
Federal Regulations. The text of Subpart 
C follows: 


Subpart C—Procedures for 
Applications Based on Exploration 
Commenced Before June 28, 1980; 
Resolution of Conflicts Among 
Overlapping Applications; Applications 
by New Entrants 


§ 970.300 Applications seeking pre- 
enactment explorer priority of right. 

(a) On January 25, 1982 at 8:30 a.m. 
EST, the Administrator will begin 
accepting, at the address épecified in 
§ 970.200(b), applications, based on pre- 
enactment exploration, for licenses to 
conduct deep seabed mining exploration 
activities. 


(b) The Administrator anticipates that 
applications seeking a pre-enactment 
explorer priority of right for issuance of 
a license will not be accepted after 5:00 
p.m. EST on February 19, 1982 (or such 
later date and time as the Administrator 
may establish following the conclusion 
of reciprocating states agreements 
reached pursuant to section 118 of the 
Act). 

(c) All applications submitted to the 
Administrator at or after 8:30 a.m. EST 
on January 25 and at or before 5:00 p.m. 
EST on February 19, 1982, (or such 
alternative closing date and time 
established by the Administrator 
pursuant to paragraph (b) of this 
section), will be deemed to have been 
filed at 5:00 p.m. EST on February 19, 
1982 (or on the above alternative closing 
date) for the purpose of establishing a 
pre-enactment explorer priority of right. 

(d) Prospective applicants are advised 
that, following the conclusion of the 
reciprocating states arrangements now 
under negotiation, the Administrator 
will issue additional regulations 
applicable to the filing of applications 
seeking a pre-enactment explorer 
priority of right. 

(30 U.S.C. 1401 et seq.) 
{FR Doc. 82-2155 Filed 1-26-82; 8:45 am] 
BILLING CODE 3510-12-M 


DEPARTMENT OF ENERGY 


Federal Energy Regulatory 
Commission 


18 CFR Part 282 
[Docket No. RM79-14] 


incremental Pricing Regulations 
implementing the Incremental Pricing 
Provision of the Natural Gas Policy Act 
of 1978 


AGENCY: Federal Energy Regulatory 
Commission, DOE. 
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ACTION: Order Prescribing Incremental 
Pricing Thresholds. 


summary: The Director of the Office of 
Pipeline and Producer Regulation is 
issuing the incremental pricing 
acquisition cost thresholds prescribed 
by Title II of the Natural Gas Policy Act 
and 18 CFR 282.304. The Act requires the 
Commission to compute and publish the 
threshold prices before the beginning of 
each month for which the figures apply. 
Any cost of natural gas above the 
applicable threshold is considered to be 
an incremental gas cost subject to 
incremental pricing surcharging. 
EFFECTIVE DATE: February 1, 1982. 


FOR FURTHER INFORMATION CONTACT: 
Kenneth A. Williams, Federal Energy 
Regulatory Commission, 825 N. Capitol 
Street NE., Washington, D.C. 20426, (202) 
357-8500. 
SUPPLEMENTARY INFORMATION: 

Issued: January 21, 1982. 


In the matter of publication of 
prescribed incremental pricing 
acquisition cost threshold of the NGPA 
of 1978, Docket No. RM79-14; order of 
the Director, OPPR. 


Section 263 of the NGPA requires that 
the Commission compute and make 
available incremental pricing 
acquisition cost threshold prices 
prescribed in Title II before the 
beginning of any month for which such 
figures apply. 

Pursuant to that mandate and 
pursuant to § 375.307(I) of the 
Commission's regulations, delegating the 
publication of such prices to the Director 
of the Office of Pipeline and Producer 
Regulation, the incremental pricing 
acquisition cost threshold prices for the 
month of February 1982 is issued by the 
publication of a price table for the 
applicable month. 

Kenneth A. Williams, 
Director, Office of Pipeline and Producer 
Regulation. 


TABLE I—INCREMENTAL PRICING ACQUISITION COST THRESHOLD PRICES 
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TABLE I—INCREMENTAL PriciNG ACQuiSsiTION COST THRESHOLD PriceS—Continued 


[sr [emer [meme [tee [sy Jism [oe | nom | to [come | sae | Pa 


Se en non 
threshold 


(FR Doc. 82-1980 Filed 1-26-82; 8:45 am} 
BILLING CODE 6717-01-M 


ENVIRONMENTAL PROTECTION 
AGENCY 


40 CFR Part 52 
[A-5-FRL-2025-3] 


Approval and Promulgation of 
Impiementation Plans; Michigan 


AGENCY: Environmental Protection 


Agency (EPA). 
ACTION: Notice of final rule. 


SUMMARY: The purpose of today’s 
rulemaking is to announce final 
approval of a revision to Rule 336.1220 
in Michigan's State Implementation Plan 
(SIP). Michigan has requested approval 
of its revision to Rule 336.1220 which 
requires offsets in ozone nonattainment 
areas to exempt nonreactive volatile 
organic compounds identified by EPA. 
In addition, Michigan has revised 
R336.1220 to clarify its policy on the use 
of emission offsets in the southeast 
Michigan ozone nonattainment area. 
The basis for this rule change is EPA's 
policy allowing exemptions of 
nonreactive volatile compounds from 
control requirements. 

EFFECTIVE DATE: This action will be 

effective on March 29, 1982, unless 

notice is received within 30 days that 
someone wishes to submit critical or 
adverse comments. 

ADDRESSES: Copies of this SIP revision 

are available for review at the following 

addresses: 

Air Programs Branch, U.S. 
Environmental Protection Agency, 230 
South Dearborn Sireet, Chicago, 
Illinois 60604 

Michigan Department of Natural 
Resources, Air Quality Division, State 
Secondary Government Complex, 
General Office Building, 7150 Harris 
Drive, Lansing, Michigan 48917 
Written comments should be sent to: 

Gary Gulezian, Chief, Regulatory 

Analysis Section, Air Programs Branch, 

Region V, U.S. Environmental Protection 

Agency, 230 S. Dearborn Street, Chicago, 

Illinois 60604. 

FOR FURTHER INFORMATION CONTACT: 

Toni Lesser, Regulatory Analysis 


Section, Air Programs Branch, Region V, 
U.S. Environmental Protection Agency. 
230 South Dearborn Street, Chicago, 
Illinois 60604, (312) 886-6037. 


SUPPLEMENTARY INFORMATION: On July 
22, 1980, EPA published a notice in the 
Federal Register (45 FR 48941) 
announcing its determination that 
several halogenated organics had 
negligible reactivity in terms of 
photochemical ozone production. EPA 
stated that as a result of this 
determination, it need not approve or 
enforce controls on these compounds as 
part of a federally enforceable ozone 
State Implementation Plan (SIP). On 
September 1, 1981, the State of 
Michigan, pursuant to EPA's notice of 
July 22, 1980, submitted a revision to its 
Rule 336.1220, which requires emission 
offsets in ozone nonattainment areas to 
exempt those compounds listed in EPA's 
notice. The revised R336.1220 was 
approved by the Michigan Air Pollution 
Control Commission (Commission) on 
July 21, 1981, and became effective 
August 21, 1981. R336.1220 contains the 
following elements: 


(1) A provision that prohibits the use of a 
nonreactive compound at an existing source 
as an emission offeet for the installation of a 
source which would emit reactive volatile . 
organic compounds; 

(2) Exemptions of the same organic 
compounds listed in the July 22, 1980 (45 FR 
48941) notice, and 

(3) A provision that prior to start-up of the 


proposed construction, a reduction (offset) of 


the total hourly and annual volatile organic 
compound emission from existing sources 
equal to 110 percent of allowed emissions for 
the proposed equipment shall be provided. 
The emission offset for a source locating in 
Wayne, Oakland, Macomb, St. Clair, 
Washtenaw, Livingston, and Monroe 
Counties (those in the southeast Michigan 
ozone nonattainment areas) shall be secured 
from sources in any of those counties. The 
emission offset for a source locating in any 
other ozone nonattainment county may be 
secured from any ozone nonattainment 
county in Michigan, except Wayne, Oakland, 
Macomb, St. Clair, Washtenaw, Livingston, 
and Monroe Counties. The purpose of this 
change is to clarify the intent that emission 
offset for new sources in these seven county 





areas may be obtained from any of those 
counties, not just the county where the new 
source is locating. 


In addition, R336.1220(e)(x) permits 
the commission to exempt any other 
volatile compound which can be 
demonstrated to be nonreactive in the 
formation of ozone. Any exemption 
obtained pursuant to (e)(x) must be 
submitted to EPA as a SIP revision. 

EPA takes action today to approve 
amended R336.1220 as a revision to the 
federally approved Michigan SIP. 
Approval of the revisions to R336.1220 
will not interfere with attainment and 
maintenance of the ozone National 
Ambient Air Quality Standards. EPA 
believes that this action is a 
noncontroversial rulemaking, since the 
revised rule simply affirms a State 
action. This action will be effective 
March 29, 1982. However, if EPA is 
notified within 30 days that someone 
wishes to submit adverse or critical 
comments, this action will be withdrawn 
and a new rulemaking will propose this 
action and establish a comment period. 

Pursuant to the provisions of 5 U.S.C. 
605(b), the Administrator certified on 
January 27, 1981 (46 FR 8709) that 
approvals of SIPs under section 110 or 
172 of the Clean Air Act would not have 
a significant economic impact on a 
substantial number of small entities. 
Today's action approves a State action 
for Michigan R336,.1220 under Section 
110 of the Act. It imposes no 
requirements beyond those which the 
State has already imposed. 

This regulation was.exempted from 
review by the Office of Management 
and Budget (OMB) under Section 3 of 
Executive Order 12291. 

Under section 307(b)(1) of the Clean 
Air Act, judicial review of this action is 
available only by the filing of a petition 
for review in the United States Court of 
Appeals for the appropriate circuit 
within 60 days of January 27, 1982. 
Under section 307({b){2) of the Clean Air 
Act, the requirements which are the 
subject of today's notice may not be 
challenged later in civil or criminal 
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proceeding brought by EPA to enforce 

these requirements. 
Note.—Incorporation by reference of the 

SIP for the State of Michigan was approved 


by the Director of Federal Register on July 1, 
1981. 


(Sec. 110 of the Clean Air Act (42 U.S.C. 
7410)) 

Dated: January 18, 1982. 
Anne M. Gorsuch, 


Administrator. 


PART 52—APPROVAL AND 
PROMULGATION OF 
IMPLEMENTATION PLANS 


Part 52 of Chapter I, Title 40 Code of 
Federal Regulations is amended as 
follows: 


Subpart X—Michigan 


1. Section 52.1170 is amended by 
adding paragraph (c)(44) as follows: 


§ 52.1170 identification of plan. 

(c) **2et 

(44) On September 1, 1981, the State of 
Michigan, Department of Natural 
Resources (MDNR) submitted to USEPA 
a revision to its R336.1220 requiring 
offsets in ozone nonattainment areas to 
exempt the same compounds listed in 
EPA's Federal Register of July 22, 1980 
(45 FR 48941). The revised R336.1220 
also allows offsets of emissions for new 
sources in any of the seven counties in 
the southeastern Michigan ozone 
nonattainment area to be obtained from 
any of those counties, not just the 
county in which the new source is 
locating (Wayne, Oakland, Macomb, St. 
Clair, Washtenaw, Livingston, and 
Monroe). 


[FR Doc. 82-2093 Filed 1-26-82; 8:45 am) 


BILLING CODE 6560-38-M 


40 CFR Part 52 
{A-5-FRL-2024-7] 


Approval and Promulgation of 
implementation Plans; Michigan 
AGENCY: Environmental Protection 
Agency (EPA). 

ACTION: Final rule. 


summanry: In the October 26, 1981, 
Federal Register (46 FR 52140), EPA 
proposed to approve a revision to the 
Michigan State Implementation Plan 
(SIP) in the form of a Consent Order (07- 
1981) issued by the Michigan Air 
Pollution Control Commission 
(Commission) for the Boulevard Heating 
Plant of Detroit Edison. The Consent 
Order provides for a reduction in total 


daily particulate emissions from the 

plant's four coal-fired boilers. No public 

comments were received on EPA's 
proposed rulemaking. The purpose of 
today’s notice is to announce final 
approval of this revision to the Michigan 

SIP. 

EFFECTIVE DATE: This final rulemaking is 

effective on February 26, 1982. 

ADDRESSES: Copies of these SIP 

revisions are available for review at the 

following addresses: 

Air Programs Branch, Region V, U.S. 
Environmental Protection Agency, 230 
South Dearborn Street, Chicago, 
Illinois 60604. 

Michigan Department of Natural 
Resources, Air Quality Division, State 
Secondary Government Complex, 
General Office Building, 7150 Harris 
Drive, Lansing, Michigan 48917. 
Written comments should be sent to: 

Gary Gulezian, Chief, Regulatory 

Analysis Section, Air Programs Branch, 

Region V, U.S. Environmental Protection 

Agency, 230 South Dearborn Street, 

Chicago, Illinois 60604. 

FOR FURTHER INFORMATION CONTACT: 

Toni Lesser, Regulatory Analysis, Air 

Programs Branch, Region V, U.S. 

Environmental Protection Agency, 230 

South Dearborn Street, Chicago, Illinois 

60604, (312) 886-6037. 

SUPPLEMENTARY INFORMATION: On May 

1, 1981, the State of Michigan submitted 

Consent Order 07-1981 for the 

Boulevard Heating Plant of Detroit 

Edison as a revision to the Michigan SIP. 

The submittal was submitted in 

accordance with Michigan’s 

commitment to develop abatement 
orders for sources contributing to 
violations of the particulate standards in 
the Detroit nonattainment area (45 FR 

29790). The Boulevard Heating Plant is 

located in the City of Detroit, Wayne 

County, and is a small part of a Detroit 

Edison grid that supplies steam to 

various institutions. The plant contains 

four coal-fired boilers and is located 
within the Detroit primary 
nonattainment area. 

Michigan's amended Rule 336.1331 
restricts the Boulevard Heating Plant to 
a particulate emission limit of 0.45 
pounds of particulate per 1000 pounds 
flue gas or an equivalent of 410 tons per 
year. Consent Order 07-1981 represents 
a site-specific variance from Rule 
336.1331(d) of the federally approved SIP 
and provides an emission reduction 
schedule for the Plant by restricting its 
operation. The Boulevard Heating Plant 
can satisfy the required emission 
limitation of 410 tons per year contained 
in Rule 336.1331 of the Michigan SIP and 
yet retain its previous emission rate of 
up to 0.65 pounds particulate per 1000 
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pounds of flue gas while it is in 
operation. The overall effect is to reduce 
the plant's current actual emission rate 
from 410 tons per year to 10 tons per 
year. The Boulevard plant will satisfy 
the reasonably available control 
technology (RACT) requirement by 
restricting its operation rather than by 
installing add-on control equipment. 

On October 26, 1981, Federal Register 
(46 FR 52140) EPA proposed approval cf 
Consent Order 07-1981 for the 
Boulevard Heating Plant as a revision to 
the Michigan SIP. No public comments 
were received. EPA has reviewed 
Consent Order 07-1981 and determined 
that this SIP revision does not interfere 
with attainmeni and maintenance of the 
particulate standards in the Detroit area 
by the December 31, 1982 statutory 
deadline. Therefore, EPA approves 
Consent Order 07-1981 for the 
Boulevard Heating Plant as part of the 
Michigan SIP. 

Pursuant to the provisions of 5 U.S.C. 
605(b), the Administrator on ow a7, 
1981, (46 FR 8709) certified that 
approvals of SIPs under Section 110 or 
172 of the Clean Air Act would not have 
a significant economic impact on a 
substantial number of small entities. 
Because this final action approves a 
State action taken pursuant to Sections 
110 and 172 of the Clean Air Acct, it falls 
within this certification. Further, it 
imposes no new requirements beyond 
those which the State has already 
imposed. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Note.—Incorporation by reference of the 
SIP for the State of Michigan was approved 
by the Director of Federal Register on July 1. 
1981. 


(Secs. 110 and 172 of the Clean Air Act) 
Dated: January 18, 1982. 

Anne M. Gorsuch, 

Administrator. 


PART 52—APPROVAL AND 
PROMULGATION OF 
IMPLEMENTATION PLANS 


Part 52 of Chapter I, Title 40 Code of 
Federal Regulations is amended as 
follows: 


Subpart X—Michigan 

1. Section 52.1170 is amended by 
adding paragraph (c)(48) as follows: 
§ 52.1170 Identification of pian. 
* * 7 * x 

(c) * . . 

(48) On May 1, 1981, the State of 
Michigan, Department of Natural 
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Resources (MDNR) submitted Consent 
Order 07-1981 for the Boulevard Hearing 
Plant of Detroit Edison located in the 
City of Detroit, Wayne County. The 
Consent Order represents a site-specific 
variance from Rule 336.1331(d) by 
allowing the plant to continue emitting 


2 


{FR Doc. 82-2063 Filed 1-26-82; 8:45 am] 
BILLING CODE 6560-38-M 


40 CFR Part 52 
[A-6-FRL 2029-7] 


Approval and Promuigation of 
Revisions to Texas State 


implementation Plan 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Final rule. 


summary: On December 11, 1973, the 

Governor of Texas, after adequate 

notice and public hearing, submitted a 

revision to the Texas Air Pollution 

Control Implementation Plan (SIP). The 

submission concerned a revision to 

General Rule 9—Sampling, of the Texas 

SIP, which requires sampling of air 

emissions by any source in the State if 

requested by the Texas Air Control 

Board (TACB). This notice approves 

Texas’ revision to General Rule 9 and 

amends 40 CFR 52.2270. 

EFFECTIVE DATE: This rulemaking will be 

effective on March 29, 1982, unless 

notice is received by February 26, 1982, 

that someone wishes to submit adverse 

or critical comments. 

ADDRESSES: Written comments should 

be addressed to J. Ken Greer, Jr. of the 

EPA Region VI Air Programs Branch 

(address below). Copies of the materials 

submitted by Texas may be examined 

during normal business hours at the 
following locations: 

EPA, Region 6, Library, 1201 Elm Street, 
Dallas, Texas 75270. 

EPA, Public Information Reference Unit, 
Library Systems Branch, 401 M Street 
SW., Washington, D.C. 20460. 

The Office of the Federal Register, Room 
8401, 1100 L Street NW., Washington, 
D.C. 20460. 


FOR FURTHER INFORMATION CONTACT: 


particulates at its current 0.65 pounds 
per 1000 pounds of flue gas, but 
restricting its operation and total 
particulate emissions in order to meet 
the required 410 tons of particulate per 
year emission limit. Under this Order 
the plant is now limited to 10 tons per 


MICHIGAN 


Regulations — 
involved 


Wayne County 


J. Ken Greer, Jr., State Implementation 
Plan Section, Air & Waste Management 
Division, EPA, Region VI, 1201 Elm 
Street, Dallas, Texas, 75270, (214) 767- 
1518, FTS 729-2742. 


SUPPLEMENTARY INFORMATION: 


I. Background 


On December 11, 1973, the Governor 
of Texas submitted to EPA a revision to 
the State’s SIP which revised General 
Rule 9—Sampling. The revised Rule 9 
requires sampling of air emissions from 
any source in Texas if requested by the 
State agency. The revised rule is more 
specific than before in that sampling is 
required by any source upon request by 
TACB to determine opacity, rate, 
composition, and/or concentration of 
emissions. The sources which conduct 
sampling are required to attest to and 
report results to TACB, and are required 
to keep the test results on file for at least 
five years after the sampling. The 
revised Rule 9 also allows a source to 
request approval from TACB of 
alternative sampling techniques other 
than those specified by TACB. 

The State submitted to EPA on 
October 7, 1976 additional information 
which addressed the applicability of the 
revised Rule 9 in relation to revised EPA 
requirements for monitoring of point 
source emissions. The October 7, 1976 
letter clarified that the revised Rule 9 
did include the authority for the State to 
require continuous emission monitoring 
and reporting by sources as required by 
EPA in regulations published on October 
6, 1975.(40 FR 46247). 


Il. Approval of SIP Revision 


EPA has reviewed Texas’ revision to 
General Rule 9 and has prepared an 
Evaluation Report which is available for 
public review at the locations listed in 
the ADDRESSES section of this notice. 


Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Rules and Regulations 


year of particulate emissions. 


* * * * * 


§ 52.1175 [Amended] 

2. Section 52.1175(e) (table) is 
amended by adding a compliance 
schedule for the Boulevard Heating 
Plant. 


Date schedule adopted Final aaa 


The State’s submission includes 
validation that a public hearing was 
held and adequate time was allowed for 
public comment. EPA’s review of the 
State’s revision to General Rule 9 
indicates that the revision meets the 
requirements of 40 CFR 51.19 by 
providing for legally enforceable 
procedures for requiring owners or 
operators of sources to monitor and 
report to the State sampling data on the 
emissions from the sources. In addition, 
the revised rule authorizes the TACB to 
require periodic testing of sources and 
requires the sources to maintain files of 
all monitoring information. The Texas 
revised Rule 9 meets EPA requirements 
for a source surveillance regulation and 
the State submittal includes the 
necessary information for approval of 
the SIP revision. 


EPA’s Actions 


EPA approves the SIP revision as 
submitted by Texas which revises 
General Rule 9—Sampling of the Texas 
Air Pollution Control Implementation 
Plan. 

The public should be advised that this 
action will be effective 60 days from the 
date of publication (March 29, 1982). 
However, if notice is received within 30 
days that someone wishes to submit 
adverse or critical comments, this action 
will be withdrawn and a subsequent 
notice published before the effective 
date. The subsequent notice will 
withdraw the final action and will begin 
a new rulemaking by announcing a 
proposal of the action and establishing a 
comment period. 

Under section 307(b)(1) of the Clean 
Air Act judicial review of this final 
rulemaking notice is available only by 
the filing of a petition for review in the 
United States Court of Appeals for the 
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appropriate circuit within 60 days of the 
date of publication (March 29, 1982). 
Under section 307(b)(2) of the Clear Air 
Act, the requirements which are the 
subject of today's notice may not be 
challenged later in civil or criminal 
proceedings brought by EPA to enforce 
these requirements. 

Pursuant to the provisions of 5 U.S.C. 
605(b), I certify that this notice will not 
have a significant economic impact on a 
substantial number of small entities 
since it imposes no new regulatory 
requirements. This action only approves 
a revision to an existing State 
regulation. 

Note.—Incorporation by reference of the 
SIP for the State of Texas was approved by 
the Director of the Office of the Federal ~ 
Register on July 1, 1981. 

(Sec. 110(a) of the Clean Air Act, as amended 
42 U.S.C. 7410(a)) 
Dated: January 20, 1982. 
Anne M. Gorsuch, 
_ Administrator. 


PART 52—APPROVAL AND 
PROMULGATION OF 
IMPLEMENTATION PLANS 


Part 52 of Chapter I, Title 40 of the 
Code of Federal Regulations is amended 
as follows: 


Subpart SS—Texas 


1. In § 52.2270, paragraph (c) is 
amended by adding Subparagraph (33) 
as follows: Ke 


§ 52.2270 Identification of pian. 


. * * * * 

(c) © & @) 

(33) A revision to General Rule 9— 
Sampling, as adopted by the Texas Air 
Control Board on October 30, 1973, was 
submitted by the Governor on December 
11, 1973. 

[FR Doc. 82-2062 Filed 1-26-82; 8:45 am] 
BILLING CODE 6560-38-M 


40 CFR Part 60 
{AD-FRL-1890-1] 


Standards of Performance for New 
Stationary Sources; Stationary Gas 
Turbines ‘ 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Final rule. 


SUMMARY: On September 10, 1979,. EPA 


promulgated a new source performance 
standard (NSPS) limiting atmospheric 
emissions of NO, from stationary gas 
turbines (44 FR 52792). On April 15, 1981, 
as a result of petitions for 
reconsideration submitted by Dow 
Chemical Company, PPG Industries, 


Inc., and Diamond Shamrock 
Corporation (Dow, et al.), EPA proposed 
(46 FR 22005) to revise the standard for 
stationary gas turbines by rescinding the 
NO, emission limit for large gas turbines 
in industrial use and pipeline gas 
turbines (used in oil and gas 
transportation or production) located in 
metropolitan statistical areas (MSA's). 
As a result of public comments, EPA 
is rescinding the NO, emission limit for 
large (>30 MW) industrial gas turbines 
and is including an NO, emission limit 
of 150 ppm based on the use of dry 
control technology for gas turbines in 
industrial use and pipeline gas turbines 
of 30 MW or less for which construction, 
reconstruction, or modification is begun 
after today’s date. This notice also adds 
an exemption from the 150 ppm NO, 
emission limit for regenerative cycle gas 
turbines with a heat imput less than 
107.2 gigajoules per hour (100 million 
Btu/hr) and an exemption for all gas 
turbines when they are using an 
emergency fuel. 
EFFECTIVE DATE: January 27, 1982. 
Under section 307(b)(1) of the Clean 
Air Act, judicial review of this revision 
of a new source performance standard 
can be initiated only by the filing of a 
petition for review in the U.S. Court of 
Appeals for the District of Columbia 
Circuit within 60 days of today’s 
publication of this rule. Under section 
307(b)(2) of the Clean Air Act, the 
subject of today’s notice may not be 
challenged later in civil or criminal 
proceedings brought by EPA to enforce 
these requirements. 
appress: Docket. A docket, number A- 
81-10, containing information used by 
EPA in development of the promulgated 
revision is available for public 
inspection between 8:00 a.m. and 4:00 
p.m. Monday through Friday, at EPA's 
Central Docket Section (A-130), West 
Tower Lobby, Gallery 1, Waterside 
Mall, 401 M Street, SW., Washington, 
D.C. 20460. A reasonable fee may be 
charged for copying. 
FOR FURTHER INFORMATION CONTACT: 
Mr. Doug Bell, Standards Development 
Branch, Emission Standards and 
Engineering Division (MD-13}, U.S. 
Environmental Protection Agency, 
Research Triangle Park, North Carolina 
27711, telephone (919) 541-5578. 


SUPPLEMENTARY INFORMATION: 
The Standards 


The proposed revision to the new 
source performance standard published 
in the April 15, 1981 Federal Register 
would have rescinded the NO, emission 
limit of 75 ppm promulgated in the 
September 10, 1979, Federal Register for 
(1) industrial gas turbines having a heat 
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input greater than 107.2 gigajoules per 
hour (100 million Btu/hr or 
approximately 7.5 MW), and (2) pipeline 
gas turbines in metropolitan areas with 
a heat input greater than 107.2 gigajoules 
per hour. Industrial gas turbines are 
characterized as having less than one- 
third of their rated electrical output sold 
to a utility power distribution system. 
The 75 ppm standard was based on the 
use of wet controls to reduce NO, 
emissions. 

This promulgation rescinds the NO, 
emission limit for industrial and pipeline 
turbines with a base load (normal 
operating load as opposed to peak load) 
greater than 30 megawatts (MW) and 
revises the NO, emission limit from 75 
to 150 ppm for the tufbines mentioned 
above with a base load equal to or less 
than 30 MW. This promulgation also 
exempts turbines subject to the 150 ppm 
limit from the NO, standard when 
emergency fuel is used and also exempts 
all regenerative cycle gas turbines 
having a heat input less than or equal to 
107.2 gigajoules per hour (100 million 
Btu/hour) from the 150 ppm NO, 
standard. The rationale for these 
changes to the proposed revision is 
contained in the section of this preamble 
entitled Significant Comments and 
Changes to the Proposed Revision. 


Public Participation 


The revision was proposed April 15, 
1981, in the Federal Register. The 
proposed revision requested public 
comments and also provided the 
opportunity for a public hearing. The 
public comment period extended from 
April 15, 1981, to May 15, 1981. 

Twelve comment letters were 
received, but a public hearing was not 
requested. These comments have been 
carefully considered; and where 
determined to be appropriate by the 
Administrator, changes have been made 


_ to the standards of performance. 


Significant Comments and Changes to 
the Proposed Regulation 

Comments on the proposed revision to 
the standard were received from electric 
utilities, chemical companies, oil and 
gas producers, gas turbine 
manufacturers, and private citizens. 

One commenter stated that since 
pipeline turbines operate continuously 
regardless of location, the NO, emission 
limit should be rescinded for all such 
turbines. 

The standards of performance as 
promulgated on September 10, 1979, 
required pipeline turbines operated in 
metropolitan areas to meet an NO, 
emission limit of 75 ppm {based on wet 
controls) and permitted the same 
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turbines operated outside metropolitan 
areas to meet an NO, emission limit of 
150 ppm (based on dry controls). The 
difference in emission limits was 
intended to accommodate a potential 
lack of water for wet controls on 
pipeline turbines in rural areas. 

The April 15, 1981, proposed revision 
to the standard would have rescinded 
the 75 ppm NO, emission limit for all 
industrial turbines and pipeline turbines 
located in metropolitan areas. The 
proposed rescission had been based on 
uncertain and possible adverse 
economic consequences of using wet 
control systems on turbines with long- 
term continuous operating requirements 
at or near maximum capacity. Dow et al. 
claimed that operation at or near 
maximum capacity for one year or more 
between internal inspections is required 
in industrial applications. They also 
claimed that shutdown several times a 
year for inspection or maintenance 
causes unacceptable economic 
consequences. These considerations 
also apply to pipeline turbines. 

There was no suggestion in the 
comments received, nor is there any 
reason to believe, that the use of dry 
controls (which requires a different 
combustor design) would have any 
adverse impact on the maintenance of 
industrial or pipeline turbines. Dry 
contro! systems have achieved an NO, 
emission limit of 150 ppm on turbines of 
a size less than 30 MW and would add 
little to the capital and operating costs if 
required for all turbines in this size 
range. The 150 ppm emission limit on 
these turbines with dry control 
technology is supported by data 
contained in the original standard 
support and environmental impact 
statement (EPA-450/2-77-017a), by 
recent information obtained from gas 
turbine manufacturers, and by recent 
emission tests of turbines in the field. In 
the tests five gas turbines, ranging in 
size from about 9 to 16.5 MW and using 
dry controls, emitted approximately 40 
to 80 ppm NO,,. 

The Agency has no test data showing 
that the 150 ppm NO, emission limit has 
been achieved by dry controls when 
installed on industrial turbines greater 
than 30 MW and for that reason did not 
propose an NO, emission limit of 150 
ppm based on dry controls in the April 
notice. 

EPA did not propose an NO,.emission 
limit of 150 ppm for industrial turbines 
less than 30 MW or pipeline turbines 
less than 30 MW in metropolitan areas 
in the April notice: This created an 
inconsistency, based on location of the 
turbine, which is not justifiable. 
Accordingly, the standard is being 
promulgated to require all industrial and 


pipeline turbines with outputs less than 
30 MW to achieve an NO, emission limit 
of 150 ppm. 

Since industrial and pipeline turbines 
in MSA's were required by the 
September 10, 1979, promulgation to 
apply water injection technology, some 
operators may have to equip these 
turbines with new combustors if they 
want to discontinue water injection and 
still meet the 150 ppm NO, standard 
now required. Because of the potentially 
high cost of new combustors, this 
promulgated revision exempts from 
complying with an NO, emission limit 
all pipeline turbines inside MSA's and 
industrial turbines less than or equal to 
30 MW, which were constructed, 
modified, or reconstructed between 
October 3, 1977 (the proposal date of the 
original standard), and today’s date. 
Turbines in this size range constructed, 
modified, or reconstructed after today’s 
date must achieve an NO, emission limit 
of 150 ppm. 

The standards of performance for gas 
turbines as promulgated required all gas 
turbines between 10.7 and ‘107.2 
gigajoules per hour that were 
constructed, modified, or reconstructed 
after October 3, 1982, to achieve an NO, 
emission limit of 150 ppm. Today's 
promulgated revision has no impact on 
this requirement. 

One commenter felt that if nitrogen 
oxide controls are not required for large 
industrial turbines, which operate 
continuously at or near maximum 
capacity, then they should not be 
required for electric utility turbines, 
which operate less and emit less 
nitrogen oxides. The commenter stated 
that if nitrogen oxide controls were not 
needed on a full-time turbine, then there 
appears to be even less need for use on 
a part-time turbine. 

The 75 ppm NO, emission limit for 
industrial and pipeline turbines inside 
MSA's was not rescinded because of the 
Jack of environmental benefit from 
controlling them. Instead, the rescission 
was based on the uncertain impacts on 
maintenance of the turbines and 
possible adverse economic 
consequences. 

The NO, emission limit was not 
rescinded for utility gas turbines 
because wet control systems have been 
demonstrated to achieve the 75 ppm 
NO, emission limit and because utilities 
do have the opportunity to shut down 
their turbines several times a year for - 
inspection and maintenance. 

Another commenter stated that base 
load utility gas turbines should be 
exempted from having to meet an NO, 
emission limit since these turbines may 
be required to operate for one year or 
more between internal inspections. 
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The EPA position is that unlike utility 
turbines, industrial turbines in some 
instances may represent the sole 
primary energy source for a major 
industrial process. Such a turbine could 
not be shut down more frequently 
without an unacceptable economic 
consequence. The unacceptable 
economic consequence could be that an 
entire plant or process depends on the 
continuously running gas turbine. This is 
not the case for utility turbines, 
however, since other electric generators 
on the grid can restore lost capacity 
caused by turbine down time: Inspection 
and maintenance can be scheduled for a 
low load period when full generating 
capacity is not needed. Since inspection 
and maintenance of continuously 
running utility turbines is not 
economically unreasonable, the NO, 
emission limit for these turbines has not 
been rescinded. 

Another commenter stated that the 
action to rescind the NO, emission limit 
is not consistent with section III and 
section 307(d) of the Clean Air Act, in 
that the notice of April 15, 1981 (46 FR 
20005), did not state the proposed rule's 
basis and purpose. 
~ The basis of the April revision was 
the lack of data concerning the use of 
wet control systems on turbines 
operating continuously at or near 
maximum capacity and possible 
unreasonable economic impacts. 
Because of this lack.of data, EPA is not 
concluding that wet control systems are 
best demonstrated technology for 
control of NO, emissions from these gas 
turbines. The purpose of the April 15 
proposal and today's promulgation is to‘ 
make the standard consistent with this 
conclusion. The April 15 proposal was 
consistent with this conclusion in that it 
rescinded the 75 ppm NO, limit based 
on wet control systems. Today's 
promulgation is also consistent with this 
conclusion in that the 150 ppm NO, limit 
now required for industrial and pipeline 
turbines less than or equal to 30 MW is 
based on dry controls rather than wet 
controls. It is also consistent with this 
conclusion in that industrial turbines 
greater than 30 MW are no longer 
required to meet an NO, emission limit 
and therefore do:not have to use wet 
controls. 

One commenter also stated that Dow 
et al. offered no evidence to support 
their claim that industrial gas turbines 
must operate for long periods of time. 

Dow et al. did supply information to 
the Agency in letters requested to be 
held confidential and included in the 
docket (II-33 (a), (b), (c)) that indicates 
that operation at or near maximum 
capacity for periods of a year or more is 
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required of gas turbines in present use. 
The data in these letters were 
considered by the Administrator in 
reaching the conclusions stated in the 
preamble to the April 15 proposal. 

A commenter also stated that the 
revision should have been written to 
include only continuously operating gas 
turbines rather than all industrial and 
pipeline gas turbines. 

- The Agency investigated the option of 
establishing a minimum number of hours 
to define “continuous operation” and 
using this definition to determine which 
industrial and pipeline turbines would 
be impacted by this revision. The 
Agency determined that to include only 
those turbines running continuously, 
some arbitrary number of hours would 
have to be included in the standard to 
define continuous running. The owners 
or operators of these gas turbines would 
then be required to project the number 
of hours per year their turbine would 
operate to determine their operating 
category. The actual operating times 
could vary considerably from the 
projections because some unexpected 
circumstances may occur, such as 
curtailment of plant operation, 
unforeseen plant maintenance, or any . 
other unforeseen circumstances that 
have nothing to do with the ability of the 
turbine to operate continuously. If the 
number of hours projected is less than 
the actual number of hours operated, 
those turbines that did not operate as 
projected for one year could not be 
expected to install wet control systems. 
In the very next year they may be able 
to meet the operating time projection. 
Industrial turbines usually run more 
hours after initial 1 to 2 year break-in 
periods. Since defining “continuous 
operation” and projecting exactly how 
many hours.a turbine will operate is 
difficult and since most of the turbines 
affected by the revision operate 

. continuously, the Administrator decided 
not to attempt to restrict this revision to 
continuously operating industrial and 
pipeline gas turbines. 

Several commenters stated that the 
Agency's definition of electric utility gas 
turbine should be made consistent with 
the “Power Plant and Industrial Fuel 
Use Act of 1978” (FUA) and the “Public 
Utility Regulatory Policies Act of 1978" 
(PURPA) to allow one half of the electric 
output capacity of a cogeneration unit to 
be sold to a utility power distribution 
system. 

The Acts mentioned by the 
commenters were designed to encourage 
cogeneration..The new source 
performance standard for stationary gas 
turbines is not intended to encourage or 
discourage cogeneration, but is designed 
to distinguish between electric utility 


gas turbines and industrial gas turbines. 
Specifically, in the context of this 
revision the definition distinguishes 
between those gas turbines that can be 
shut down for maintenance without 
resulting in shutdown of a dependent 
industrial process and those turbines 
without backup. For a turbine operating 
as part of a cogeneration system and 
selling up to 50 percent of its electrical 
output to a utility grid, PURPA requires 
the utility to sell back-up power to 
qualifying cogeneration facilities when 
needed. Consequently, the definition of 
electric utility gas turbine has not been 
revised to allow for a gas turbine selling 
up to 50 percent of its power to a utility 
power distribution system. 

Another commenter pointed out that 
some models of pipeline turbines used 
outside of MSA's cannot meet the 150 
ppm emission limit with the current 
combustor design (dry control) without 
also using wet control systems. The 
commenter suggests that the category of 
sources including pipeline turbines 
outside MSA's be exempt from meeting 
an NO, emission limit. 

A new source performance standard, 
as required by section 111 of the Clean 
Air Act, must reflect “the degree of 
emission reduction achievable through 
the application of the best system of 
continuous emission reduction which 
(taking into consideration the cost of 
achieving such emission reduction and 
any nonair quality health and 
environmental and energy requirements) 
the Administrator determines has been 
adequately demonstrated.” Those 
models of pipeline turbines that cannot 
meet the 150 ppm limit with their current 
combustor design (dry control) do not 
reflect best technology. There are other 
models of pipeline turbines that can 
meet the 150 ppm limit using dry 
controls without any unreasonable 
impacts. Also, these turbines can 
perform the same function as those 
models that cannot meet the 150 ppm 
limit. Therefore, the fact that some 
models within a category of gas turbines 
cannot meet a standard is not sufficient 
reason to exempt the entire category, 
especially when turbines capable of 
performing the same function while at 
the same time complying with the 
standard are available. There is no 
provision in the gas turbine standard, 
however, that prevents an owner or 
operator from using wet controls to 
comply with the 150 ppm limit if he so 
chooses. 

One commenter stated that small (less 
than 107.2 gigajoules/hour) regenerative 
cycle gas turbines should be exempted 
from the.150 ppm NO, emission limit. 
According to the commenter, dry 
controls that can meet the 150 ppm level 


have not been developed for these small 
regenerative cycle gas turbines, and the 
cost to do so would be exorbitant 
because these turbines are only a small 
portion of the small gas turbine market. 
(These turbines are currently not 
required to meet the 150 ppm NO, 
emission limit until October 3, 1982.) 
Because of the exorbitant cost 
associated with developing dry controls 
for small regenerative cycle gas 
turbines, manufacturers would 
discontinue these turbines from their 
product line rather than develop the dry 
control. Small regenerative cycle gas 
turbines compete with stationary 
internal combustion (1.C.) engines; and, 
if these turbines are dropped from 
product lines, LC. engines would be sold 
in their place rather than small simple 
cycle turbines. Since controlled LC. 
engines emit between two to four times 
as much NO, as do uncontrolled small 
regenerative cycle gas turbines, the net 
effect of requiring small regenerative 
cycle gas turbines to meet the 150 ppm 
NO, emission limit would be an increase 
in NO, emissions. 

Additional investigation of small 
regenerative cycle gas turbines revealed 
the commenter’s assessment of the 
situation to be correct. Consequently, 
the standard is being revised to exempt 
regenerative cycle gas turbines of less 
that 107.2 gigajoules/hour from 
complying with the 150 ppm NO, 
emission limit. 

Another commenter stated that many 
gas turbines that normally operate on 
natural gas can be operated on distillate 
oil when natural gas is unavailable. 
These turbines can meet a 150 ppm NO, 
emission limit when operating on 
natural gas, but not when they are 
operating on distillate oil. The 
commenter felt, therefore, that gas 
turbines should be exempt from 
complying with the standard during 
periods when an emergency fuel is being 
used. 

Upon further investigation, the 
Agency learned that many turbine 
models can meet the 150 ppm NO, 
emission limit only when operating on 
natural gas, which is almost always 
available. Since operation with an 
emergency fuel is expected only rarely 
and dry controls would continue to 
reduce the emissions during periods 
when distillate oil is fired, gas turbines 
operating on an emergency. fuel are 
being exempted from the 150 ppm NO, 
emission limit. The exemption will not 
apply if the emergency fuel is fired 
solely because it is less costly than 
natural gas. 

This-revision was submitted to the 
Office of Management and Budget 
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(OMB) for review as required by 
Executive Order 12291. Any comments 
from OMB to EPA and any EPA 
response to those comments are 
included in docket number A-81-10. The 
docket is available for public inspection 
at EPA's Central Docket Section, West 
Tower Lobby, Gallery 1, Waterside 
Mall, 401 M Street, SW, Washington, 
D.C. 20460. 

Under Executive Order 12291, EPA is 
required to judge whether a regulation is 
a “major rule” and therefore subject to 
certain requirements of the Order. The 
Agency has determined that this 
revision to the standard would result in 
none of the adverse economic effects set 
forth in section 1 of the Order as 
grounds for finding a regulation to be a 
major rule. In fact, since this revision 
consists of a relaxation of the standard 
originally promulgated, it will result in 
less costs. Some turbines covered by the 
original standard will now be exempt. 
Others will be required to meet a less 
restrictive standard based on less 
expensive dry controls rather than wet 
controls. The Agency has therefore 
concluded that this 


The Administrator certifies that a 
regulatory flexibility analysis under 5 
U.S.C. 601 et seq. is not required for this 
rulemaking because the rulemaking 
would not have a significant impact on a 
substantial number of small entities. 


Dated: January 22, 1982. 
Anne M. Gorsuch, 
Administrator. 


PART 60—STANDARDS OF 
PERFORMANCE FOR NEW 
STATIONARY SOURCES 


For the reasons set out in the 
preamble, Part 60 of Chapter I, Title 40, 
Subpart GG, Code of Federal 
Regulations is amended as shown. 

1. In § 60.331, paragraphs (q), (r), and 
(s) are added to read as follows: 


§ 60.331 Definitions. 


(q) “Electric utility stationary gas 
turbine” means any stationary gas 
turbine constructed for the purpose of 
supplying more than one-third of its 
potential electric output capacity to any 
Te power distribution system for 
sale. 

(r) “Emergency fuel” is a fuel fired by 
a gas turbine only during circumstances, 
such as natural gas supply curtailment 
or breakdown of delivery system, that 
make it impossible to fire natural gas in 
the gas turbine. 


(s) “Regenerative cycle gas turbine” 


means any stationary gas turbine that 
recovers thermal energy from the 
exhaust gases and utilizes the thermal 
energy to preheat air prior to entering 
the combustor. 

2. Section 60.332 is amended by 
revising paragraphs {a), (b), and (d), and 
adding paragraphs {j), (k), and (I) to read 
as follows: 


§ 60.332 Standard for nitrogen oxides. 

(a) On and after the date of the 
performance test required by § 602 is 
completed, every owner or operator 
subject to the provisions of this subpart 
as specified in paragraphs (b), {c), and 
(d) of this section shall comply with one 
of the following, except as provided in 
paragraphs (e), (f), (g), (h), (i), (j), (k), and 
(1) of this section. 

(b) Electric utility stationary gas 
turbines with a heat input at peak load 
greater than 107.2 gigajoules per hour 
(100 million Btu/hour) based on the 
lower heating value of the fuel fired 
shall comply with the provisions of 
§ 60.332(a)(1). 

(d) Stationary gas turbines with a 
manufacturer's rated base load at ISO 
conditions of 30 megawatts or less 
except as provided in § 60.332(b) shall 
comply with § 60.332{a)(2). 

(j) Stationary gas turbines with a heat 
input at peak load greater than 107.2 
gigajoules per hour that commenced 
construction, modification, or 
reconstruction between the dates of 
October 3, 1977, and January 27, 1982, 
and were required in the September 10, 
1979, Federal Register (44 FR 52792) to 
comply with § 60.332(a)(1}, except 
electric utility stationary gas turbines, 
are exempt from paragraph (a) of this 
section. 

(k) Stationary gas turbines with a heat 
input greater than or equal to 10.7 
gigajoules per hour (10 million Btu/hour) 
when fired with natural gas are exempt 
from paragraph (a)(2) of this section 
= being fired with an emergency 

el. 

(Il) Regenerative cycle gas turbines 
with a heat input less than or equal to 
107.2 gigajoules per hour (100 million 
Btu/hour) are exempt from paragraph 
(a) of this section. 

3. Section 60.334 is amended by 
adding paragraph {c)(4) as follows: 


§ 60.334 Monitoring of operations. 
(@*:*:4 


(4) Emergency fuel. Each a 
during which an exemption provided in 
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§ 60.332(k) is in effect shall be included 
in the report required in § 60.7(c). For 
each period, the type, reasons, and 
duration of the firing of the emergency 
fuel shall be reported. 


(Sec. 114 of the Clean Air Act as amended (42 
U.S.C. 18570-9)) 

[FR Doc. 82-2092 Filed 1-26-82; 8:45 am] 

BILLING CODE 6560-26-M 


40 CFR Part 162 
[OPP-30056; PH-FRL-2031-3] 


Pesticide Chemical Active Ingredients; 
Registration Standards Ranking 


Scheme Results 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Notice of availability. 


SUMMARY: This notice announces the 
availability of the document containing 
the order in which EPA has ranked the 
use clusters containing all pesticide 
active ingredients to be reviewed under 
the Registration Standard Program. The 
ranking order of clusters of chemicals 
with similar use patterns was based on 
the production and exposure of pesticide 
active ingredients within each cluster. 
FOR FURTHER INFORMATION CONTACT: 
Arty Williams, Special Pesticide Review 
Division (TS-791), Office of Pesticide 
Programs, Environmental Protection 
Agency, Rm. 722, CM#2, 1921 Jefferson 
Davis Highway, Arlington, VA 22202 
(703-557-3043). 

Copy of the document may be 
obtained through the person named 
above. 

SUPPLEMENTARY INFORMATION: Under 
the Federal Insecticide, Fungicide and 
Rodenticide Act (FIFRA), EPA is 
required to review the approximately 
40,000 pesticide products currently 
registered in order to determine whether 
they pose unreasonable effects on man 
or the environment. EPA issued an 
Advance Notice of 

Rulemaking (ANPR) published in the 
Federal Register of December 26, 1979 
(44 FR 76311) entitled “Registration 
Standards for the Registration of 
Pesticides” which indicated that it 
would review these products based on 
their active ingredients: EPA then 
proposed a registration standard 
ranking scheme to order the registration 
standard reviews of pesticide active 
ingredients based on the production and 
exposure of clusters of chemicals with 
similar use patterns. This ranking 
scheme was published in the Federal 
Register of November 14, 1980 (45 FR 
75488). 
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The administrative record for the 
Registration Standards Ranking Scheme 
for the Registration of Pesticides, 
including comments, is available for 
public review in the Document Control 
Office, Rm. E-107, Environmental 
Protection Agency, 401 M St., SW., 
Washington, DC 20460, from 8:00 a.m. to 
4:00 p.m. Monday through Friday, except 
legal holidays. 

Dated: December 23, 1981. 

Edwin L. Johnson, 

Director, Office of Pesticide Programs. 
(FR Doc. 82-1445 Filed 1-26-82; 8:45 am] 

BILLING CODE 6560-32-M 


40 CFR Part 180 
(PP 1£2499/R391; PH-FRL 2036-8) 


Tolerances and Exemptions From 
Tolerances for Pesticide Chemicals In 
or On Raw Agricultural Commodities; 
Atrazine 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Final rule. 


sumMaARY: This rule establishes 
tolerances for the combined residues of 
the herbicide atrazine and its 
metabolites in or on the raw agricultural 
commodities orchardgrass and 
orchardgrass hay. This regulation to 
establish the maximum permissible level 
for the combined residues of atrazine in 
or on the commodities was requested by 
the Interregional Research Project No. 4 
(IRA). 

EFFECTIVE DATE: Effective on January 27, 
1982. 

ADDRESS: Written comments may be 
submitted to the Hearing Clerk, 
Environmental Protection Agency, Rm. 
3708, 401 M St. SW., Washington, DC 
20460. 

FOR FURTHER INFORMATION CONTACT: 
Donald Stubbs, Emergency Response 
Section, Registration Division, Office of 
Pesticide Programs, Environmental 
Protection Agency, 1921 Jefferson Davis 
Highway, Arlington, VA 22022, (703- 
557-7123). 

SUPPLEMENTARY INFORMATION: EPA 
issued a notice of proposed rulemaking 
published in the Federal Register of 
November 4, 1981 (46 FR 54771) which 
announced that IR-4, New Jersey 
Agricultural Experiment Station, PO Box 
231, Rutgers University, New Brunswick, 
NJ 08903 on behalf of the IR-4 Technica! 
Committee and the Agricultural 
Experiment Station of Oregon, had 
submitted a pesticide petition (PP 
1E2499) proposing that 40 CFR 180.220 
be amended by the establishment of 
tolerances for the combined residues of 


the herbicide atrazine (2-chloro-4- 
ethylamino-6-isopropylamino-s-triazine) 
and its metabolites 2-amino-4-chloro-6- 
ethylamino-s-triazine, 2-amino-4-chloro- 
6-isopropylamino-s-triazine and 2- 
chloro-4,6-diamino-s-triazine in or on the 
raw agricultural commodities 
orchardgrass and orchardgrass hay at 15 
parts per million (ppm). 

There were no comments received in 
response to this notice of proposed 
rulemaking. 

The data submitted in the petition and 
other relevant material have been 
evaluated. The toxicology and chemistry 
pertaining to this regulation were given 
in the notice of proposed rule (46 FR 
54771, November 4, 1981). 

The herbicide is considered useful for 
the purpose for which the tolerances are 
sought, and it is concluded that the 
tolerances will protect the public health. 
Therefore, the tolerances are 
established as set forth below. 

Any person adversely affected by this 
regulation may, on or before February 
26, 1982, file written objections with the 
Hearing Clerk, at the address given 
above. Such objections should be 
submitted in quintuplicate and specify 
the provisions of the regulation deemed 
objectionable and the grounds for the 
objections. If a hearing is requested, the 
objections must state the issues for the 
hearing and the grounds for the 
objections. A hearing will be granted if 
the objections are supported by grounds 
legally sufficient to justify the relief 
sought. 

As required by Executive Order 12291, 
the EPA has determined that this rule is 
not a “Major” rule and therefore does 
not require a Regulatory Impact 
Analysis. In addition, the Office of 
Management and Budget (OMB) has 
exempted this proposed regulation from 
the OMB review requirements of 
Executive Order 12291, pursuant to 
section 8(b) of that Order. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L. 96- 
534, 94 Stat. 1164, 5 U.S.C. 601-612), the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a‘substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4, 1981 (46 
FR 24950). 

Effective on: January 27, 1982. 


(Sec. 408(e), 68 Stat. 514 (21 U.S.C. 346(a)(e))) 
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Dated: January 13, 1982. 
Edwin L. Johnson, 
Director, Office of Pesticide Programs. 


PART 180—TOLERANCES AND 
EXEMPTIONS FROM TOLERANCES 
FOR PESTICIDE CHEMICALS IN OR ON 
RAW AGRICULTURAL COMMODITIES 


Therefore, 40 CFR 180.220(b) is 
amended by adding and alphabetically 
inserting the commodities orchardgrass 
and orchardgrass hay to read as follows: 


§ 180.220 Atrazine; tolerances for 
residues. 


* a * * * 


(b) * 


[FR Doc. 62-2061 Filed 1-26-82; 8:45 am] 
BILLING CODE 6660-32-M 


40 CFR Part 180 
{PP 8E2075, 9E2219/R392; PH-FRL 2036-7] 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Final rule. 


summary: This rule establishes 
tolerances for the combined residues of 
the herbicide oryzalin and its 
metabolites in or on the raw agricultural 
commodities sweet potatoes and peas 
(succulent). This regulation to establish 
the maximum permissible level for 
residues of oryzalin in or on the 
commodities was requested by the 
Interregional Research Project No. 4 (IR- 
4). 


EFFECTIVE DATE: Effective on January 27, 
1982. 

ADDRESS: Written objections may be 
submitted to the: Hearing Clerk (A-110), 
Environmental Protection Agency, Rm. 
3708, 401 M St., SW., Washington, DC 
20460. 

FOR FURTHER INFORMATION CONTACT: 


. Donald Stubbs, Emergency Response 


Section, Registration Division (TS- 
767C), Office of Pesticide Programs, 
Environmental Protection Agency, Rm. 
502B, CM# 2, 1921 Jefferson Davis 
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Highway, Arlington, VA 22202, {703- 
557-7123). 

SUPPLEMENTARY INFORMATION: EPA 
issued a notice of proposed rule 
published in the Federal Register of 
November 3, 1981 {46 FR 54584) which 
announced that the IR-4, New Jersey 
Agricultural Experiment Station, P.O. 
Box 231, Rutgers University, New 
Brunswick, NJ 08903 had submitted 
pesticide petitions (PP OE2075) on 
behalf of the IR-4 Technical Committee 
and the Agricultural Experiment 
Stations of Arkansas, Georgia, 
Louisiana, Maryland, Mississippi, North 
Carolina, South Carolina, Tennessee, 
Texas, and Virginia; and (PP 9E2219) on 
behalf of the IR-4 Technical Committee 
and the Agricultural Experiment 
Stations of Michigan, Minnesota, New 
York, and Wisconsin, proposing that 40 
CFR 180.304 be amended by the 
establishment of tolerances for residues 
of the herbicide oryzalin (3,5-dinitro-N4, 
N4-dipropylsulfanilamide) in or on the 
raw agricultural commodities sweet 
potatoes (PP 8E2075) and peas 
(succulent) PP 9E2219) at-0.05 part per 
million (ppm). 

There were no comments received in 
response to this notice of proposed 
rulemaking. 

The data submitted in the petition and 
other relevant material have been 
evaluated. The toxicology and chemistry 
data pertaining to this regulation were 
given in the notice of proposed 
rulemaking (46 FR 54584, November 3, 
1981). In that notice, the acceptable 
daily intake (ADI) and maximum 
permissible intake (MPI) were listed 
incorrectly; the ADI is calculated to be 
0.0094 mg/kg bw/day and the MPI fora 
60-kg person is calculated to be 0:5625 
mg/day. The reference to a May 11, 1979 
Federal Register notice should be 
deleted since that notice discussed a1 
percent incremental increase in the 
theoretical maximum contribution 
(TMRC) whereas the November 3, 1981 
proposed rule was discussing a 1 
percent increase in the percentage of 
ADI utilized. 

The herbicide is considered useful for 
the purpose for which the tolerances are 
sought, and it is concluded that the 
tolerances will protect the public health. 
Therefore, the tolerances are 
established as set forth below. 

Any person adversely affected by this 
regulation may, on or before February 
26, 1982, file written objections with the 
Hearing Clerk, at the address given 
above. Such objections should be 
submitted in quintuplicate and specify 
the provisions of the regulation deemed 
objectionable and the grounds for the 
objections. If a hearing is requested, the 


objections must state the issues for the 
hearing and the grounds for the 
objections. A hearing will be granted if 
the objections are supported by grounds 
legally sufficient to justify the relief 
sought. 

-As required by Executive Order 12291, 
the EPA has determined that this rule is 
not a “Major” rule and therefore does 
not require a Regulatory Impact 
Analysis. In addition, the Office of 
Management and Budget (OMB) has 
exempted this proposed regulation from 
the OMB review requirements of 
Executive Order 12291, pursuant to 
section 8(b) of that Order. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L. 96- 
534, 94 Stat. 1164, ‘5 U.S.C. 601-612), the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4, 1981 (46 
FR 24950). 

Effective on: January 27, 1982. 

(Sec. 408(e), 66 Stat. 514 (21 U.S.C. 346{a)}(e))) 

Dated: January 13, 1982. 

Edwin L. Johnson, 
Director, Office of Pesticide Programs. 


PART 180—TOLERANCES AND 
EXEMPTIONS FROM TOLERANCES 
FOR PESTICIDE CHEMICALS IN OR ON 
RAW AGRICULTURAL COMMODITIES 

Therefore, 40 CFR 180.304 is amended 
by adding and alphabetically inserting 
the commodities sweet potatoes and 
peas (succulent) to read as follows: 


§180.304 Oryzalin; tolerances for 
residues. 


[FR Doc. 82-2060 1-26-82; 8:45 am] 
BILLING CODE 6560-32-M 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 


44 CFR Part 67 


National Flood Insurance P; 
Final Flood Elevation Determinations; 
Alaska et al. 


AGENCY: Federal Emergency 
Management Agency. 
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ACTION: Final rule. 


SUMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations in the nation. 

These base (100-year) flood elevations 
are the basis for the flood plain 
management measures that the 
community is required either to adopt or 
show evidence of being already in effect 
in order to qualify or remain qualified 
for participation in the National Flood 
Insurance Program (NFIP): 

EFFECTIVE DATE: The date of issuance of 
the Flood Insurance Rate Map {FIRM}, 
showing base (100-year) flood 
elevations, for the community. 


- ADDRESSES: See table below. 


FOR FURTHER INFORMATION CONTACT: 
Mr. Robert G. Chappell, National Flood 
Insurance Program, (202) 287-0230, 
Federal Emergency Management 
Agency, Washington, D.C. 20472. 


SUPPLEMENTARY INFORMATION: The 
Federal Emergency Management 
Agency gives notice of the final 
determination of flood elevation for 
each community listed. 

This final rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1968 (Title XITI of the 
Housing and Urban Development Act of 
1968 (Pub. L. 90-448), 42 U.S.C. 4001- 
4128, and 44 CFR Part 67). An 
opportunity for the community or 
individuals to appeal this determination 
to or through the community for a period 
of ninety (90) days has been provided. 
No appeals of the proposed base flood 
elevations were received from the 
community or from individuals within 
the community. 

The Agency has developed criteria for 
flood plain management in floodprone 
areas in accordance with 44 ‘CFR Part 
60. 

Pursuant to the provisions of 5 U.S.C. 
605(b), the Associate Director, to whom 
authority has been delegated by the 
Director, Federal Emergency 
Management Agency, hereby certifies 
that the (final) flood elevation 
determinations, if promulgated, will not 
have a significant economic impact on a 
substantial number of small entities. A 
flood elevation determination under 
section 1363 forms the basis for new 
local ordinances, which, if adopted bya 
local community, will govern future 
construction within the flood plain area. 
The elevation determinations, however, 
impose no restriction unless and until 
the local community voluntarily adopts- 
flood plain ordinances in accord with 
these elevations, Even if ordinances are 
adopted in compliance with Federal 
standards, the elevations prescribe how 
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high to build in the flood plain and do local actions. It imposes no new The final base (100-year) flood 
not proscribe development. Thus, this requirement; of itself it has no economic _ elevations for selected Jocations are: 
action only forms the basis for future impact. 


Finat Base (100-YEAR) FLOOD ELEVATIONS 


..| Petersburg (city), 200 feet east from the intersection of Sandy Beach 
FEMA-6121. Road and Quarry Road. 

200 feet north from: the intersection of Sandy Beach 

Road and Boundary Street. 

..| 50 feet west from the intersection of Harbor Way and | 

F Street 


Maps available for inspection at City Shop, 2nd Street, Petersburg, Alaska 
** Mean Lower Low Water Datum. 


...| Sitka (city & borough), Sitka Division, FEMA-6121 100 feet west from the intersection of Siginaka Way 
and Katlian Avenue. 
At the intersection of Halibut Point State Road and 
Harbor Mountain. Road. 
200 Feet southeast from the intersection of Marine 
and Lincoin Streets. 
..| At the center of the Sawmill Creek Road crossing of 
indian River. 
Maps available for inspection at City Hall, 304 Lake Street, Sitka, Alaska 
** Mean Lower Low Water Datum. 


Navajo County (unincorporated. areas), FEMA-6124 ah adie iclincncescistcinccenvond 30 feet upstream from center of Peterson Road cross- 


ing. 

Black Canyon Wash. : At the intersection of State Highway 260 and Biack 
Canyon Wash. 
50 feet upstream from center of State Highway 260 


crossing. 
..| At the intersection of Interstate Highway 40 and Little 
Colorado River (vicinity of Winslow). 
At the intersection of Canary Avenue and Little Colo- 
rado River (vicinity of Woodruff). 
..| At the intersection of Pinedale Road and Pinedale 
Wash. 
50 feet upstream from center of McLaws Road cross- 


ing. 
At the intersection of Shumway Road and Silver Creek... 
1070 feet upstream from confluence with Meadow 
View Wash, at the intersection of Show Low Creek 
and City of Show Low corporate limit. 
At the intersection of Olid State Highway 260 and 
Town Wash. 
...| At the intersection of Nadean Drive and Wainut Guich 
Creek. 
.| 30 feet downstream from center of McLaws Road 
crossing. 
30 feet upstream from center of McLaws Road cross- 
ing. 


Maps available for inspection at Department of Planning and Building, South Highway 77, Holbrook, Arizona. 
...|| Eureka (city) Humboldt County, FEMA-6129. Fairway Drive crossing the channel (downstream 
crossing). 








Upstream side of Campton Road over the channel......... 


Maps available for inspection at Department of Community Development, 531 K Street, Eureka, California. 


Suisun. City (city), Solano County, FEMA-6129................) Sui he Intersection of Elwood and School Street. 
. intersection of Alder and Cherry Streets 


Dolphin 

intersection of Merganser Drive and Sunset Avenue 
intersection of Snow Drive and State Highway 12 ... 
North side of State Highway 12 crossing the channel 
intersection of Southern Pacific and Pennsylvania 


Maps available for inspection at Public Works Department, 701 Cedar Street, Suisun City, California. 


..| Tehama County (unincorporated areas), FEMA-6094..... i ...| intersection of River Avenue and Tehama and Vina 
> Road. 


..| Intersection of Peach Tree Lane and Gilmore Ranch 
Road. 

..| Intersection of White Road and Dale Lane. 
intersection of Williams Avenue and Karel Avenue.. 
intersection of Dale Avenue and Hunt Avenue 

..| At the western end of South Wallen Road 
intersection of North Marina Drive and Banner Way. 


...| Along the center of Baker Road just north of the City 
of Red Bluff corporate timits. 
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FINAL BASE (100-YEAR) FLOOD ELEVATIONS—Continued 


City/town/county Source of flooding 


REOdS CrOCK ...cecccecvvesessvveesesrersseeeeeeereee| At the upstream limit of detailed study, just upstream 
(west) of the City of Red Bluff corporate limits. 
Grasshopper Creek...) Area between 200 and 1200 feet upstream of County 
Route 8A, and just south of the City of Red Bluff 
corporate limits. 
..| 50 feet downstream from center of Houghton Avenue... 


Maps available for inspection at Department of Public Works, Road Dept., San Benito Avenue, Gerber, California. 


Stafford, town, Tolland County (Docket No. FEMA~ | Furnace Brook .......s.rccssesssseersseesnreeey DOWNStream Corporate Limits. 
6147). 
Approximately 2,700’ upstream of Corporate Limits......... 
Orcuttville Road (upstream)... = 
Leonard Road and Riverside 
Pinney School Road (upstream)... 
Hydeville Road (upstream) “a 
State Route 19 (East Street) (first crossing, upstream) ... 
State Route 19 (East Street) (second crossing, up- 
stream). 

Approximately 1,010’ upstream of Upper Road 
Downstream Corporate Limits... 
State Route 190 (West Stafford upstream! 
Approximately 100’ upstream of Central Vermont 


way. 
..| Confluence with Middle Brook... 
Cooper Lane (upsteam) 
Machine Shop Road (upstream)... 
Confluence with Crystal Lake Brook 


‘| 2nd Dam (upstream) approximately 1, 
confiuence with Edson Brook. 
State Route 30 (Crystal Lake Road) (upstream) 
Approximately 2,700’ upstream of State Route 30 
(Crystal Lake Road). 
i Approximately 2,280’ upstream of Handel Road. 


Maps available for inspection at the Stafford Zoning Office, 1 Memorial Town Hall, Stafford Springs, Connecticut. 


Crystal Lake Brook. 


No. FEMA-6147). 
Filter Corporation Bridge (upstream side) 
Confluence of Furnace Brook and Middle River 
Confluence with Witimantic River 


..| Approximately 300 feet south of Piccadilly Street and 
Lakeside Drive Intersection. 
Approximately 450 feet northwest of Howell Avenue 
and Summit Drive Intersection. 
.. Approximately 450 feet north and 75 feet east of Kelly 
Street and Bell Avenue Intersection. 
Just east of intersection of Seaboard Coast Line 
Railroad and Oak Dale Avenue extended. 
Ponding Area 5.... Intersection of Palm Avenue and Lamar Avenue. 
Ponding Area 6.... Approximately 300 feet east of Main Street and Rus- 
sell Street Intersection. 
PONGING AFCA 7 utr..cvecccesversersnersessseeeserer Approximately 300 feet north of U.S. Route 41 and 
Summit Road Intersection. 
Ponding Area 8.... csesvessveee] JUST Cast Of U.S, Route 41 and | Street Intersection 
Ponding Area 9... Approximately 225 feet east of Intersection of Candie- 
light Boulevard and corporate limits. 
Ponding Area 10............0vrvssssssverseee| JUSt NOrthwest of U.S. Route 41 and State Road 577 
Intersection. 
PONGING APOB 11........c0:0cserersseerveeeeeeee Approximately 450 feet northeast of U.S. Route 41 
and State Road 577 Intersection along U.S. Route 
41. 
Ponding Area 12 Just northwest of U.S. Route 41 and State Road 577 
intersection. 


Maps available for inspection at City Hall, 26 South Brooksville Avenue, Brooksville, Florida 33512. 
; Unincorporated areas of Lowndes County (FEMA- i Approximately 1500’ upstream of U.S. Highway 84 and 
6143). 221. 
Just downstream of interstate Highway 75 
Approximately 600 feet downstream of U.S. 
41 and State Highway 7. 
Just downstream of State Road 
— 200 feet downstream of State Highway 


~d wai downstream of Johnson Road 
Just upstream of Southern Railway 
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FINAL BASE (100-YEAR) FLOOD ELEvaTionS—Continued 


City/town/ county 





Maps available for inspection at Lowndes County Courthouse, Patterson Street, Valdosta, Georgia 31601. 
.. Unincorporated areas of Tift County (FEMA-6143)........ 


Maps available for inspection. at Tift County Administration Building, 225 Tift Avenue, Tifton, Georgia 31793. 


.., (V) Carbon Cliff, Rock Isiand County (Docket No. 
FEMA-6129). 
Maps available for inspection at the Clerk’s Office, Village Hall, 106 First Avenue, Carbon Ciiff, Illinois. 
(V) Lisbon, Kendall County (Docket No. FEMA-6144).... 


Maps available for inspection at the Lisbon implement Company, Lisbon, lilinois. 


(V) Millington, Kendall and LaSalle Counties (Docket 
No. FEMA-6129). 


Maps available for inspection at the Clerk's Office, Millington, ilinois. 


(V), Newark, Kendall County (Docket No. FEMA-6144) .. 


Maps available for inspection at the Municipal Building, Newark, Illinois. 


i ciscnccccitadiocse aaeeciateio’ (V) Oswego, Kendall County (Docket No. FEMA- 
6129). 


--| (C) Yorkville, Kendall County (Docket No. FEMAM~ | Fox RIVEOP .............ccvssssesssessvessneecnnesssnes 


6129). 


Maps available for inspection at the Clerk’s Office, Water Tower, 610 Tower Lane, Yorkville, Illinois. 


(C) Jasper, DuBois County (Docket No. FEMA-6129).....) Patoka River... .ccccceseseenenreeeeeeenes 


Straight River 


Jahn Creek 


Maps available for inspection at the City Mall, 606 Main Street, Jasper, indiana. 
ane 


Indiana (C) Portage, Porter County (Docket No. FEMA-6124)....| Crisman Ditch. 


Just downstream of State Highway 31 .. 
Just upstream of Interstate a 75.. 


Just upstream of County Road 19... 


Just upstream of U.S. Highway 22 
31). 


..| Just upstream of U.S. Highway 319 


Just downstream of U.S. Highway 62 (State Highway 
50). 

Just upstream Seaboard Coast Line Railroad 

Just upstream of County Road 92 oo... .cnccecseesneneneees 

Just downstream of Ferry Lake Road (County Road 
72). 

Just downstream of Bill Bowen Road. 


..| Just downstream of State Route 84 


Just upstream of State Route 64 a 
About 1.4 miles upstream of Chicago, Rock Island and 
Pacific Railroad. 


About 150 feet downstream of earth dam 
Just upstream of earth dam 


About 1450 feet upstream of Burlington Northern | 
Railroad 


..| At downstream corporate limits... 


About 750 feet upstream of — Road 
At upstream corporate limits ... - 


About 2800 feet downstream of Washington Street ........ 


About 2700 feet upstream of Washington Street.............. 
..| Mouth at Fox River... aS 

Just upstream of dam nees Madison Street. 

About 180 feet upstream of U.S. Route 34 .. 





About 1.2 miles downstream of Bridge Street................... 


Just upstream of Gien D. Palmer Dam... 
About 1500 feet upstream of Glen D. Palmer Dam .. 


«| At confluence with Fox River 


About 600 feet upstream of River q 
Just downstream of U.S. Route 34.......... 
About 4300 feet upstream of U.S. Route 34.. 


About 0.5 mile downstream of U.S. Route 231 

About 0.25 mile downstream of State Route 162... 

About 3.45 miles upstream of 15th Street.............. 

Just upstream of confluence with Patoka River. 

About 0.39 mile upstream of Meridian Road...... 

Just upstream of confluence with Straight River. 

Just downsteam of Hope Street 

Just upstream of State Route 162... : 

Just downstream of Meridian Road (about 0.34 mile | 
upstream of State Route 162). 


At confluence with Willow Brook 

About 150 feet upstream of confluence with Willow 
Brook. 

Just downstream of Central Avenue.... 

Just upstream of Central Avenue i 

About 700 feet upstream of Central Avenue..................... 
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FINAL BASE (100-YEAR) FLOOD ELEvATIONS—Continued 


Lenburg Ditch. 


Just upstream of Interstate 80 and 90 

About 1300 feet upstream of Mulberry Avenue 
Just upstream of Stone Avenue 

About 4000 feet upstream of Lute Road .. 

FR DD ineckcennssesnnisenicterntiondmennaciatt iaonoet 

About 0.39 mile upstream of mouth .. 

About 140 feet downstream of Stone Avenue . 


Just upstream of interstate 80 and 90.. 
About 600 feet upstream of Airport Road. 


About 0.52 mile upstream of confluence of Salt Creek... 

Mouth at Lake Michigan 3 

Just upstream of Indiana H 

At confluence of East Arm Little Calumet River .. 

At confluence of East Arm Little Calumet River .. 

About 0.2 mile upstream of confluence of Willow 
Creek. 

At confluence with East Arm Little Calumet River... 

About 500 feet upstream of Interstate 94 

Just downstream of Porter Road..... 

Just downstream of Interstate 80 


Maps available for inspection at the City Engineer's Office, Town Hall, 6070 Central Avenue, Portage, Indiana. Send comments to Honorable John Williams, Mayor, City of Portage, Town Hall, 


6070 Central Avenue, Portage, Indiana 46368. 


(C) Cresent, Pottawattamie County (Docket No. 


FEMA-6129). 


Maps available for inspection at the City Clerk’s Office, City Hall, Crescent, lowa. 


.| (C) Minden, Pottawattamie County (Docket No. 


FEMA-6124). 
Maps available for inspection at the City Hall, Minden, towa. 


(C), Underwood, Pottawattamie County (Docket No. 


FEMA-6129). 


Shatiow Flooding (Overflow From 
Pigeon Creek). 


About 400 feet downstream of Unnamed Street 


About 350 feet upstream of State Highway 183 
About 0.45 mile upstream of State Highway 183 


About 2,300 feet downstream of County Road L-66 
About 2,000 feet upstream of County Road L-66.... 


About 1.0 mile downstream of Third Street... 
About 3,000 feet upstream of Third Street 
At confluence with Mosquito Creek ... 

At upstream corporate limits 


Approximately 0.2 mile downstream of the east county 
Approximately 2.9 miles upstream ‘of the east county 


boundary. 

Just downstream of the east corporate limit of the City 
of Topeka. 

Approximately 1.2 miles downstream of the west cor- 
porate limit of the City of Topeka. 

Approximately 4.6 miles upstream of the west corpo- 
rate limit of the City of Topeka. 

Just downstream of the west county boundary 

Just upstream of the Kansas Turnpike a 

Approximately 9,400 feet upstream of the Kansas 


Approximately 100 feet upstream of 89th Street.. 

Approximately 9,300 feet upstream of 89th Street........... 

Approximately 2,250 feet downstream of Northwest 
35th Street. 

Approximately 500 feet upstream of the downstream 
Chicago, Rock island and Pacific Railroad. 

Approximately 250 feet downstream of the upstream 
Chicago, Rock Island and Pacific Railroad. 

Approximately 100 feet upstream of Northwest 62nd 

Street. 
Just upstream of Northwest 78th Street 
— ately 2,800 feet upstream of Northwest 86th 


Just downstream of the north county boundary 

At the corporate limits of the City of Topeka * 

Approximately 600:teet downstream of Northeast 43rd 
Street. 


Just upstream of Northeast 43rd Street 
Approximately 500 feet upstream of Northeast 58th 


Approximately 500 feet upstream of Northeast 62nd 
Approximately 200 feet upstream of Topeka Avenvue...... 
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FEMA-6147). 


FINAL BASE (100-YEAR) FLOOD ELEVATIONS—Continued 


City/town/ county 


Approximately 3,400 feet upstream of Northwest 74th 
Street. 
Approximately 2,600 feet upstream of Northwest 82nd 


"] Just downstream of the corporate limits of the City of 
Topeka. 

Approximately 4,700 feet downstream of Wanamaker 
Road. 


"| Approximately 200 feet downstream of Laurel Road 


Approximately 100 feet upstream of Laurel Road ............ 

Approximately 300 feet downstream of interstate 70...... 

Approximately 250 feet upstream of interstate 70........... 

Approximately 150 feet downstream of Southeast 29th 
Street. 

Approximately 200 feet upstream of Southeast 29th 
Sweet. 

Approximately 4,500 feet upstream of Southeast 29th 
Sweet. 

Approxmately 200 feet upstream of Southeast 37th 
Street. 

Approximately 6,500 feet upstream of Southeast 37th 
Street. 

Approximately 350 feet upstream of the upstream 


corporate limit of the City of Rossville. 
intersection of Rossville Road and Northwest 54th 
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FINAL BASE (100-Y.EAR) FLOOD ELEvATIONS—Continued 


- Maps available for inspection et the Lee Town Hall, Main Street, Lee, Massachusetts. 


Se Steep Hi BOOK .........susseceosnerenensnneneee 


Maps available for inspection at the Wayland Town Cierk’s Office, Town Hall, Wayland, Massachusetts. 





FINAL BASE (100-YEAR) FLOOD ELEVATIONS—Continued 


Maps available at the Office of the Planning Board, Town Hall, West Brookfield, Massachusetts. 


Massachusetts ......csserssessse West Stockbridge, Town, Berkshire County (Docket | WiBiaM® FIVE? .........cccvssessersessessssssers 
No. FEMA-6012). 


Maps available for inspection at the Village Hail, 300 Schoo! Street, Brookiyn, Michigan. 
ee ee LAK EC -csesssserserrsssssesennenssssesesensens a 
: 144), 
Maps available for inspection at the City Hall, 4357 Buckeye Street, Luna Pier, Michigan. 


WICIIGA......ccvesecvsersevsernevssnnene eae Muckegon County (Docket No. FEMA~ | Crockery Creek......ccosscssvessscssensssesses 


Maps available for inspection at the Village Hall, 12090 Metheny Street, Ravenna, Michigan. 


«4 (Cj, Tecumseh, Lenawee County (Docket No. FEMA~ | Pliver Fiaisin .......cccecccssemesssyessseesseenssveee 


(Maps available for inspection at the City Hall, 309 East Chicago Boulevard, Tecumseh, Michigan. 


Maps available for inspection at the Building Department, City Hall, 4243 Remembrance Road, N.W., Grand Rapids, Michigan. 


WICHIQAR.n.cscresssecrerereersereceesesd (TWP.), Washington, Macomb County @ooket No. | Vates Dralte........vvvsssscsmssssssssenened JUSt Upstream of 26 Mile Road 
FEMA-6144). Just upstream of 27 Mile Road .............. 


TQ Dri... ncorecrersvessseicrseaseecremenseeseenne At Confluence with Yates Drain 
Just downstream of 28 Mile Road 
Tellouttaary NO. 9 ...sccssssorsssserssssssesssenseree) At Confluence with Yates Drain........... 
Just downstream of Van Dyke Road 


Price Brook Tributary NO. 1 .......... 


WACCRIE DBM wesreccsseresenecerenrersernerensenen 


Maps available for inspection at the Town Hall, 155 South Rawles, Romeo, Michigan. 


Maps available for inspection at the City Administration Buliding, Dexter, Missouri. 
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FINAL BASE (100-YEAR) FLOOD ELEVATIONS—Continued 


Maps available for inspection at the Planning and Zoning Department, City Hall, P:O. Box 111, Lebanon, Missouri. 


(C), Webb City, Jasper County (Docket No. FEMA- 
6074). 


About 100 feet upstream of State Highway 171............ 
About 250 feet downstream of Missouri Pacific Rall- 


road. 
Just downstream of 


About 1.4 miles downstream of State Highway 67....... 
About 1.4 miles upstream of State Highway 67......... 


Carmeys , Township, Salem County (Docket No. | Delaware PIVOT ne cncsssscensssvessnses 
Maps available for inspection at the Office of the Construction Official, Municipal Buliding, D & Walker Streets, Carneys Point, New Jersey. 


46). 
Maps available for inspection at the Village Hall, Cleveland, New York. 


Marcon, iyieos. Onondaga County (Docket No. | Ninemile Creek .cccu.csmennenneeneenen] Downstream Corporate Limits of downstream segment 


Maps evaitabie for inspection ei tne Merceitus Village Hall, 6 Slocomb Street, Marcellus, New York. 
Port Byron, Vilage, Cayuga County (Docket No. | Owasco Lake Outlet ......crssesrsoes on 
FEMA-6130). 


Maps available for Inepection at the Vilage Hall, 66-66 Utce Steet, Port Byron, New York. 
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Finat BASE = 00-YEAR) FLoop ELEvaATIONS—Continued 









Just upstream of State Road 1915....................... 

‘ust upstream of U.S. Highways 117 and 13 Sound 
Bound Lane. 

ER: 





°74 





‘| Just upstream of Wayne Memorial Drive (State Road 
1556). 
Just downstream of State Road 1523 (Patetown Road) 







Maps available for inspection at City Hall, Goldsboro, North Caroline 27530. 


Great Miami PIVOR ......-..creeeescseeccnseesen At Confluence with ORI PRIVEE... ..ccseecesneeesceesssnvenneee *490 
Just upstream of Chessie System Railroad (about 600 *530 

feet upstream of confluence of Paddys Run). 
About 4,900 feet upstream of State Route 126................ "556 
Little Migr FIVOE........-<ssecccseeovesensesvees About 1.4 miles downstream of Beechmont Avenue "501 
Just downstream of confluence of East Fork River ......... “511 





PRIGOTS FIM centerssnveennnesernneenessvses 


WRRMEE PRI ....ncrcorcccscsecncvensescterencsnsveceveen Just upstream of Deihi Road (downstream crossing). *786 


“803 
GClougtt CICK ..nenninesenenvnnnnn| At Confluence with Little Miami River. *601 
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Finat Base (100-YeaR) FLoop ELEvaTions—Continued 


City/town/county 


250 feet downstream from center of Redwood High- 
way (U.S. Highway 199). 


Dayton (City), Yamhill County (FEMA-6190) wisnuununud Yamba River... 


Maps available for inspection at City Recorder's Office, 416 Ferry Street, Dayton, Oregon. 


40 feet downstream from center of Robertson Bridge.... 
100 feet north along Riogueliea Lane from intersection 


Bridge. 
10 feet downstream trom center of Monument Drive ...... 
50 feet upstream from center of U.S. Highway 199 


(Redwood Highway). 

75 feet downstream from center of State Highway 238 
(Williams Highway). 

40 feet downstream from center of Fish Hatchery 
Road, 

intersection of stream and center of Southside Road 
(Wiliams Highway). 

210 feet upstream from center of Finch Road. 

50 feet downstream from center of Pomeroy Dam.......... 

intersection of stream and center of U.S. Highway 199 


(Redwood Highway). 
20 feet downstream from center of Waldo Road ............ 


6124), 
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FINAL BASE (100-YEAR) FLOOD ELEvaTions—Continued 


side) 
upstream of confluence of Tributary to Blockhouse 
Run. 


Approximately 5,880° upstream of confluence of Tribu 


Maps available for inspection at the Municipal Building, 526 Lawrence Avenue, Ellwood City, Pennsylvania. _ 


Maps available for inspection ai the Borough Municipal Building, Holfidaysburg, Pennsylvania. 


Mitford, Township, Bucks County (Docket No. FEMA- 
6124). 


Maps available for inspection at the Millord Township Building, Spinnerstown, Pennsyivania. 


Approximately 2,260’ upstream of Bilboberry Road... 
Approximately 5,175’ upstream of Bilboberry Road 
bridge. 


Maps available for inspection ai the North Sewickley Municipal Building, A.D. 2, Beaver Failte, Pennsyivania. 


Pulaski, Township, Beaver County (Docket No. | Tributary to Blockhouse Run 
FEMA-6147). * 


Maps available for inspection at the Pulaski Municipal Buiding, New Brighton, Pennsyivania. 
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Fina Base (100-YEAR) FLOOD ELevaTions—Continued 


Approximately 5,270’ downstream of Township Route 
417. 


Township Route 417 (Downstream) .....cs..rcreevssssersseeersersee 
| COnfuence with DODBON RUM .........ssssennssesessernsnneeesees 


Maps avaliable for inspection at Town Hall, Nobie Street, Hamilton, Washington. 
WES? Virginie .........recvsssesen Codar Grove, Town, Kanawha County (Docket No. 


_ Maps avaiable for inspection at the Town Office, Cedar Grove, West Virginia. 


Maps available for inspection at the Town Offices, East Bank, West Virginia. 


at the Office of the Buliding inspector, City Hail, 312 Weet Whitewater Street, White water, Wisconsin. ‘ 
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(National Flood Insurance Act of 1968 (Title XIII of Housing and Urban Development Act of 1968), effective January 28, 1969 (33 FR 17804, 
November 28, 1968), as amended (42 U.S.C. 4001-4128); Executive Order 12127, 44 FR 19367; and delegation of authority to the Associate 


Director) 
Issued: December 22, 1981. 
Lee M. Thomas, ‘ 


Associate Director, State and Local Programs and Support. 


[FR Doc. 62-1662 Filed 1-26-82; 8:45 am} 
BILLING CODE 6718-03-M 


FEDERAL COMMUNICATIONS 
COMMISSION 


47 CFR Part 1 
[Gen. Docket No. 81-499; FCC 82-7] 


Practice and Procedure; Equal Access 
to Justice Act Rules 


AGENCY: Federal Communications 
Commission. 
ACTION: Final rule. 


SUMMARY: The FCC adopts rules to 
implement the Equal Access To Justice 
Act (EAJA). The EAJA provides for the 
award of attorney's fees to qualified 
parties who prevail over the government 
in certain administrative proceedings. 

The EAJA requires each government 
agency to establish uniform procedures 
for implementing the Act. 

The rules provide instructions to 
eligible parties who seek to recover 
attorney's fees from the Commission. 
EFFECTIVE DATE: January 25, 1982. 

FOR FURTHER INFORMATION CONTACT: 
Sue Preskill, Office of General Counsel, 
Federal Communications Commission, 
Washington, D.C. (202) 632-6990. 
SUPPLEMENTARY INFORMATION: 


Report and Order 


Adopted: January 13, 1982. 
Released: January 22, 1982. 


1. A Notice of Proposed Rulemaking in 
this proceeding was released on August 
24,.1981, FCC 81-386, 46 FR 43068 
(August 26, 1981). This Notice proposed 
rules to implement the Equal Access to 
Justice Act (EAJA), 5 U.S.C. 504. The 
EAJA provides for the award of 
attorney's fees and other expenses to 
qualified parties who prevail over the 
Federal Government in certain 
administrative and court proceedings. 

2. Comments on the proposed rule 
were submitted by a number of parties, 
as noted below. No reply comments 
were received. Based on these 
comments, we are adopting the 
proposed rules with slight modifications. 

3. The Administrative Conference of 
the United States and the National 
Association of Broadcasters (NAB) 
suggest that we clarify the rule dealing 
with coverage of the EAJA to note that 
revocation proceedings fall within the 


scope of the Act. Since this will carry 
out congressional intent, we are 
modifying Rule 1.1503 as suggested. We 
believe this modification will 
sufficiently clarify the scope of the rules 
so that it is unnecessary to list the 
proceedings covered, as suggested by 
the Administrative Conference and the 
National Radio Broadcasters 
Association (NRBA). 

4. The NRBA and Putbrese & 
Hunsaker raise concerns that the goals 
of the EAJA might be frustrated by 
limiting coverage of the rules to 
revocation proceedings, while most of 
the Commission’s enforcement efforts 
are carried out in renewal proceedings. 
The NRBA suggests that, since both 
revocation and renewal proceedings are 
based on the same types of alleged 
misconduct, exclusion of renewal 
proceedings is inequitable and contrary 
to the results apparently intended by 
Congress. In response, we note that the 
statute itself excludes from coverage 
“an adjudication * * * for the purpose 
of granting or renewing a license * * *” 
5 U.S.C. 504(b)(1)(C). We therefore lack 
authority to award attorney’s fees in 
such proceedings. ' Putbrese and 
Hunsaker suggest that the Commission 
use revocation proceedings to 
adjudicate a licensee’s character 
qualifications and that the Commission 
designate all pending renewal 
proceedings as revocation proceedings. 
However, the determination to proceed 
against a licensee in the context of a 
renewal or revocation proceeding is 
based on a number of factors, including 
the nature of the alleged misconduct ?, 
and the timing of the alleged 
misconduct. Nothing in the EAJA 
suggests that agencies are obligated to 
restructure their proceedings in order to 
bring more adjudications within the 
purview of the Act. Since the intent of 
Congress, as expressed in the statute, 
clearly was to exempt renewal 
proceedings from the scope of the Act, 


'The EAJA is an exception to the “American 
Rule,” whereby each party is responsible for the 
payment of his own attorney's fees and other 
expenses incurred during litigation. Unless 
otherwise provided by statute, the United States is 
not liable for attorney's fees. See H.R. Rep. No. 96- 
1418, 96th Cong., 2d Sess.'8-9 (1980). Thus, except to 
the extent provided by the EAJA {or other laws), we 
are not authorized to award attorney's fees in 
Commission proceedings. 

? Compare 47 U.S.C. 309, with 47 U.S.C. 312. 


to redesignate pending renewal 
proceedings as revocation p' 
would in itself circumvent the statute, 

5. The Maryland-District of Columbia- 
Delaware Broadcasters Association, Inc. 
(MDCD) suggests that the ceiling on 
hourly attorney's fees of $75 is 
unreasonable in today’s market. 
However, Congress set that ceiling, and 
it cannot be changed “unless the agency 
determines by regulation that an 
increase in the cost of living or a special 
factor, such as the limited availability of 
qualified attorneys * * * justifies a 
higher fee.” 5 U.S.C. 504(b)({1){A){ii). 
There is no evidence in the record to 
support such a determination at this 
time *, and we therefore decline to 
disturb the congressionally-set 
maximum. 

6. MDCD also submits that the agency 
“which has wronged a licensee” should 
not “pass final judgment on the amount 
of reimbursement * * *” Comments of 
MDCD at 2. It suggests that the 
Administrative Law Judges’ decisions 
should be final. The EAJA states, 
however, that the ALJ's decision “shall 
be made a part of the record containing 
the final decision of the agency* * *” 5 
U.S.C. 504{a)(3) (emphasis added). This 
reflects a congressional determination 
that the agency itself has the authority 
to make the final determination to 
award appropriate fees.* The decisions 
of Administrative Law Judges consititute 
initial decisions, subject to review. 5 
U.S.C. 557, 47 CFR 1.267. In response to 
MDCD's concern that the Commission 
may not treat EAJA claims objectively, 
we state that we intend to carry out our 
responsibilities under the Act, as under 
all statutes, fully and objectively. 

7. Finally, we are modifying Rule 
1.267(c) to ensure that the 
Administrative Law Judge who presided 
over the underlying proceeding will 
retain jurisdiction to rule initially on 
EAJA applications. 

8. Since the EAJA went into effect on 
October 1, 1981, immediate 
implementation of these rules is 
appropriate. Thus, good cause is 


The rules provide for rulemaking proceedings to 
increase the maximum rate for attorney's fees See 
Rule 1.1507. 

*This determination is subject to judicial review. 
5 U.S.C. 504(c){2). 
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established for waiver of the 30 day 
effective period. 5 U.S.C. 553(d). 

9. Authority for these rules is 
contained in sections 4{i) and 303(r) of 
the Communications Act of 1934, 47 
U.S.C. 4{i), 303(r); and the Equal Access 
to Justice Act, 5 U.S.C. 504(c)(i).° 

Accordingly, it is ordered, that, 
effective January 25, 1982, § 1.267(c) of 
the Commission's rules, 47 CFR 1.267{c), 
is amended, and Subpart K, §§ 1.1501- 
1.1530, 47 CFR 1.1501-1.1530, are added , 
as set forth in the attached appendix. 


(Secs. 4, 303, 307, 48 Stat., as amended, 1066. 
1082, 1083: 47 U.S.C. 154, 303, 307) 

Federal Communication Commission. 
William J. Tricarico, 

Secretary. 


Appendix 


PART 1—PRACTICE AND PROCEDURE 


1. In § 1.267, paragraph (c) is revised 
to read as follows: 


§ 1.267 Initial and Recommended 
Decisions. 
* * * * * 

(c) The authority of the Presiding 
Officer over the proceedings shall cease 
when he has filed his Initial or 
Recommended Decision, or if it is a case 
in which he is to file no decision, when 
he has certified the case for decision: 
Provided, however, That he shall retain 
limited jurisdiction over the proceeding 
for the purpose of effecting certification 
of the transcript and corrections to the 
transcript, as provided in §§ 1.260 and 
1.261, respectively, and for the purpose 
of ruling initially on applications for 
awards of fees and expenses under the 
Equal Access to Justice Act. 

2. A new Subpart K is added to read 
as follows: 


Subpart K—implementation of the Equal 
Access to Justice Act (EAJA) in Agency 
Proceedings 


General Provisions 


Sec. 

1.1501 Purpose of these rules. 

1.1502 When the EAJA applies. 

1.1503 Proceedings covered. 

1.1504 Eligibility of applicants. 

1.1505 Standards for awards. 

1.1506 Allowable fees and expenses. 

1.1507 Rulemaking on maximum rates for 
attorney fees. 

1.1508 Awards against other agencies. 


Information Required From Applicants 
1.1511 Contents of application. 


* By letter dated August 24, 1981, the Office of 
Management and Budget was informed that the 
Commission estimates that the number of 
applicants requesting awards will be less than ten 
per year. Thus, the Paperwork Reduction Act, P.L. 
96-511, does not apply to this proceeding. See 44 
U.S.C. 3502(4)({A}. 


Sec. 

1.1512 Net worth exhibit. 

1.1513 Documentation of fees and expenses. 
1.1514 When application may be filed. 


Procedures for Considering Applications 
1.1521 Filing and service of documents. 
1.1522 Answer to application. 
1.1523 Reply. 
1.1524 Comments by other parties. 
1.1525 Settlement. 
1.1526 Further proceedings. 
1.1527 Decision. 
1.1528 Commission review. 
1.1529 Judicial review. 
1.1530 Payment of award. 

Authority: Sec. 203{a)(1), Pub. L. 96-481, 94 
Stat. 2325 (5 U.S.C. 504({c)(1)). 


Subpart K—impiementation of the 
Equal Access to Justice Act (EAJA) in 
Agency Proceedings 

General Provisions 


§ 1.1501 Purpose of these rules. 

The Equal Access to Justice Act, 5 
U.S.C. 504 (called “the EAJA” in this 
subpart), provides for the award of 
attorney's fees and other expenses to 
eligible individuals and entities who are 
parties to certain administrative 
proceedings (called “adversary 
adjudications”) before the Commission. 
An eligible party may receive an award 
when it prevails over the Commission, 
unless the Commission's position in the 
proceeding was substantially justified or 
special circumstances make an award 
unjust. The rules in this part describe 
the parties eligible for awards and the 
proceedings that are covered. They also 
explain how to apply for awards, and 
the procedures and standards that the 
Commission will use to make them. 


§ 1.1502. When The EAJA applies. 

The EAJA applies to any adversary 
adjudication pending before this agency 
at any time between October 1, 1981, 
and September 30, 1984. This includes 
proceedings begun before October 1, 
1981, if final agency action has not been 
taken before that date, and proceedings 
pending on September 30, 1984, 
regardless of when they were initiated 
or when final agency action occurs. 


§ 1.1503 Proceedings covered. 

(a) The EAJA applies to adversary 
adjudication; conducted by the 
Commission. These are adjudications 
under 5 U.S.C. 554 in which the position 
of this or any other agency of the United 
States, or any component of an agency, 
is presented by an attorney or other 
representative who enters an 
appearance and participates in the 
proceeding. Coverage of the EAJA 
begins at designation of a proceeding or 
issuance of a show cause order. Any 
proceeding in which the Commission 
may establish or fix a rate is not 
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covered by the EAJA. Proceedings to 
grant or renew licenses are also 
excluded; but proceedings to revoke 
licenses are covered if they are 
otherwise “adversary adjudications.” 

(b) The Commission may designate a 
proceeding as an adversary adjudication 
for purposes of the EAJA by so stating in 
an order initiating the proceeding or 
designating the matter for hearing. The 
Commission's failure to designate a 
proceeding as an adversary adjudication 
shall not preclude the filing of an 
application by a party who believes the 
proceeding is covered by the EAJA; 
whether the proceeding is covered will 
then be an issue for resolution in 
proceedings on the application. 

(c) If a proceeding includes both 
matters covered by the EAJA and 
matters specifically excluded from 
coverage, any awards made will include 
only fees and expenses related to 
covered issues. 


§ 1.1504 Eligibility of applicants. 

(a) To be eligible for an award of, 
attorney fees and other expenses under 
the EAJA, the applicant must be a party, 
as defined in 5 U.S.C. 551(3), to the 
adversary adjudication for which it 
seeks an award. The applicant must 
show that it meets all conditions of 
eligibility set out in this paragraph and 
in paragraph (b) of this section. 

(b) The types of eligible applicants are 
as follows: 

(1) An individual with a net worth of 
not more than $1 million; 

(2) The sole owner of an 
unincorporated business who has a net 
worth of not more than $5 million, 
including both personal and business 
interests, and not more than 500 
employees; 

(3) A charitable association as defined 
in section 501{c){3) of the Internal 
Revenue Code (26 U.S.C. 501(c)(3)) with 
not more than 500 employees; 

(4) A cooperative association as 
defined in section 15{a) of the 
Agricultural Marketing Act (12 U.S.C. 
1141j(a)) with not more than 500 
employees; 

(5) Any other partnership, corporation, 
association, or public or private 
organization with a net worth of not 
more than $5 million and not more than 
500 employees. 

(c) For the purpose of eligibility, the 
net worth and number of employees of 
an applicant shall be determined as of 
the date the proceeding was designated. 

(d) An applicant who owns an 
unincorporated business wil] be 
considered as an “individual” rather 
than a “sole owner of an unincorporated 
business” if the issues on which the 
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applicant prevails are related primarily 
to personal interests rather than to 
business interests. 

(e) The number of employees of an 
applicant include all persons who 
regularly perform services for 
remuneration for the applicant, under 
the applicant's direction and control. 
Part-time employees shall be included 
on a proportional basis. 

(f) The net worth and number of 
employees of the applicant and all of its 
affiliates shall be aggregated to 
determine eligibility. Any individual, 
corporation or other entity that directly 
or indirectly controls or owns a majority 
of the voting shares or other interest, 
will be considered an affiliate for 
purposes of this part, unless the 
Administrative Law Judge determines 
that such treatment would be unjust and 
contrary to the purposes of the EAJA in 
light of the actual relationship between 
the affiliated entities. In addition, the 
Administrative Law Judge may 
determine that financial relationships of 
the applicant other than those described 
in this paragraph constitute special 
circumstances that would make an 
award unjust. 

(g) An applicant that participates in a 
proceeding primarily on behalf of one or 
more other persons or entities that 
would be ineligible is not itself eligible 
for an award. 


§ 1.1505 Standards for awards. 

(a) An eligible prevailing applicant 
shall receive an award for fees and 
expenses incurred in connection with a 
proceeding, or in a significant and 
discrete substantive portion of the 
proceeding, unless the position of the 
Commission over which the applicant 
has prevailed was substantially 
justified. The burden of proof that an 
award should not be made to an eligible 
prevailing applicant is on the 
appropriate Bureau (see § 1.21 of this 
chapter) whose representative shall be 
called “Bureau counsel” in this subpart. 
The Bureau may avoid an award by 
showing that its position was ‘ 
reasonable in law and fact. 

(b) An award will be reduced or 
denied if the applicant has unduly or 
unreasonably protracted the proceeding 
or if special circumstances make the 
award sought unjust. 


§ 1.1506 Allowable fees and expenses. 


(a) Awards will be based on rates 
customarily charged by persons engaged 
in the business of acting as attorneys, 
agents and expert witnesses. 

(b) No award for the fee of an 
attorney or agent under these rules may 
exceed $75.00 per hour. No award to 
compensate an expert witness may 


exceed the highest rate at which the 
Commission pays expert witnesses. 
However, an award may also include 
the reasonable expenses of the attorney; 
agent, or witness as a separate item, if 
the attorney, agent or witness ordinarily 
charges its clients separately for such 
expenses. 

(c) In determining the reasonableness 
of the fee sought for an attorney, agent 
or expert witness, the Administrative 
Law Judge shall consider the following: 

(1) If the attorney, agent or witness is 
in private practice, his or her customary 
fee for similar services, or, if an 
employee of the applicant, the fully 
allocated cost of the services; 

(2) The prevailing rate for similar 
services in the community in which the 
attorney, agent or witness ordinarily 
performs services; 

(3) The time actually spent in the 
representation of the applicant; 

(4) The time reasonably spent in light 
of the difficulty or complexity of the 
issues in the proceeding; and 

(5) Such other factors as may bear on 
the value of the service provided. 

(d) The reasonable cost of any study, 
analysis, engineering report, test, project 
or similar matter prepared on behalf of a 
party may be awarded, to the extent 
that the charge for the service does not 
exceed the prevailing rate for similar 
services, and the study or other matter 
was necessary for preparation of the 
applicant’s case. 

(e) Fees may be awarded only for 
work performed after designation of a 
proceeding or after issuance of a show 
cause order. 


§1.1507 Rulemaking on maximum rates 
for attorney fees. 

(a) If warranted by an increase in the 
cost of living or by special 
circumstances (such as limited 
availability of attorney's qualified to 
handle certain types of proceedings), the 
Commission may adopt regulations 
providing that attorney fees may be 
awarded at a rate higher than $75 per 
hour in some or all of the types of 
proceedings covered by this part. The 
Commission will conduct any 
rulemaking proceedings for this purpose 
under the informal rulemaking 
procedures of the Administrative 
Procedure Act. 

(b) Any person may file with the 
Commission a petition for rulemaking to 
increase the maximum rate for attorney 
fees, in accordance with Subpart C of 
this chapter. The petition should identify 
the rate the petitioner believes this 
agency should establish and the types of 
proceedings in which the rate should be 
used. It should also explain fully the 
reasons why the higher rate is 


3787 


warranted. This agency will respond to 
the petition by initiating a rulemaking 
proceeding, denying the petition, or 
taking other appropriate action. 


§1.1508 Awards against other agencies. 
If an applicant is entitled to an award 
because it prevails over another agency 
of the United States that participates in 
a proceeding before the Commission and 
takes a position that is not substantially 
justified, the award for an appropriate 
portion of the award shall be made 
against that agency. Counsel for that 
agency shall be treated as Bureau 
counsel for the purpose of this subpart. 


Information Required From Applicants 
§ 1.1511 Contents of application. 


(a) An application for an award of 
fees and expenses under EAJA shall 
identify the applicant and the 
proceeding for which an award is 
sought. The application shall show that 
the applicant has prevailed and identify 
the position of an agency or agencies in 
the proceeding that the applicant alleges 
was not substantially justified. Unless 
the applicant is an individual, the 
application shall also state the number 
of employees of the applicant and 
describe briefly the type and purpose of 
its organization or business. 

(b) The application shall also include 
a statement that the applicant's net 
worth does not exceed $1 million (if an 
individual) or $5 million (for all other 
applicants, including their affiliates). 
However, an applicant may omit this 
statement if: 

(1) It attaches a copy of a ruling by the 
Internal Revenue Service that it 
qualifies as an organization described in 
section 501(c)(3) of the Internal Revenue 
Code (26 U.S.C. 501(c)(3)) or, in the case 
of a tax-exempt organization not 
required to obtain a ruling from the 
Internal Revenue Service on its exempt 
status, a statement that describes the 
basis for the applicant's belief that it 
qualifies under such section; or 

(2) It states that it is a cooperative 
association as defined in section 15({a) of 
the Agricultural Marketing Act (12 
U.S.C. 1141j{a)). 

(c) The application shall state the 
amount of fees and expenses for which 
an award is sought. 

(d) The application may also include 
any other matters that the applicant 
wishes the Commission to consider in 
determining whether and in what 
amount an award should be made. 

(e) The application shall be signed by 
the applicant or an authorized officer or 
attorney of the applicant. It shall also 
contain or be accompanied by a written 
verification under oath or under penalty 
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of perjury that the information provided 
in the application is true and correct. 


§ 1.1512 Net worth exhibit. 

(a) Each applicant except a qualified 
tax-exempt organization or cooperative 
association must provide with its 
application a detailed exhibit showing 
the net worth of the applicant and any 
affiliates (as defined in § 1.1504(f) of this 
part) at the time the proceeding was 
designated. The exhibit may be in any 
form convenient to the applicant that 
provides full disclosure of the 
applicant's and its affiliates’ assets and 
liabilities and is sufficient to determine 
whether the applicant qualifies under 
the standards in this subpart. The 
Administrative Law Judge may require 
an applicant to file additional 
information to determine its eligibility 
for an award. 

(b) Ordinarily, the net worth exhibit 
will be included in the public record of 
the proceeding. However, an applicant 
that objects to public disclosure of 
information in any portion of the exhibit 
and believes there are legal grounds for 
withholding it from disclosure may 
submit that portion of the exhibit 
directly to the Administrative Law Judge 
in a sealed evelope labeled 
“Confidential Financial Information”, 
accompanied by a motion to withhold 
the information from public disclosure. 
The motion shall describe the 
information sought to be withheld and 
explain, in detail, why it falls within one 
or more of the.specific exemptions from 
mandatory disclosure under the 
Freedom of Information Act, 5 U.S.C. 
552(b)(1)-(9), why public disclosue of the 
information would adversely affect the 
applicant, and why disclosure is not 
required in the public interest. The 
material in question shall be served on 
Bureau counsel, but need not be served 
on any other party to the proceeding. If 
the Administrative Law Judge finds that 
the information should not be withheld 
from disclosure, it shall be placed in the 
public record of the proceeding. 
Otherwise, any request to inspect or 
copy the exhibit shall be disposed of in 
accordance with the Commission's 
established procedures under the 
Freedom of Information Act, §§ 0.441- 
0.466 of this chapter. 


§ 1.1513 Documentation of fees and 
expenses. 

The application shall be accompanied 
by full documentation of the fees and 
expenses, including the cost of any 
study, analysis, engineering report, test, 
project or similar matter, for which and 
award is sought. A separate itemized 
statement shall be submitted for each 
professional firm or individual whose 


services are covered by the application, 
showing hours spent in connection with 
the proceeding by each individual, a 
description of this specific services 
performed, the rate at which each fee 
has been computed, any expenses for 
which reimbursement is sought, the total 
amount claimed, and the total amount 
paid or payable by the applicant or by 
any other person or entity for the 
services provided. The Administrative 
Law Judge may require the applicant to 
provide vouchers, receipts, or other 
substantiation for any expenses 
claimed. 


§ 1.1514 When an application may be filed. 


(a) An application may be filed 
whenever the applicant has prevailed in 
the proceeding or in a significant and 
discrete substantive portion of the 
proceeding, but in no case later than 30 
days after the Commission's final 
disposition of the proceeding. 

(b) If review or reconsideration is 
sought or taken of a decision as to 
which an applicant believes it has 
prevailed, proceedings for the award of 
fees shall be stayed pending final 
disposition of the underlying 
controversy. 

(c) For purposes of this rule, final 
disposition means the later of (1) the 
date on which an initial decision or 
other recommended disposition of the 
merits of the proceeding by an 
Administrative Law Judge or the Review 
Board becomes administratively final; 
(2) issuance of an order disposing of any 
applications for review or petitions for 
reconsideration of the Commission's 
order in the proceeding; (3) if no 
application for review or petition for 
reconsideration is filed, the last date on 
which such an application or petition 
could have been filed; (4) issuance of a 
final order by the Commission or any 
other final resolution of a proceeding, 
such as settlement or voluntary 
dismissal, which is not subject to a 
petition for reconsideration, or to a 
petition for judicial review; or (5) 
completion of judicial action on the 
underlying controversy and any 
subsequent Commission action pursuant 
to judicial mandate. 


Procedures for Considering Applications 


§ 1.1521 Filing and service of documents. 


Any application for an award or other 
pleading relating to an application shall 
be filed and served on all parties to the 
proceeding in the same manner as other 
pleadings in the proceeding, except as 
provided in § 1.1512(b) for confidential 
financial information. 


Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Rules and Regulations 


§ 1.1522 Answer to application. 


(a) Within 30 days after service of an 
application Bureau counsel may file an 
answer to the application. Unless 
Bureau counsel requests an extension of 
time for filing or files a statement of 
intent to negotiate under paragraph (b) 
of this section, failure to file an answer 
within the 30-day period may be treated 
as a consent to the award request. 

(b) If Bureau counsel and the 
applicant believe that the issues in the 
fee application can be settled, they may 
jointly file a statement of their intent to 
negotiate a settlement. The filing of this 
statement shall extend the time for filing 
an answer for an additional 30 days, 
and further extensions may be granted 
by the Administrative Law Judge upon 
request by Bureau counsel and the 
applicant. 

(c) The answer shall explain in detail 
any objections to the award requested 
and identify the facts relied on in 
support of Bureau counsel's position. If 
the answer is based on any alleged facts 
not already in the record of the 
proceeding, Bureau counsel shall include 
with the answer either supporting 
affidavits or a request for further 
proceedings under § 1.1526. 


§ 1.1523 Reply. 


Within 15 days after service of an 
answer, the applicant may file a reply. If 
the reply is based on any alleged facts 
not already in the record of the 
proceeding, the applicant shall include 
with the reply either supporting 
affidavits or a request for further 
proceedings under § 1.1526. 


§ 1.1524 Comments by other parties. 


Any party to a proceeding other than 
the applicant and Bureau counsel may 
file comments on an application within 
30 days after it is served or an answer 
within 15 days often it is served. A 
commenting party may not participate 
further in proceedings on the application 
unless the Administrative Law Judge 
determines that the public interest 
requires such participation in order to 
permit full exploration of matters raised 
in the comments. 


§ 1.1525 Settlement. 


The applicant and Bureau counsel 
may agree on a proposed settlement of 
the award before final action on the 
application, either in connection with a 
settlement of the underlying proceeding, 
or after the underlying proceeding has 
been concluded. If a prevailing party 
and Bureau counsel agree on a proposed 
settlement of an award before an 
application has been filed, the 
application shall be filed with the 
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proposed settlement. If the 
Administrative Law Judge approves the 
proposed settlement, it shall be 
forwarded to the Commission for final 
approval. 


§ 1.1526 Further proceedings. 

(a) Ordinarily, the determination of an 
award will be made on the basis of the 
written record. However, on request of 
either the applicant or Bureau counsel, 
or on his or her own initiative, the 
Administrative Law Judge may order 
further proceedings, such as an informal 
conference, oral argument, additional 
written submissions or an evidentiary 
hearing. Such further proceedings shall 
be held only when necessary for full and 
fair resolution of the issues arising from 
the application, and shall be conducted 
as promptly as possible. 

(b) A request that the Administrative 
Law Judge order further proceedings 
under this section shall specifically 
identify the information sought or the 
disputed issues and shall explain why 
the additional proceedings are 
necessary to resolve the issues. 


§ 1.1527 Decision. 

The Administrative Law Judge shall 
issue an initial decision on the 
application as soon as possible after 
completion of proceedings on the 
application. The decision shall include 
written findings and conclusions on the 
applicant's eligibility and status as a 
prevailing party, and an explanation of 
the reasons for any difference between 
the amount requested and the amount 
awarded. The decision shall also 
include, if at issue, findings on whether 
the Commission's position was 
substantially justified, whether the 
applicant unduly protracted the 
proceedings, or whether special 
circumstances make an award unjust. If 
the applicant has sought an award 
against more than one agency, the 
decision shall allocate responsibility for 
payment of any award made among the 
agencies, and shall explain the reasons 
for the allocation made. 


§ 1.1528 Commission review. 

Either the applicant or Bureau counsel 
may seek Commission review of the 
initial decision on the fee application, or 
the Commission may decide to review 
the decision on its own initiative, in 
accordance with §§ 1.276~1.282 of this 
Chapter. Except as provided in § 1.1525, 
if neither the applicant nor Bureau 
counsel seeks review and the 
Commission does not take review on its 
own initiative, the initial decision on the 
application shall become a final 
decision of the Commission 50 days 
after it is issued. Whether to review a 


decision is a matter within the 
discretion of the Commission. If review 
is taken, the Commission will issue a 
final decision on the application or 
remand the application to the 
Administrative Law Judge for further 
proceedings. 


§ 1.1529 Judicial review. 
Judicial review of final agency 


decisions on awards may be sought as 
provided in 5 U.S.C. 504(c)(2). 


§ 1.1530 Payment of award. 


An applicant seeking payment of an 
award from the Commission shall 
submit to the General Counsel a copy of 
the Commission’s final decision granting 
the award, accompanied by a statement 
that the applicant will not seek review 
of the decision in the United States 
courts, or a copy of the court's order 
directing payment. The Commission will 
pay the amount awarded to the 
applicant unless judicial review of the 
award or the underlying decision of the 
adversary adjudication has been sought 
by the applicant or any other party to 
the proceeding. 

[FR Doc. 82-2088 Filed 1-26-82; 8:45 am] 
BILLING CODE 6712-01-M 


47 CFR Part 73 


[BC Docket No. 81-239; RM-2859; FCC 81- 
583] 


Operation of Television Broadcast 
Stations by Remote Control 


AGENCY: Federal Communications 
Commission. ; 
ACTION: Final rule. 


SUMMARY: The Commission has 
amended its rules by deleting the 
requirement that TV stations operated 
by remote control transmit vertical 
interval test signals. The specific test 
signals listed in the rules were also 
deleted. The deletion will permit greater 
operating flexibility and reduce costs for 
these TV systems. 
EFFECTIVE DATE: February 22, 1982. 
FOR FURTHER INFORMATION CONTACT: 
Herbert Zeiler, Broadcast Bureau, (202) 
632-9660. 
SUPPLEMENTARY INFORMATION: 

Adopted: December 17, 1981. 

Released: January 14, 1982. 


In the matter of amendment of Part 73, 
Subpart E of the Commission's Rules 
and Regulations concerning the 
operation of television broadcast 
stations by remote control; Report and 
Order, Proceeding terminated. 

1. On April 9, 1981, the Commission 
adopted a Notice of Proposed Rule 
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Making ' in the above entitled matter. 
The Notice proposed to amend 

§§ 73.676, and 73.699, and 73.1820 of the 
rules by deleting the specific vertical 
interval test signals (VITS) for remotely 
controlled television stations and the 
accompanying mandatory transmission 
requirement. 

2. Comments were received from 
American Broadcasting Companies, Inc. 
(ABC), the National Association of 
Broadcasters (NAB), National 
Broadcasting Company, Inc. (NBC), CBS, 
Inc. (CBS), and the Consumer 
Electronics Group of the Electronic 
Industries Association (EIA). Reply 
comments were received from the Public 
Broadcasting Service (PBS). 

3. This proceeding was initiated in 
response to a petition for rule making 
submitted by ABC. The petition 
proposed amending the rules to specify 
the use of two VITS having different 
configurations and characteristics from 
the four VITS presently required. Under 
the ABC proposal, the amount of space 
in the vertical blanking interval used for 
VITS would be reduced from two lines 
to one. 

4. The Commission’s Notice carried 
this proposal one step further, it 


' proposed to delete the requirement to 


transmit VITS. Thus under this concept 
a station could transmit whatever test 
signal it chose whenever it chose, as 
long as there was no harmful 
interference. 

5. Our proposal, while different from 
what was requested in the petition, was 
unanimously supported by the 
comments. The view of ABC was 
typical: 

ABC wholeheartedly supports this sensible 
deregulatory approach which recognizes 
technological advances and the efficacy of 
the marketplace in ensuring high quality 
television transmissions. 


6. The Commission is persuaded that 
the present rules should be amended as 
proposed. The comments have 
confirmed our perception, as stated in 
the Notice, that the “specific VITS 
requirements may no longer be 
necessary” (paragraph 9). To retain 
them would not be in the best interests 
of either licensees or the general public 
since they constitute a burden without 
benefit. 

7. By deleting the specific VITS 
standards ‘and the mandatory 
transmission requirements, however, we 
are in no way relieving the licensee of 
its responsibility to take appropriate 
measures to insure quality 
transmissions. As stated in the Notice, 
we expect all licensees to perform tests 


‘FCC 81-170, released April 22, 1981. 
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and observations as necessary to insure 
proper performance. 

8. Regulatory Flexibility Act Final 
Analysis 

I. Need for Rule. 

The Commission believes that the 
mandatory requirement that television 
stations operated by remote control 
continuously transmit Commission 
specified test signals during the vertical 
blanking interval is no longer necessary. 

Il. Purpose of Rule. 

The purpose is to lessen the 
regulatory burden on television stations 
operated by remote control and allow, 
to a greater extent, the broadcast 
marketplace to regulate licensee 
conduct, 

Ill. Flexibility Issues Raised in the 
Comments. 

None. 

IV. Significant Alternatives Not 
Adopted. 

The Commission considered 
maintaining the status quo, however, 
this would keep an unnecessary burden 
on television stations operated by 
remote control. 

9. Accordingly, it is ordered, pursuant 
to the authority contained in Sections 
4{i) and 303 of the Communications Act 
of 1934, as amended; that Part 73 of the 
Commission's Rules is amended 
effective February 22, 1982 as set forth 
in the attached Appendix. It is further 
ordered, that the proceeding in BC 
Docket No. 81-239 is hereby terminated. 

10. For further information contact 
Herbert Zeiler, Broadcast Bureau, (202) 
632-9660. 

(Secs. 4, 303, 307, 48 Stat., as amended, 1066, 
1082, 1083; 47 U.S.C. 154, 303, 307) 

Federal Communications Commission. 
William J. Tricarico, 

Secretary. 


Appendix 


PART 73—RADIO BROADCAST 
SERVICES 


§ 73.676 [Amended] 

1, Section 73.676 is amended by 
removing paragraph (f) in its entirety. 
§ 73.699 [Amended] 


2. Section 73.699 is amended by 
removing Figures 13, 14, and 15, and 
marking them [Reserved]. 


§ 73.1820 [Amended] 


3. Section 73.1820 is amended by 
removing paragraph (a)(4)(i)(C) in its 
entirety. 

[PR Doc. 62-2086 Filed 1-26-82; 6:45 am| 
BILLING CODE 6712-01-M 


47 CFR Part 73 
[FCC 82-25] 


Reregulation and Oversight of Radio 
and TV Broadcast Rules 


AGENCY: Federal Communications 
Commission. 
ACTION: Final rule. 


summary: This Order amends certain 
broadcast station rules in Volume III, 
Part 73 of the rules of the Federal 
Communications Commission. These 
amendments are made to contemporize 
certain requirements, delete regulations 
that are no longer necessary and make 
corrections and editorial revisions as 
needed for purposes of clarity and ease 
of understanding. 
DATE: Effective March 5, 1982. 
appress: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Steve Crane, Philip Cross, John Reiser, 
(202) 632-5414. 
SUPPLEMENTARY INFORMATION: 

Adopted: January 13, 1982. 

Released: January 25, 1982. 

1. In this Order, the Commission 


considers the reregulation and oversight 
of its radio and TV broadcast rules. 


~. Modifications are made in this Order to 


update, delete, clarify or correct 
broadcast regulations as described in 
the following amendment summaries: 

(a) Section 73.653, Operation of TV 
aural and visual transmitters, requires 
complete integration of audio and video 
transmissions and prohibits separate 
transmitter operation or the presentation 
of non-related program material. There 
are three exceptions to the 
requirements: 

(1) For emergency fills due to either 
visual or aural equipment failures; 

(2) For equipment tests or 
experimental operation; or 

(3) For graveyard hours transmissions 
between sign-off of one day and sign-on 
of the next (no earlier than midnight; no 
later than 6:00 a.m.) when the 
transmitters may be operated 
separately, with either (i) no aural 
transmissions or (ii) aural transmissions 
of non-related, different program 
material. 

This rule fails to serve certain needs 
of STV operators. These licensees, in 
order to provide an unscrambled signal, 
at minimum cost, in installing decoders 
and orienting receiving antennas, desire 
to transmit at other than graveyard 
hours, a crawl on the visual transmitter 
accompanied by music on the aural—a 
clear violation of the requirement to 
present completely related, integrated 
material in non-graveyard hours. 
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Waivers have been received and 
granted, permitting this practice on STV 
stations. Since the public interest is 
served by permitting this practice, and 
since case-by-case requests by 
licensees, and review and response by 
FCC staff is time consuming and costly, 
the rule will herein be amended and 
relaxed to permit such visual-crawl, 
aural-music, non-integrated 
transmissions in such STV operational 
circumstances. (See Appendix, item 1). 

(b) STV operational procedures have 
also occasioned the consideration, and 
granting, of a waiver of one of the 
requirements of another FCC rule— 
station identification. Petitioners have 
asked for relief from applicability of the 
hourly station LD. requirement during 
STV programming. The sole purposes of 
station identification are to advise the ~ 
public of the station it is viewing and to 
aid in resolving interference problems. 
Monthly fee clients, viewing the STV 
program, know which station to which 
they are tuned. Non-subscribing viewers 
receive encoded (scrambled) signals, so 
any I.D. broadcast would be 
unintelligible to them. So hourly L.D.’s 
serve no useful purpose in these 
circumstances. Thus, the requirement to 
identify. the station hourly :during 
scrambled transmissions has no public 
interest benefit. The rule will still 
require the station to present non- 
scrambled I.D.'s hourly, during non-STV 
periods, and before and after STV 
programs. (See Appendix, item 2). 

(c) From time to time the staff is 
queried on the exact meaning of this 
proviso in paragraph (a) of § 73.1930, 
Political editorials: “Where such 
editorials are broadcast within 72 hours 
prior to the day of the election, * * *”. 
The question posed is, does the 72 hour 
period exclude election day, or does the 
rule mean election day and the 72 hours 
preceding it? The proper interpretation 
is the latter. It is the 72 hours prior to the 
day of election plus election day. The 
Commission made this interpretation 
quite clear in Bel Air Broadcasting 
Company, Inc., Memorandum Opinion 
and Order, In the Matter of Liability of 
Bel Air Broadcasting Co., Inc., Licensee 
of Radio Station WVOB, Bel Air, Md. 
For Forfeiture. 47 FCC 2d 985. In that 
judgment, the Commission based its 
decision to issue a Notice of Apparent 
Liability on certain “apparent facts” 
including: “that the editorial was 
broadcast on each of the three days 
prior to the election as well as on 
election day and thus well within the 72- 
hour period established by the Rule 
during which licensees broadcasting 
such editorial oppositions must meet the 
Rule's affirmative obligations. * * *” 
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§ 73.1930{a) will be amended to clarify 
its meaning in this respect. (See 
Appendix, item 3.) 

(d) Two elements of the FCC’s multi- 
faceted policy pertaining to combination 
advertising rates and joint sales 
practices have recently been subject to 
Commission action: 

The Commission letter to Ben Lomond 
Broadcasting Company, Inc. clearly defining 
(for the first time) the amount of common 
ownership required under the combination 
rate policy to permit stations to sell in 
combination, and, 

In another action, that part of this policy 
which prohibited sales representation of a 
station by a representative owned wholly or 
partially by a licensee of a competing radio 
or TV station in the same service in the same 
area was repealed July 30, 1981. In Report 
and Order in BC Docket 80-438,' these two 
restrictions were eliminated and 
representation of a station in a market by a 
sales rep owned by a rival station was 
thereafter permitted. The Report and Order is 
herein stated in § 73.4065, Combination 
advertising rates; Joint sales practices. (See 
Appendix, item 4.) 

(e) The procedures to be followed in 
comparative broadcast hearing cases in 
consideration of specialized 
programming formats is stated in 
Memorandum Opinion and Order 
released February 7, 1980, 75 FCC 2d 
721. For many yeers Commission policy 
in this matter was found in Policy 
Statement on Comparative Broadcast 
Hearings, 1 FCC 2d 393 (1965); and 
Commercial Radio Institute, Inc., 48 
FCC 2d 323 (Rev. Bd 1974). However, in 
George E. Cameron, Jr. 
Communications, 71 FCC 2d 461 (1979), 
we retreated from our longtime 
approach and announced a revision in 
this policy area. Subsequent to 
Cameron, the Commission adopted the 
Report and Order in General Docket 79- 
137, Revised Procedures for the 
Processing of Contested Broadcast 
Applications, 72 FCC 2d 202, where we 
initiated certain procedural reforms, one 
of which created a contradiction 
between the new procedure and the 
Cameron policy. The Declaratory Ruling 
was given clarifying the matter in the 
subject Memorandum Opinion and 
Order. The appropriate addition is made 
to the Policy listings via this Order. (See 
Appendix, item 5.) 

(f) In adopting the Report and Order in 
Docket 19571, 41 FCC 2d 534, the 
Commission elected to set policy rather 
than adopt a rule change in the matter of 
restricting transmission of the 
stereophonic pilot subcarrier by FM 
stations during periods of monophonic 
program transmission. Via this Order, 
the policy is listed as “Stereophonic 


"FCC 81-371, 87 FCC 2d —. 


pilot subcarrier use during monophonic 
programming. It is numbered as 

§ 73.4246 in the Policy listings in Part 73. 
(See Appendix, item 6.) 

(g) With the adoption of the Second 
Report and O:rder in Docket 21502, 85 
FCC 2d 631, the Commission established 
a policy that mutually exclusive 
applications for new TV stations, where 
one or more propose subscription 
television (STV) service, will only be 
compared using traditional criteria such 
as media diversification, integration of 
ownership and management, and 
efficient spectrum use. We herein add 
the policy to the Policy listings in Part 73 
and designate it as § 73.4247, STV: 
competing appliations. (See Appendix, 
item 7.) 

(h) In notice of Inquiry on part-time 
programming, BC Docket 78-355, 43 FR 
55804, the Commission “solicited 
comments on incentives to foster time 
brokerage arrangements and thereby 
further encourage minority group 
involvement in broadcasting.” That 
proceeding was terminated with the 
issuance of a Policy Statement, 82 FCC 
2, 107, encouraging time brokerage 
arrangements which have the potential 
to foster healthy program competition 
and enhance diversity of programming. 
The Policy Statement is added to the 
Policy listings in Part 73 as § 73.4267, 
Time brokerage. (See Appendix, item 8.) 

2. No substantive changes are made 
herein which impose additional burdens 
or remove provisions relied upon by 
licensees or the public. 

3. We conclude that, for the reasons 
set forth above, adoption of these 
revisions will serve the public interest, 
and inasmuch as these amendments 
impose no additional burdens and raise 
no issue upon which comments would 
serve any useful purpose, prior notice of 
rulemaking effective date provisions and 
public procedure thereon are 
unnecessary pursuant to the 
Administrative Procedure and Judicial 
Review Act provisions of 5 U.S.C. 
553(b)(3)(B). 

4. Inasmuch as a general notice of 
proposed rulemaking is not required, the 
Regulatory Flexibility Act does not 
apply. 

5. Therefore, it is ordered, that 
pursuant to Sections 4(i) and 303(r) of 
the Communications Act of 1934, as 
amended, the Commission's Rules and 
Regulations are amended as set forth in 
the attached Appendix, effective March 
5, 1982. 

6. For further information on this 
Order, contact Steve Crane, John Reiser 
or Philip Cross, Broadcast Bureau, (202) 
632-9660. 
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(Secs. 4, 303, 307, 48 Stat., as amended, 1066, 
1082, 1083; 47 U.S.C. 154, 303, 307) 

Federal Communications Commission. 
William J. Tricarico, 

Secretary. 


Appendix 


PART 73—RADIO BROADCAST 
SERVICES 


1. Section 73.653 is amended to add 
new paragraph (d) as follows: 


§ 73.653 Operation of TV aural and visual 
transmitters. 

(d) During the non-encoded operating 
hours of a Subscription TV station, 
between the regularly scheduled sign-on 
and sign-off times in which it presents 
such non-encoded programming, the 
aural and visual transmitters shall not 
be operated separately, or to present 
different or unrelated program material, 
except in the following case: 

(1) During installation of decoders and 
orientation of receiving antennas, at 
subscriber locations, non-integrated, : 
different or unrelated material may be 
presented to aid installers in their 
function. 

2. Section 73.1201 is amended to add 
new paragraph (d) as follows: 


§ 73.1201 Station identification. 


* ” * * 2 


(d) Subscription television stations 
(STV). The requirements for official 
station identification applicable to TV 
stations will apply to Subscription TV - 
stations except, during STV-enceded 
programming such station identification 
is not required. However, a station 
identification announcement will be 
made immediately prior to.and following 
the encoded Subscription TV program 
period. 

3. Section 73.1930, paragraph (a), is 
revised to read as follows: 


§ 73.1930 Political editorials. 

(a) Where a licensee, in an editorial, 

(1) Endorses or, 

(2) Opposes a legally qualified 
candidate or candidates, the licensee 
shall, with 24 hours after the editorial, 
transmit to, respectively, 

(i) The other qualified candidate or 
candidates for the same office or, 

(ii) The candidate opposed in the 
editorial, 

(A) Notification of the date and the 
time of the editorial, 

(B) A script or tape of the editorial 
and 

(C) An offer of reasonable opportunity 
for the candidate or a spokesman of the 
candidate to respond over the licensee's 
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facilities. Where such editorials are 
broadcast on the day of the election or 
within 72 hours prior to the day of the 
election, the licensee shall comply with 
the provisions of this paragraph 
sufficiently far in advance of the 
broadcast to enable the candidate or 
candidates to have a reasonable 
opportunity to prepare a response and to 
present it in a timely fashion. 


* * * * * 


4. Section 73.4065 is amended to 
designate the present text paragraph (a), 
and edd new paragraphs (b) and (c) as 
follows: 


§ 73.4065 Combination advertising rates; 
joint sales practices. 

(a) See Report and Order, Docket 
19789, FCC 76-190, adopted February 26, 
1976. 59 FCC 2d 894; 41 FR 24719, June 
18, 1976. 

(b) See letter to Ben Lomond 
Broadcasting Company, Inc., adopted 
January 18, 1981, FCC 81-16. 84 FCC 2d 
699, 
(c) See Report and Order, Docket 80- 
438, FCC 81-371, adopted July 30, 1981. 
87 FCC 2d ——. 46 FR 43681, August 31, 
1981. 

5. New § 73.4082 is added to the Policy 
listing in Subpart H, Part 73 to read as 
follows: 


§ 73.4082 Comparative broadcast 
hearings—specializ 


ed programming 
formats. 

(a) See Memorandum Opinion and 
Order, FCC 80-33, adopted January 30, 
1980. 75 FCC 2d 721. 

(b) See Report and Order, Docket 79- 
137, FCC 79-331, adopted June 1, 1979, 72 
FCC 2d 202. 

(c) See Memorandum Opinion and 
Order, FCC: 79-206, adopted March 30, 
1979. 71 FCC 2d 460. 

6. New § 73.4246 is added to the Policy 
listing in Subpart H, Part 73, to read as 
follows: 


§ 73.4246 Stereophonic pilot subcarrier 
use during monophonic programming. 


See Report and Order, Docket 19571, 
FCC 73-680, adopted June 21, 1973. 41 
FCC 2d 534; 38 FR 17021, June 28, 1973: 

7. New § 73.4247 is added to the Policy 
listing in Subpart H, Part 73, to read as 
follows: 


§ 73,4247 STV: Competing applications. 


See Second Report and Order, Docket 
21502, FCC 81-13, adopted January 8, 
1981. 85 FCC 2d 631; 46 FR 19937, April 
2, 1981. 

8. New § 73.4267 is added to the Policy 
listings in Subpart H, Part 73, to read as 
follows: 


§ 73.4267 Time brokerage. 

See Policy Statement, Docket 78-355, 
FCC 80-621, adopted October 21, 1980. 
82 FCC 2d 107. 

[FR Doc. 62-2085 Filed 1-26-82; 8:45 am{ 
BILLING CODE 6712-01-M 


DEPARTMENT OF COMMERCE 


National Oceanic and Atmospheric 
Administration 


50 CFR Part 351 


Whaling; Amendments to Schedule of 
the international Convention for 
Regulation of Whaling 


AGENCY: National Oceanic and 
Atmospheric Administration (NOAA), 
Commerce. 

ACTION: Final rule. 


summary: Section 916k of the Whaling 
Convention Act, 16 U.S.C. 916 et seq., 
requires that the Secretary of Commerce 
publish the Schedule of the International 
Convention for the Regulation of 
Whaling, 1946, in the Federal Register, 
so that the Schedule will “become 
effective with respect to all persons and 
vessels subject to the jurisdiction of the 
United States in accordance with the 
terms of such regulations * * *” This 
final rule publishes the most recent 
amendments to the Schedule of the 
International Convention for the 
Regulation of Whaling as required even 
though 50 CFR Part 351 (except as 
provided for in § 351.36) relates to 
commercial whaling which is currently 
proscribed for all persons and vessels 
subject to the jurisdiction of the United 
States. Subsistence whaling by U.S. 
citizens will be the subject of a separate 
rulemaking to be published in 50 CFR 
Part 230. 

EFFECTIVE DATE: The amendments to the 
Schedule became effective on November 
10, 1981. This final rule becomes 
effective January 27, 1982. 

FOR FURTHER INFORMATION CONTACT: 
Dean Swanson, Office of Marine 
Mammals and Endangered Species, 
National Marine Fisheries Service, 
NOAA, Department of Commerce, 
Washington, D.C. 20235, Telephone— 
(202) 634-1792. 

SUPPLEMENTARY INFORMATION: At its 
33rd Annual Meeting held in Brighton, 
England, July 20-25, 1981, the 
International Whaling Commission 
(IWC) adopted amendments to the 
Schedule to establish catch limits for the 
1981-82 pelagic and 1982 coastal 
whaling seasons and to extend the ban 
on the commercial-use of cold grenade 
(nonexploding) harpoons to kill minke 


Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Rules and Regulations 


whales from the beginning of the 1982- 
83 pelagic and 1983 coastal whaling 
seasons, 

Notification of amendments to the 
Schedule was made by the Secretary of 
the IWC on August.11, 1981, and 
clarifications to the notice were made 
on September 24, 1981. By terms of the 
convention, the amendments become 
effective at the end of a 90 day objection 
period except for any to which one or 
more Contracting Parties file objection. 
If any amendment is the subject of an 
objection, it becomes effective with 
respect to all Contracting Parties which 
have not objected to it at the conclusion 
of a second 90 day objection period or 
30 days after the last objection is filed, 
whichever is later. 

At the conclusion of the initial 
objection period, November 9, 1981, two 
Schedule amendments had been the 
subject of objection: That extending the 
ban on the commercial use of cold 
grenade harpoons to kill minke and that 
relating to the catch limit on the 
Western Stock of sperm whales in the 
North Pacific. This publication 
incorporates all other amendments to 
the Schedule that were adopted by the 
33rd Annual Meeting and therefore 
became binding on the United States as 
of November 10, 1981. 

Regulations under the Whaling 
Convention Act relating to the 1982 
harvest of bowhead whales by Alaskan 
Natives will be published at a later date 
and will appear in 50 CFR Part 230. 

16 U.S.C. 916k requires the Secretary 
to promulgate IWC Schedule 
amendments. These amendments result 
from a process in which NOAA 
provided ample opportunity for public 
comment in the development-of the U.S. 
position for the most recent IWC 
meeting. Because of the perfunctory 
nature of this publication and in view of 
the public’s participation in preparing 
for the IWC meeting that produced the 
subject Schedule amendments, I for 
good cause find that a delay of 30 days 
in effectiveness under 5 U.S.C. 553 is 
impracticable and contrary to the public 
interest. Also, this promulgation is 
exempt from the NEPA environmental 
document requirements pursuant to 
Section 6{c)(3) of the revised NOAA 
Directive (NDM 02-10; 45 FR 49312- 
49321) implementing NEPA because it 
constitutes a programmatic function 
with no potential for significant 
environmental impact. 

The Administrator has reviewed this 
final rule in accordance with the 
specifications of Executive Order 
122291, “Federal Regulation,” and the 
Department guidelines implementing 
that Order and determined that it has no 
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impact on competition, employment, 
investment, or productivity. 
Accordingly, no regulatory impact 
analysis is required. 

The Administrator has certified that 
this rule will not have a significant ~ 
economic impact on a substantial 
number of small entities because it 
would regulate activities that are other- 
wise prohibited with the exception of 
aboriginal whaling allowed under 50 
CFR 351.36. This exception will be the 
subject of a separate rulemaking to be 
published in 50 CFR Part 230. 
Accordingly, no regulatory flexibility 
analysis is required. Finally, this action 
does not increase the Federal 
paperwork burden for agencies, 
individuals, small businesses, or other 
persons. Therefore, the Paperwork 
Reduction Act of 1980 does not apply. 


Dated: January 21, 1982. 
Robert K. Crowell, 


Deputy Executive Director, National Marine 
Fisheries Service. 


PART 351—WHALING 


For reasons set out in the preamble, 
Part 351 of Title 50, Code of Federal 
Regulations, is amended as set forth 
below. 

1. The authority citation for Part $51 
reads as follows: 

Authority: Article 5, 62 Stat. 1718, sec. 2-14, 
64 Stat. 421-425; 16 U.S.C. 916 et seq. 


2. By adding an entry for $351.30 to 
the table of contents for Part 351 that 
reads as follows: 

Sec. 

* * <a * 
351.30 Humane Killing. 

7 * * * * 

3. By adding a new $351.30 to read as 
follows: 


§ 351.30 Humane Killing. 

The killing for commercial purposes of 
whales, except minke whales, using the 
cold grenade harpoen shall be forbidden 
from the beginning of the 1980/81 
pelagic and 1981 coastal seasons. 

4. By revising paragraphs (d) and (e) 
of §351.33 to read as follows: 


§ 351.33 Classification of areas and 
divisions. 

(d) Geographical )oundaries in the 
North Pacific. The geographical 
boundaries for the sperm and Bryde’s 
whale stocks in the North Pacific are: 


Sperm Whale Stocks 


Western Division 

West of a line from the ice-edge south 
along the 180° meridian of longitude to 180°, 
to 50°N, then east along the 50°N parallel of 
latitude to 160°W, 50°N, then south along the 
160°W meridian of longitude to 160°W, 40°N, 
then east along the 40°N parallel of latitude to 
150°W, 40°N, then south along the 150°W 
meridian of longitude to the Equator. 
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Eastern Division 
East of the line described above. 


Bryde’s whale stocks 


East China Sea Stock, West of the Ryuku 
Island chain. 

Western Stock, West of the 160°W 
meridian of longitude (excluding the East 
China Sea stock area). 

Eastern Stock, East of the 160°W meridian 
of longitude (excluding the Peruvian stock 
area). 


(e) Geographical boundaries for 
Bryde’s whale stocks in the Southern 
Hemisphere. 


Southern Indian Ocean, 20°E to 130°E, 
south of ihe Equator. 

Solmon Islands, 150°E to 170°E, 20°S to the 
Equator. 

Western South Pacific, 130°E to 150°W, 
south of the Equator (excluding the Solomon 
Islands stock area). 

Peruvian, 100°W to the South American 
coast, 10°S to 10°N. 

Eastern South Pacific, 150°W to 70°W, 
south of the Equator (excluding the Peruvian 
stock area). 

South Atlantic, 70°W to 20°E, south of the 
Equator (excluding the South African Inshore 
stock area). 

South African Inshore, 30nm seawards off 
the southwest coast of South Africa from 25°S 
latitude down and around the coast to 25°E 
longitude. 


5. By revising Tables 1, 2, and 3 which 
follow Subpart D to read as follows: 


Table 1. Baleen Whale Stock Classifications and Catch Limits (excluding Bryde’s whales) 
CSouthem Hemisphere—1981-82 pelagic season and 1982 coastal season) 


120° W-60° W 
60° W-0° W 
0° -70°E 
70° E-130° E 
130° E-170° W 
170° W-120° W 


Okhotsk Sea-West Pacific Stock 
Sea of Japan—Yellow Sea—East 


Bri Britt 


BEBBBS 


1Bi31 BB 


Stieofitt 


2 
- 


- 
I1£1ot Bal 


prree 


cokRBRaS 


pretrrid 
rtrd 
pibrrtts 
pieraend 
beeennee 





3794 Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Rules and Regulations 
Table 1. Baleen Whale Stock Classifications and Catch Limits (excluding Bryde’s whales)—Continued 
{Southern Hemisphere—1961-82 pelagic season and 1982 coastal season) 








Biue 





Classifi- Catch 
cation limit 


Classifi- 
cation 


Ciassifi- Cateh 
cation fmit 


Classifi- | 
cation 


| 

—Portugal—British Isles Stock..../ 
ccbaneneet Stock { 
West Norway—Faroe Islands Stock i 


Eastern Stock 
Northern Indian Ocean... 





“The total catch of minke whales shall not exceed 1,678 in the five years 1980 to 1984 inclusive. 


2 Provisionally listed as SMS for 1982. 


® The total catch of minke whales shall not exceed 3,634 in the five years 1980 to 1984 inclusive. 


* Pending a satisfactory estimate of stock size. 
5 Available to be taken by aborigines 


or a Contracting Government on behalf of 


pursuant to paragraph 13b. 


borigi 
® The total catch of minke whales shai! not exceed 1,778 in the five years 1981 to 1965 inclusive. 
7 Pending submission of data leading to an adequate assessment. 

* The total catch of sei whales shall not exceed 504 in the six years 1980 to 1985 inclusive. 


TABLE 2. BRYDE’S WHALE STOCK 
CLASSIFICATIONS AND CATCH LIMITS 


{Southern Hemisphere and Northern indian Ocean 1981-82 
pelagic season and 1982 coastal season) 


—+—— o 
| Ciassifice- Catch 
Limit 
South Atlantic Stock | 
Southern indian Ocean Stock . IMS | 
MS | 
IMS | 


Western South Pacific Stock... 
ms | 


Eastern South Pacific Stock 
Peruvian Stock..... 2 


South African inshore Stock............. 
North Pacific—1982 season: 
Eastern Stock 
Western Stock 


TABLE 2. BRYDE’S WHALE STOCK CLASSIFICA- 
TIONS AND CATCH Limits—Continued 


{Southern Hemisphere and Northern Indian Ocean 1981-82 
pelagic season and 1982 coastal season) 


Limit 





East China Sea Stock.............-. 19 
North Atlantic—1982 season 
Northern indian Ocean—1982 
COMIN Waccnuiinpicontliinineetend 


' Available to be taken in a six month period starting in 
November 1981. 

2 Special remainder frofn 1981 coastal season that may be 
taken in a six month period starting in November 1981 
making a total of 320 whales which may be taken during this 
period pursuant to this footnote and footnote 1. 

® Pending a satisfactory estimate of stock size 
* Provisionally listed as SMS for 1982. 


Table 3. Toothed Whale Stock Classifications and Catch Limits 
[Southern Hemisphere 1981-82 pelagic season and 1982 coastal season] 
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* Provided that the remainder of 130 male sperm whales from the 1981 coastal season may be taken during the 1982 


coastal season. 


* Provisionally listed as PS for 1982 pending the accumulation of sufficient information for classification 


6. By revising § 351.35 to read as 
follows: 


§351.35 Catch limits for baleen whales. 


(a) The number of baleen whales 
taken in the Southern Hemisphere in the 
1981/82 pelagic season and the 1982 
coastal season shall not exceed the 
limits shown in Tables 1 and 2. 
However, in no circumstances shall the 


sum of the Area catches exceed the total 
catch limit for each species. 

(b) The number of baleen whales 
taken in the North Pacific Ocean and 
dependent waters in 1982 and in the 
North Atlantic Ocean in 1982 shall not 
exceed the limits shown in Tables 1 and 
= = 

7. By revising § 351.39 to read as 
follows: 


hg eka 
OM TEE 4 


| 
| 


§351.39 Catch limits for sperm whales. 


Catch limits for sperm whales of both 
sexes shall be set at zero in the 
Southern Hemisphere for the 1981/82 
pelgaic season and 1962 coastal seasons 
and following seasons, and at zero in 
the Northern Hemisphere for the 1982 
and following coastal seasons; except 
that the catch limits for the 1982 coastal 
season and following seasons in the 
Western Division of the North Pacific 
shall remain undetermined and subject 
to decision by the Commission following 
special or annual meetings of the 
Scientific Committee. These limits shall 
remain in full force until such time as 
the Commission, on the basis of the 
scientific information which will be 
reviewed annually, decides otherwise in 
accordance with the procedures 
followed at that time by the 
Commission. 


Appendix A—[Amended] 


8. By amending Appendix A to Part 
351 by insertion of the following title 
page between the captions “Appendix 
A” and “Table 1.—Daily Record Sheet”: 


International Convention for the Regulation 
of Whaling 1946, Schedule Appendix A— 
Title Page 


(One logbook per catcher per season) 


Catcher name Year built 
Attached to expedition/land station 
Season 
Overall length 
Gross tonnage 
Type of engine——————._ HP. 
Maximum speed Average 
searching speed. 

Asdic set, make and model no. 
Date of installation 

Make and size of cannon 

Type of first harpoon used 
electric/non-explosive 

Type of killer harpoon used 
Length and type of forerunner 
Type of whaleline 

Height of barrel above sea level 
Speedboat used, Yes/No 

Name of Captain 


Wooden/steel hull 


explosive/ 
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Number of years experience 
Nare of gunner 

Number of years experience 
Number of crew 

{FR Doc. 82-2102 Filed 1-26-82; 8:45 am] 


BILLING CODE 3510-22-M 


50 CFR Part 652 


Atlantic Surf Clam and Ocean Quahog 
Fisheries 


AGENCY: National Oceanic and 
Atmospheric Administration (NOAA), 
Commerce. 


ACTION: Increase in fishing time. 


SUMMARY: This notice increases the 
allowable fishing time from 12 to 24 
hours per week for fishing vessels 
harvesting surf clam within the mid- 
Atlantic area of the fishery conservation 
zone. Action is taken to allow vessel 
operators sufficient fishing time to 
harvest the quarterly allocation of surf 
clams. This action should increase the 
opportunity of fishermen to harvest surf 
clam in the mid-Atlantic area. . 
EFFECTIVE DATE: January 3, 1982. 
FOR FURTHER INFORMATION CONTACT: 
Bruce Nicholls, Plan Coordinator, 
Northeast Region, National Marine 
Fisheries Service, State Fish Pier, 
Gloucester, Massachusetts 01930-3097; 
telephone 617-281-3600. 
SUPPLEMENTARY INFORMATION: The 
emergency interim rule implementing 
portions of Amendment 8 to the Fishery 
Management Plan for Atlantic Surf Clam 
and Ocean Quahog Fisheries FMP 
requires the Secretary of Commerce at 
the beginning of each calendar fishing 
quarter to publish in the Federal 
Register the allowable fishing time for 
the quarter so that fishing for surf clam 
may be conducted throughout the entire 
quarter with the minimum number of 
changes to fishing times (§ 652.22(a)(3)). 
The Regional Director has reviewed 
harvest statistics from the latter part of 
1981 and has determined that fishing 
time for surf clams should be increased 
from the 12 hours per week currently in 
effect to 24 hours, to facilitate the 
harvest of the full quarterly quota for 
surf clams, expected to be 
approximately 585,000 bushels. The 
Regional Director recognizes that 
harvest rates fluctuated dramatically 
during the last year, and intends 
continually to review progress toward 
attainment of the quarterly quota so that 
he can make timely adjustments to the 
allowable fishing time. 


This management action is prescribed 
under § 652.22(a)(3) of the regulations 
and as such is exempt from Sections 3, 
4, and 7 of Executive Order 12291. 


(16 U.S.C. 1801 ef seg.) 
Date: January 21, 1982. 
Robert K. Crowell, 
Deputy Executive Director, National Marine 
Fisheries Service. 
[FR Doc. 82-2008 Filed 1-26-82; 8:45 am] 
BILLING CODE 3510-22-M 


50 CFR Part 654 


Stone Crab Fishery 


AGENCY: National Oceanic and 
Atmospheric Administration (NOAA), 
Commerce. 

ACTION: Final rule. 


summary: NOAA issues a final 
rulemaking amending the regulations for 
the Stone Crab Fishery of the Gulf of 
Mexico. This amendment changes the 
size of the biodegradable panel on stone 
crab traps and provides the Regional 
Director with the authority to allow 
research activities otherwise prohibited 
in the management area. The 
amendment will minimize alte:ation of 
commercial traps, by fishermen and 
dealers; consequently reducing 
regulatory compliance costs. 


EFFECTIVE DATE: February 26, 1982. 


FOR FURTHER INFORMATION CONTACT: 
Mr. Haroid B. Allen (Acting Regional 
Director, NMFS), 813-893-3141. 
SUPPLEMENTARY INFORMATION: The 
Fishery Management Plan for the Stone 
Crab Fishery (FMP) was approved by 
the Assistant Administrator for 
Fisheries, NOAA, on March 19, 1979. 
Final regulations, were effective 
September 30, 1979 (44 FR 53519). The 
Secretary of Commerce published on 
August 6, 1981 (46 FR 40062), a proposed 
rulemaking amending regulations, with 
the public comment period ending 
September 21, 1981. No comments were 
received during this period. 

These regulations reduce the size of 
the biodegradable panel required in 
wooden stone crab traps fished in the 
fishery conservation zone from 4" by 
6%" to 2%" by 5”. This smaller size 
panel still allows escapement of crabs 
from traps that become severed from 
trot or buoy lines (ghost traps). 
Commercially constructed traps may be 
adapted more easily to meet the 
proposed opening by removing only one 
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slat instead of the two as previously 
required. 

A new section allows the Regional 
Director, National Marine Fisheries 
Service, to authorize certain otherwise 
prohibited activities for the purpose of 
scientific research. 

The Assistant Administrator for 
Fisheries, NOAA, has determined that 
this amendment to the regulations 
complies with the national standards, 
other provisions of the Magnuson 
Fisheries Conservation and 
Management Act, and other applicable 

w. 


The Administrator, NOAA, has 
determined that this amendment is not a 
major rule requiring the preparation of a 
regulatory impact analysis under 
Executive Order 12291. 

Finally, this amendment does not call 
for additional information and thus does 
not increase the Federal paperwork 
burden for individuals, small businesses, 
or other persons as defined by 44 U.S.C. 
3501 et seq. 

Dated: January 20, 1982. 

Robert K. Crowell, 


Deputy Executive Director, National Marine 
Fisheries Service. 


PART 654—STONE CRAB FISHERY 


50 CFR Part 654 is amended as 
follows: 

1. The authority citation for Part 654 
reads as follows: 


Authority: 16 U.S.C. 1801 ef seg. 


2. Section 654.2 is amended by 
revising the definition of Biodegradable 
Panel to read as follows: 


§654.2 Definitions. 


* * * * > 


Biodegradable Pane/ means a panel 
constructed of wood or cotton material 
and located on the trap, at least two 
slats above the bottom, or on the top of 
the trap, which, when removed, will 
leave an opening in the trap measuring 
at least 24%” x 5”. 


* * * = * 


3. A new § 654.24 is added to read as 
follows: 


§ 654.24 Specifically authorized activities. 


The Regional Director may authorize, 
for the acquisition of information and 
data, activities otherwise prohibited by 
these regulations. 


[FR Doc. 82-2007 Filed 1-26-82; 8:45 am] 
BILLING CODE 3510-22-M 
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Proposed Rules 


rules. 


NUCLEAR REGULATORY 
COMMISSION 


10 CFR Part 50 


Emergency Planning and 
Preparedness for Research and Test 
Reactors; Extension of Submittal 
Dates; Correction 


AGENCY: Nuclear Regulatory 
Commission. 


ACTION: Proposed rule; correction. 


SUMMARY: This document corrects a 
proposed rule extending the submittal 
dates by which a licensee must submit 
emergency plans for research and test 
reactors published December 31, 1981 
(46 FR 63315). 


DATES: Comment period expires 
February 1, 1982. Comments received 
after this date will be considered if it is 
practical to do so, but assurance of 
consideration may not be given except 
as to comments received on or before 
this date. 


ApDpRESS: Submit comments to: The 
Secretary of the Commission, U.S. 
Nuclear Regulatory Commission, 
Washington, D.C. 20555; Attention: 
Docketing and Service Branch. 


FOR FURTHER INFORMATION CONTACT: 
Steve L. Ramos, Technical Assistant to 
the Director, Division of Emergency 
Perparedness, Office of Inspection and 
Enforcement, U.S. Nuclear Regulatory 
Commission, Washington, D.C. 20555 
(Telephone: 301-492-9602). 


SUPPLEMENTARY INFORMATION: The 
following corrections are made in the 
proposed rule published in the Federal 
Register on December 31, 1981 on page 
63315. 


1. The DATES entry is corrected to 
read as set forth above. 


2. The first sentence in the fourth 
paragraph in the third column on page 
63315 is corrected to read: 


“The other proposed change offered 
for public consideration is in the thermal 
power level threshold—from 500 KW to 
2 MW—which governs the applicable 
date for submittal of emergency plans.” 

3. On page 63316, the second sentence 
in the paragraph immediately 
preceeding the Regulatory Flexibility 
Certification is corrected to read: “For 
licensees under 500 KW thermal, the 
submittal date of November 3, 1982 
would remain unchanged.” 


Dated at Bethesda, Md. this 18th day of 
January, 1982. 

For the Nuclear Regulatory Commission, 
William J. Dircks, 
Executive Director for Operations. 
[FR Doc. 82-2076 Filed 1-26-82; 8:45 am] 
BILLING CODE 7590-01-m 


FEDERAL ELECTION COMMISSION 
11 CFR Part 110 
[Notice 1982-1] 


Communications; Advertising 
AGENCY: Federal Election Commission. 
ACTION: Notice of proposed rulemaking 


summary: The Commission requests 
comments on the proposed revision of 
11 CFR 110.11 (Communications; 
advertising) to clarify when disclaimer 
notices must be included on solicitations 
and on communications which expressly 
advocate the election or defeat of a 
clearly identified Federal candidate. 
This revision is intended to more 
closely conform the regulation to the 
Federal Election Campaign Act and to 
incorporate recent advisory opinions 
issued by the Commission. 


DATE: Comments must be received on or 
before February 26, 1982. 


ADDRESS: Susan E. Propper, Assistant 
General Counsel, 1325 K Street, N.W., 
Washington D.C. 20463 4 
FOR FURTHER INFORMATION CONTACT: 
Susan E. Propper, Assistant General 
Counsel, (202) 523-4143 or toll free at 
(800) 424-9530. 


SUPPLEMENTARY INFORMATION: The 
Commission is considering several 
proposed changes in 11 CFR 110.11(a), to 
clarify certain aspects of that section 
and to follow recent advisory opinions 
issued by the Commission. The 
proposed rules being published today 
include revisions which would require 
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that the appropriate disclaimer notice be 
displayed on posters and on 
solicitations or express advocacy 
communications that are paid for by 
“any person” but are not authorized by 
any candidate. The proposed rules 
would also make clear that no 
disclaimer is necessary on solicitations 
made by a separate segregated fund to 
its permissible class of solicitees under 
11 CFR Part 114. 

Posters are a commonly used form of 
general public political advertising and 
solicitation. Persons seeking to comply 
with the Act and the Commission's 
regulations have not always been 
certain, however, whether posters are 
required to contain the disclaimer 
notice. The proposed rules would 
specifically include posters on the list of 
media which must include the 
disclaimer notice when used for 
solicitations or express advocacy 
communications. 

The proposed rules would revise 
current § 110.11(a)(1}{iv) to conform with 
the Act and the remaining provisions of 
§ 110.11(a)(1) by requiring that 
solicitations and express advocacy 
communications paid for by “any 
person,” which communications or 
solicitations are not authorized by a 
candidate, include the appropriate 
disclaimer notice. See proposed 
§ 110.11(a)(1)(iii). 

A second revision contained in 
proposed § 110.11(a)(1){iii) would add 
the phrase “or in opposition to”, to make 
clear that independent expenditure 
advertisements which expressly 
advocate the election or defeat of a 
clearly identified candidate must carry 
the required notice. 

The proposed regulations would also 
state that a solicitation by a separate 
segregated fund made to its permissible 
class need not contain a disclaimer 
notice. This revision would follow a 
recent Commission advisory opinion in 
this area, AO 1980-71. 

Finally, a proposed addition to 
§ 110.11(a)(2) has been drafted. This 
new provision would provide a second 
exception from the requirement to 
display a disclaimer notice. The new 
exemption would apply to 
advertisements on very tall structures, 
such as water towers, and for skywriting 
since the disclaimer would be 
unreadable. 
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PART 110—CONTRIBUTION AND 
EXPENDITURE LIMITATIONS AND 
PROHIBITIONS 


It is proposed to revise 11 CFR 
110.11(a) as follows: 


§ 110.11 Communications; advertising. 

{a)(1) Except as provided at 11 CFR 
110.11({a)(2), whenever any person 
makes an expenditure for the purpose of 
financing communications expressly 
advocating the election or defeat of a 
clearly identified candidate, or solicits 
any contribution, through any 
broadcasting station, newspaper, 
magazine, outdoor advertising facility, 
poster, direct mailing or any other form 
of general public political advertising, a 
disclaimer meeting the requirements of 
paragraph (a)(1) (i), (ii), (iii) or (iv) of 
this section shall appear or be presented 
in a clear and conspicuous manner to 
give the reader, observer or listener 
adequate notice of the identity of 
persons who paid for or who authorized 
the communication. Such person is not 
required to place the disclaimer on the 
front face or page of any such material, 
except on communications, such as 
billboards, that contain only a front 
face. 

(i) Such communication, including any 
.vlicitation, if paid for and authorized 
by a candidate, an authorized committee 
of a candidate, or its agent, shall clearly 
state that the communication has been 
paid for by such authorized political 
committee; or 

(ii) Such communication including any 
solicitation, if authorized by a 
candidate, an authorized committee of a 
candidate or an agent thereof, but paid 
for by any other person, shall clearly 
state that the communication is 
authorized by such candidate, 
authorized committee or agent and is 
paid for by such other persons; or 

(iii) Such communication including 
any solicitation, if made on behalf of or 
in opposition to a candidate, but paid for 
by any other person and not authorized 
by a candidate, authorized committee of 
a candidate or its agent, shall clearly 
state that the communication has been 
paid for by such person and is not 
authorized by any candidate. 

{iv)(A) For solicitations directed to the 
general public on behalf of an 
unauthorized political committee, such 
solicitation shall clearly state the full 
name of the person who paid for the 
communication. 

(B) For purposes of this section, 
whenever a separate segregated fund 
solicits contributions to the fund from 
those persons it may solicit under the 
applicable provisions of 11 CFR Part 114, 
such communication shall not be 


considered a form of general public 
advertising and need not contain the 
disclaimer set forth in paragraph 
(a)(1}{iv){A) of this section. 

(2) The requirements of 11 CFR 
110.11(a)(1) do not apply to bumper 
stickers, pins, buttons, pens and similar 
small items upon which the disclaimer 
cannot be conveniently printed. The 
requirements of paragraph (a)(1) of this 
section do not apply to skywriting, 
watertowers or other advertisements of 
such a nature that the use of a 
disclaimer is impracticable. 


* * * * * 


Certification of no Effect Pursuant to 5 
U.S.C. 605(b) Regulatory Flexibility Act 


I certify that the attached proposed 
rules will not, if promulgated, have a 
significant economic impact on a 
substantial number of small entities. The 
basis for this certification is that no 
entity is required to make any 
expenditures under the proposed rules. 

Dated: January 21, 1982. 

Frank P. Reiche, 

Chairman, Federal Election Commission. 
[FR Doc. 82-2000 Filed 1-26-82; 8:45 am] 

BILLING CODE 6715-01-M 


DEPARTMENT OF THE INTERIOR 
National Park Service 
36 CFR Part 7 


Cuyahoga Valley National Recreation 
Area; Aicoholic Beverages 


AGENCY: National Park Service, Interior. 
ACTION: Proposed rule. 


sumMARY: The purpose of this regulation 
is to establish restrictions on the 
consumption of beer and alcoholic 
beverages within Cuyahoga Valley 
National Recreation Area, to reduce the 
adverse impact on the park resources 
and to ensure the safety of park visitors. 
DATE: Written comments, suggestions, or 
objections will be accepted until 
February 26, 1982. 

appress: Comments should be directed 
to: Superintendent, Cuyahoga Valley 
National Recreation Area, P.O. Box 158, 
Peninsula, Ohio 44264. 

FOR FURTHER INFORMATION CONTACT: 
Lewis S. Albert, Superintendent, 
Cuyahoga Valley National Recreation 
Area, Telephone: (216) 650-4414. 


SUPPLEMENTARY INFORMATION: 
Background 


This regulation being proposed by the 
National Park Service, is designed to 
provide greater resource and visitor 
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protection. Cuyahoga Valley National 
Recreation Area was established to 
preserve the scenic, cultural, natural, 
and historic qualities of the Cuyahoga 
river valley for all time and for the 
benefit and enjoyment of the people. 
Visitors from throughout the States 
come to rediscover the beauty of nature. 
the peace of the countryside or the 
substance of the past, relax in the open 
spaces set aside for recreation, and 
enjoy the cultural experiences available 
in the park. 

With increasing regularity, persons 
who visit the park to enjoy the natural 
setting find that many of the available 
parking spaces are occupied by persons 
pursuing interests not compatible with 
the stated purposes of the park. The 
open consumption of beer and alcoholic 
beverages has had an adverse impact on 
the use and enjoyment of the park as an 
important natural and historic area. The 
excessive levels of this activity seem to 
be partially caused by prohibitions 
against consuming alcoholic beverages 
in State and local parks, and the strict 
enforcement of these prohibitions by 
local law enforcement agencies. Given 
these circumstances, Cuyahoga Valley 
National Recreation Area has become 
an attraction to many people simply 
because it is a park where consumption 
of alcoholic beverages is not prohibited. 

Additionally, the use of alcohol leads, 
in many cases, to disruptive behavior 
which conflicts with other uses of the 
park. Possession of marijuana and other 
controlled substances, vandalism, motor 
vehicle violations, unsafe acts, 
obstreperous behavior and disorderly 
conduct are all associated with the 
consumption of alcoholic beverages in 
the park to the detriment of the visitor 
who would benefit from the park’s 
legislated program. Violations of the 
liquor laws and related incidents in the 


- visitor use areas. In 1979, 605 written 


warnings or courtesy tags were written 
in Virginia Kendall, the only developed 
unit for visitor use operated by the NPS. 
Of these, 358 were for alcoho! violations. 
The same year, 190 citations were 
written, and of these, 56 were for 
violations of the liquor laws. Six 
disorderly conduct cases, all related in 
the consumption of alcohol, occurred in 
1979. 

The implementation of this proposal 
restricting the consumption of alcoholic 
beverages will significantly reduce 
problems associated with heavy use of 
the park. This will have the effect of 
making the park more readily usable by 
visitors who want to relax in the 
pristine, natural environment and will 
produce a more peaceful atmosphere 





3798 


complimentary to the natural and 
historic setting. 


Public Participation 


The policy of the Department of the 
Interior is, whenever practicable, to 
afford the public an opportunity to 
participate in the rulemaking process. 
Accordingly, interested persons may 
submit written comments, suggestions, 
or objections regarding the proposed 
regulation to the address noted at the 
beginning of the rulemaking. 


Drafting Information 


The following persons participated in 
the writing of this regulation: Robert J. 
Byrne, Chief Ranger; Gordon Wissinger, 
Park Ranger; and Judith L. Chovan, 
Resource Management Technician. 


Compliance with Other Laws 


Pursuant to the National 
Environmental Policy Act (42 U.S.C. 
4332), the Service has prepared a draft 
environmental assessment. Copies of 
the environmental assessment are 
available for public review and 
comment in the office of the park 
superintendent. 

This rulemaking contains no 
provisions that would entail the 
collection of information in such manner 
as would be subject to the Paperwork 
Reduction Act (44 U.S.C. 3501 et seq.). 

The Service has determined that this 
rulemaking is not a “major rule” within 
the meaning of Executive Order 12291 
(46 FR 13193, February. 19, 1981), and 
that this rulemaking would not have a 
“significant economic effect on a 
substantial number of small entities,” 
nor will they require the preparation of a 
regulatory analysis within the meaning 
of the Regulatory Flexibility Act, 94 Stat. 
1164, 5 U.S.C. 601 et seq.). 

(Section 3 of the Act of August 25, 1916, 39 
Stat. 535, as amended (16 U.S.C. 3)) 

J. Craig Potter, 

Acting Assistant Secretary for Fish and 
Wildlife and Parks. 


PART 7—SPECIAL REGULATIONS, 
AREAS OF THE NATIONAL PARK 
SYSTEM 


In consideration of the foregoing, it is 
proposed to amend Part 7 of Title 36 of 
the Code of Federal Regulations by the 
addition of a new section as follows: 


§7.17 Cuyahoga Valley National 
Recreation Area, Ohio. 


(a) Alcoholic beverages. (1) 
Possession. The possession of a bottle, 
can, or other receptacle, containing an 
alcoholic beverage which has been 
opened, or a seal broken or the contents 
of which have been partially removed is 
prohibited, except in residence or other 


areas specifically authorized by the 

superintendent as to time and place. 
(2) Definition —Alcoholic beverages. 

Any liquid beverage containing 42 to1 

percent or more of alcohol by weight. 

{FR Doc. 82-2091 Filed 1-26-82; 8:45 am] 

BILLING CODE 4310-70-M 


ENVIRONMENTAL PROTECTION 
AGENCY 


40 CFR Part 180 
[PH-FRL-2036-1; PP 9F2220/P210] 


Sodium Chlorate; Proposed Exemption 
From the Requirement of a Tolerance 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Proposed rule. 


SUMMARY: This notice proposes that the 
defoliant, desiccant, and fungicide 
sodium chlorate be exempted from the 
requirement of a tolerance for residues 
when used on the raw agricultural 
commodity guar beans. This proposal 
was submitted by the Interregional 
Research Project No. 4 (IR-4). This 
amendment to the regulation would 
eliminate the need to establish a 
maximum permissible level for residues 
of sodium chlorate in or on guar beans. 


DATE: Written comments must be 
received on or before February 26, 1982. 


ADDRESS: Written comments to: Donald 
R. Stubbs, Emergency Response Section, 
Registration Division (TS-767(C), 
Environmental Protection Agency, 401 M 
St., SW., Washington, DC 20460. 


FOR FURTHER INFORMATION CONTACT: 
Donald Stubbs (703-557-7123). 
SUPPLEMENTARY INFORMATION: The 
Interregional Research Project No. 4 (IR- 
4), New Jersey Agricultural Experiment 
Station, PO Box 231, Rutgers University, 
New Brunswick, NJ 08903, has submitted 
pesticide petition number 9E2220 to EPA 
on behalf of the IR-4 Technical 
Committee and the Agricultural 
Experiment Stations of Arizona, 
Oklahoma, and Texas. 

This petition requested that the 
Administrator, pursuant to section 
408(e) of the Federal Food, Drug, and 
Cosmetic Act, propose the 
establishment of an exemption from the 
requirement of a tolerance for residues 
of sodium chlorate in or on guar beans 
when it is used in accordance with good 
agricultural practice as a desiccant in 
guar bean (seed) production. 3 

The data submitted in the petition and 
all other relevant material have been 
evaluated. The pesticide is considered 
useful for the purpose for which the 
tolerance is sought. 
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The only part of the guar plant which 
is consumed by humans is a gum which 
is extracted from the seeds and used as 
a stabilizer in ice cream. After the gum 
is extracted, the remaining part of the 
seed is used as an animal feed 
supplement in a manner similar to that 
of cottonseed meal in livestock rations. 
Residues have been found on guar 
plants but they are of no concern 
because the plants are left in the field 
and will not be grazed or fed to 
livestock. No detectable residues are 
expected in guar seeds or processed 
products of guar seeds, nor secondary 
residues in meat, milk, poultry, or eggs. 
Any increase in human dietary exposure 
from this use would be nominal. 

The metabolism of sodium chlorate in 


plants is adequately understood for the 


proposed use. The analytical method is 
nonspecific and unsuitable for 
enforcement purposes. However, little 
need for enforcement action is 
anticipated under an exemption and the 
analytical method is suitable for 
determination of gross misuse. There are 
presently no actions pending against the 
continued registration of this chemical. 

Based on the above information 
considered by the Agency, the 
exemption from the requirement of a 
tolerance for residues of sodium 
chlorate in or on guar beans established 
by amending 40 CFR 180.1020 would 
protect the public health. It is proposed, 
therefore, that the exemption be 
established as set forth below. 

Any person who has registered or 
submitted an application for registration 
of a pesticide, under the Federal 
Insecticide, Fungicide, and Rodenticide 
Act (FIFRA) as amended, which 
contains any of the ingredients listed 
herein, may request, on or before 
February 26, 1982, that this proposed 
rulemaking be referred to an Advisory 
Committee in accordance with section 
408(e) of the Federal Food, Drug, and 
Cosmetic Act. 

Interested persons are invited to 
submit written comments on this 
proposed regulation. Comments must 
bear a notation indicating the document 
control number “[PP 9E2220/P210]”. All 
written comments filed in response to 
this petition will be available in the 
Emergency Response Section at the 
address given above from 8:00 a.m. to 
4:00 p.m., Monday through Friday, 
except legal holidays. 

As required by Executive Order 12291, 
the EPA has determined that this 
proposed rule is not a “Major” rule and 
therefore does not require a Regulatory 
Impact Analysis. In addition, the Office 
of Management and Budget (OMB) has 
exempted this proposed regulation from 
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the OMB review requirements of 
Executive Order 12291, pursuant to 
section 8(b) of that Order. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L. 96- 
534, 94 Stat. 1164, 5 U.S.C. 601-612), the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4, 1981 (46 
FR 24950). 


Dated: January 12, 1982. 
(Sec. 408(e), 68 Stat. 514 (21 U.S.C. 346(a){e))) 
Douglas D. Campt, 
Director, Registration Division, Office of 
Pesticide Programs. 


PART 180—TOLERANCES AND : 
EXEMPTIONS FROM TOLERANCES 
FOR PESTICIDE CHEMICALS IN OR ON 
RAW AGRICULTURAL COMMODITIES 


Therefore, it is proposed that 40 CFR 
180.1020 be revised by adding and 
alphabetically inserting the raw 
agricultural commodity guar beans to 
read as follows: 


§ 180.1020 Sodium chicrate; exemption 
from the requirement of a tolerance. 
Sodium chlorate is exempted from the 
requirement of a tolerance for residues 
in or on chili peppers, corn fodder, corn 
forage, corn grain, cottonseed, grain 
sorghum, guar beans, rice, rice straw, 
safflower seed, sorghum fodder, 
sorghum forage, soybeans, and 
sunflower seed when used as a 
defoliant, desiccant, or fungicide in 
accordance with good agricultural 
practice in the production of chili 
peppers, corn, cotton, guar beans, rice, 
safflower seed, sorghum, soybeans, and 
sunflower seed. 
{FR Doc. 82-1850 Filed 1-26-82; 8:45 am] 
BILLING CODE 6560-32-M 


FEDERAL COMMUNICATIONS 
COMMISSION 


47 CFR Parts 2, 15 and 90 
(Gen. Docket No. 82-9; RM-3747; FCC 82-4} 
Regulatory Recognition of Power Line 


Carrier Operations of Electric Utilities 
Operating in a Certain Frequency Band 


AGENCY: Federal Communications 
Commission. . 
ACTION: Proposed rule. 


summary: The Federal Communications 
Commission is proposing to revise its 
Rules in response to a petition for 


rulemaking to provide regulatory 
recognition for power line carrier (PLC) 
operations of electric utility companies. 
PLC systems are designed to provide 
protection and control for the electric 
transmission systems which supply the 
nation’s electrical power needs and 
presently operate on an unlicensed 
basis. This action will not alter the 
present unlicensed and unallocated 
status of PLC’s. The proposed changes 
involve the initiation of a notification 
procedure and associated data base to 
interface operations with licensed users 
of the spectrum. The need to establish a 
Frequency Table Footnote is also 
discussed. The rulemaking should 
benefit all concerned by helping 
establish a mechanism to help anticipate 
and avoid mutual interference problems. 
DATES: Comments are due by April 6, 
1982 and replies by May 6, 1982. 
ADDRESS: Federal Communications 
Commission, 2025 “M” Street, N.W.., 
Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Mr. Sam Tropea/Mr. George Sarver, 
Office of Science and Technology, 2025 
“M” Street NW., Washington, D.C. 
20554, (202) 653-8167. 
SUPPLEMENTARY. INFORMATION: 

Adopted: January 13, 1982. 

Released: January 29, 1982. 


In the matter of amendment of Parts 2, 
15 and 90 of the Commission's Rules to 
provide regulatory recognition for power 
line carrier operations of electric utilities 
in the bands 10-490 kHz, Gen. Docket 
No. 82-9, RM-3747. 


I. Introduction 


1. The Commission has under 
consideration a petition in the above- 
entitled matter filed by the Utilities 
Telecommunications Council ! 
(hereinafter UTC). The petition requests 
that Parts 2, 15 and 90 of the 
Commission's Rules be amended to 
provide appropriate regulatory 
recognition for electric power utility 
Power Line Carrier (PLC) systems in the 
10 to 490 kHz frequency band. The 
petition also suggests the establishment 
of a data base and a notification 
procedure so that band occupants can 
cooperate in minimizing or eliminating 
mutual interference. 

2. Sixty-three Comments and three 
Reply Comments were filed in the 
proceeding. Both supportive and 
opposing Comments were received and 
a list of the commenters is contained in 
Appendix A. One late Comment was 
accepted for filing two days after the 


‘UTC is the national representative on 
telecommunications matters for the nation's electric, 
gas, water and steam utilities. 


February 4, 1981, closing date for 
submission of Reply Comments. 


Ii. System Description 


3. Power Line Carrier (PLC) is a 
telecommunications technique used by 
the electric power utility entities for 
protective relaying, general supervision 
of their power systems, and voice 
communications. The technique uses the 
power transmission lines as the 
propagation medium for the radio 
frequency signals with the PLC 
transmitters and receivers being coupled 
to the power transmission lines by 
means of matching networks. PLC 
systems serve to protect, control, and 
operate the bulk power systems from the 
generating plants to the load centers. 
Because power transmission lines and 
equipment are subject to lightning 
damage, storm disruption, insulation 
failure and other fault causing 
conditions, PLC systems are needed as 
the communications link for quick and 
automatic isolation of malfunctions from 
the rest of the power system. 

4. The electrical power system 
includes the electric transmission 
system which transport the energy from 
the generating plant to the substation 
segment and the electric distribution 
system which connects the substation to 
the customer. The petitioner, in his 
November 4, 1980 Reply Comments to 
AT&T, agreed that distribution and 
transmission systems could be 
considered separately and for the 
purpose of this proceeding Commission 
action will be limited to consideration of 
electric transmission systems. 

5. PLC systems operate between 10 
and 490 kHz using low power 
transmitters. Both Government and non- 
Government PLC systems operate in this 
band and there are more than 2000 
electrical entities using approximately 
20,000 PLC terminals. In addition to 
delivering energy to various points in 
the U.S., transmission lines also 
transport energy between the U.S. and 
Canada and between the U.S. and 
Mexico and, accordingly, the use of the 
PLC techniques does have international 
implications. 


It. Regulatory History 


6. While PLCs have operated on an 
unlicensed basis, the Commission has 
had much contact with these systems. 
The Commission's rules with regard to 
low power devices including carrier 
current systems date from 1938. Formal 
rulemaking proceedings commenced on 
August 26, 1938. The Commission invited 
interested parties to comment on 
proposed regulations governing the 


operation of low power devices and to 





attend an informal conference on 
September 19, 1938. On November 21, 
1938 2 the Commission adopted Rules 
and Regulations concerning the 
operation of low power radio frequency 
electrical devices. That rulemaking 
action established Part 25 of the Rules 
which in 1939 was renumbered Part 2, 
and in 1948 became what is now Part 15 
of the Commission’s Rules. In the early 
years, while the need to regulate low 
power devices was accentuated by a 
growing problem with interference, the 
governing principle of regulation was 
that if the low power devices in question 
limited radiation to a level that would 
not cause harmful interference to 
established radio services, there would 
appear to be no engineering reason to 
suppress their use. 

7. In an information bulletin * 
concerning low power radio frequency 
electrical devices for control purposes, 
dated October 27, 1939, the term “carrier 
current systems” was used in discussing 
energy coupled to power lines. Again in 
the NPRM in Docket 9288 adopted April 
13, 1949‘ carrier current systems were 
classified as restricted radiation 
devices * and it was proposed that they 
be allowed to operate between 10 to 200 
kHz. That Docket also recognized that 
many types of unlicensed low power 
operation existed including those power 
line maintenance. 

8. A Further Notice of Proposed Rule 
Making *in Docket 9288 adopted on 
April 14, 1954, noted opposition to 
limiting carrier current devices to the 
10-200 kHz band and proposed to permit 
their use between 10 to 425 kHz. The 
Commission in its Third Notice of 
Proposed Rule Making 7 in Docket 9288, 
adopted on November 8, 1956, proposed 
to define a “low power communications 
device” as a restricted radiation device 
used for the transmission of signs, 
signals (including control signals), 
writing, images and sounds or 
intelligence of any nature by radiation 
of electromagnetic energy. Operation of 
low power communications devices 
below 500 kHz was proposed between 


? The date was determined from FCC Press 
Release No. 30678, dated 11/21/38. 

*FCC release number 37186 entitled “Information 
Relative to the Operation of Radio Controlled 
Phonograph Record Players and Other Types of Low 
Power Radio Frequency Electrical Devices Used for 
Control Purposes Over Very Short Distances.” 

*FCC Notice of Proposed Rule Making, April 23, 
1947 (14 FR 203). 

° A restricted radiation device is an unlicensed 
device in which the generation of radio frequency 
energy is intentionally incorporated into the design 
and in which the radio frequency energy is 
conducted along lines or is radiated. 

*Further Notice of Proposed Rule Making, April 
21, 1954 (19 FR 2319). . 

’ "See Third Notice of Proposed Rule Making, 
November 16, 1956 (21 FR 8950). 


10-490 kHz. The Third Report and. 
Order * in Docket 9288 adopted on July 
18, 1957, adopted this definition and 
provided for the operation of unlicensed 
low power communications devices in 
the band 10-490 kHz. 

9. On April 14, 1976, the Commission 
adopted a Notice of Proposed Rule 
Making ° in Docket 20780 to amend Part 
15 of the Rules to redefine and clarify 
the rules governing restricted radiation 
devices and low power communications 
devices. Paragraph 12 of that proceeding 
states in part: 

“Public utilities use carrier current systems 
extensively for performing a number of 
switching and controlling functions. Typically 
these systems are designed to have minimal 
interference effects. Experienced technicians 
maintain these systems, performance is 
checked periodically and any interference 
problem caused by such operation receives 
immediate attention.” 


While that rulemaking proceeding has 
not been finalized as yet, the document 
recognizes the importance of the 
functions performed by carrier current 
systems and suggests the need for 
specific rules concerning their operation. 


IV. Problems Confronting PLC Systems 


10. Power line carriers technically 
operate as wireline systems since they 
superimpose signals on electrical 
transmission lines. At the same time 
they do radiate and receive radio 
frequency energy and, thus, there is the 
possibility of interference between PLC 
and other radio systems operating on 
the same frequencies. As restricted 
radiation devices under Part 15 of the 
Commission's Rules, PLC systems can 
only operate on an unprotected, 
noninterference basis to licensed 
stations and receive no protection from 
licensed radio stations, UTC states that 
because of the low power used by PLC 
systems, interference from PLC to other 
users in the band will normally occur 
within about one mile or less from the 
transmission line. It is anticipated that 
this interference can be minimized if 
advance information is made available 
regarding the frequency of operation 
and the location of the other radio 
facility. 

11. On the other hand, UTC also states 
that interference to PLC systems from 
high powered radio communication and 
radio navigation systems operating on 
the same frequency is possible at much 
greater distances, up to 150 miles. In 
most cases the only remedial course of 
action available to the utility company 


*See Third Report and Order, July 25, 1957 (22 FR 
5895 


). 
* See Notice of Proposed Rule Making, April.29, 
1976 (41 FR 17938), 
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is to shift its PLC system to a different 
frequency than that used by the 
interfering station. Locating an available 
frequnecy, if any, and making the 
necessary equipment modifications can 
have a substantial cost effect on the 
electric utility company. 

12. The matter of interference 
potential between PLC and other users 
of the 10 to 490 kHz band has been 
highlighted by the establishment of an 
Ad Hoc Group by the Interdepartment 
Radio Advisory Committee (IRAC) to 
investigate the matter. The Group, 
designated as Ad Hoc 162, was formed 
by IRAC to address interference 
problems among carrier current systems, 
existing radio systems and proposed 
radio systems below 535 kHz. Ad Hoc 
162 has submitted a report dated April 7, 
1981, to IRAC recording its findings and 
recommendations concerning PLC. The 
recommendations and information 
contained in that report are discussed 
below in paragraph 28 et seq. 


V. Action Requested by Petitioner 


13. In an effort to provide a resolution 
to the mutual interference problems 
between PLC and radio users of the 
band, UTC’s petition proposes a 
regulatory framework so most 
interference situations can be 
anticipated and avoided. At the same 
time UTC recosgnizes that PLC 
operation in the band is only on an 
unprotected, noninterference basis and 
it does not propose that electric utlities 
be afforded allocation status. In this 
regard the petitioner acknowledges that 
PLC systems will still be required to 
change frequencies in those cases where 
such action is the only reasonable way 
of solving an interference situation with 
licensed users. Accordingly, without 
seeking allocation status, UTC proposes 
that means be considered to make band 
occupants aware of the presence of PLC 
systems and the important function they 
serve in fulfilling the nation’s power 
utility needs and thereby achieve some 
measure of cooperation to resolve 
interference situations. 

14. UTC in its petition suggested that 
the following four options were 
available to the Commission in the 
matter: 

a. Maintain status quo—do nothing. 

b. Include PLC systems in a frequency 
data base and require informal prior 
notification of new radio 
communications or radio navigation 
stations. 

c. Provide co-equal allocation status for 
PLC 


d, Add a U.S. Footnote to the allocation 
table to recognize and protect PLC 
systems. 
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UTC indicated its preference was the 
fourth option since a U.S. Footnote in 
the Table of Allocations would provide 
‘the necessary recognition of the 
importance of PLC, and suggested a 
draft footnote to reflect its concerns. In 
a letter dated April 20, 1981, UTC, by its 
attorneys, suggested a modification of 
its proposed footnote which 
incorporates provisions of the second 
and fourth options together. The letter 
suggests that the draft footnote provide 
recognition of PLC systems along with 
the provision that applicants for new or 
revised radio and PLC systems provide 
each other with prior notification 
concerning proposed facilities and 
cooperate in minimizing potential 
interference to the degree practicable. 

15. To effect the prior notification 
procedure, UTC suggests the 
establishment and maintainence of a 
national PLC data base to oversee the 
notification process. Prior notification 
would include the submission of 
information by the utilities to a 
notification activity which would advise 
the Government radio licensing agencies 
(for both Government and non- 
Government authorized users) of plans 
to install new or modified PLC facilities. 
Conversely, the process would include 
prior notification to the notification 
activity by the Government licensing 
agencies of plans to install new or 
modified licensed facilities. 


VI. Summary of Comments 


16. All supporting comments 
expressed agreement that PLC 
regulatory recognition is essential to 
insure continued reliability of electric 
service. The Department of Energy 
indicated its support for the petition and 
said it agrees with UTC regarding the 
use of PLC, how it works, the functions 
PLC's perform, their importance, and the 
continuing and growing need for PLC to 
protect and control electric transmission 
systems. The Tennessee Valley 
Authority (TVA) stated that there are 
inadequate regulatory provisions in the 
present Commission's Rules for PLC and 
the Union Electric Company submitted 
that this is an important use of the 
spectrum and vital to providing electric 
power to the public. The Southern 
California Edison Company indicated 
that PLC operation is in the public 
interest and that other systems such as 
those using microwave communications 
are not a viable alternative, particularly 
in congested urban areas. In this regard, 
the Northern States Power Company 
stated that it is critical to protect energy 
transmission lines and that PLC is the 
only practical and economic alternative 
that offers the needed protection. 
Commenters suc!: as the New York 


State Electric and Gas Company, and 
the Public Service Electric and Gas 
Company stressed that future growth in 
usage of electricity will require more 
generating and transmission facilities 
resulting in the need for increased PLC 
usage. Some commenters, e.g. the 
Allegheny Power System, stressed the 
importance of the technical operation 
aspects of PLC such as the isolation of 
electrical faults in 50 to 100 milliseconds 
to prevent damage to transmission 
facilities thereby maintaining power 
system stability and enhancing 
reliability of service to customers. The 
National Electric Manufacturers 
Association agreed that recognizing the 
existence and importance of PLC 
operation in the 10 to 490 kHz band is 
necessary and that a prior notification 
procedure would be beneficial to PLC 
system planning. 

17. Opposing comments were filed by 
licensed users of the band, unlicensed 
low power users of the band including 
The American Telephone and Telegraph 
Company (AT&T) and the Atlantic 
Research Corporation. Aeronautical 
Radio Incorporated (ARINC), Air 
Transport Association of America 
(ATA), and the Airline Operators and 
Pilots Association expressed the 
concerns of aircraft users that depend 
on nondirectional radiobeacons (NDB) 
operating in the 190 to 415 kHz band for 
navigational information during flight. 
These concerns include opposition to 
allocation status for PLC’s, delay of ° 
license processing for NDB’s due to 
coordination requirements, and possible 
impediment to the licensing of new 
users due to PLC recognition. In this 
regard, Atlantic Research also 
expressed its concern over the effect 
PLC recognition would have on existing 
and potential new users of the band. In 
addition, the United States Coast Guard 
(USCG), while it supports the idea of 
entering PLC's into a data base, 
expressed its concerns regarding PLC’s 
effects on Omega. LORAN, radiobeacon 
and radio directional finding stations. 
Megapulse, Inc., also expressed its 
concern for possible interference to 
LORAN-C operations and suggested 
that PLC operation be excluded from 
operating between 90-110 kHz. 

18. The majority of the opposing 
comments were submitted by unlicensed 
low power radio remote control device 
users who operate under Part 15 of the 
Rules. The comments of Dynascan 
Corp., which manufactures and sells 
radio remote control devices to control 
overhead traveling bridge cranes and 
other equipment to move heavy 
materials, are representative of the 
problems anticipated by the low power 


users. The concerns include the 
possiblilty of interference to radio 
remote control devices by PLC 
operations, the eventual institution of 
licensing requirements to regulate 
presently unlicensed operations, and the 
unfair advantage that would be afforded 
to PLC over other low power users of 
the 200-4SU kHz band. Finally, AT&T in 
its comments stated that while it does 
not oppose a footnote regarding PLC use 
for transmission facilities, it does object 
to the use of PLC for power distribution 
facilities. In this regard AT&T contends 
that the UTC does not address the 
different problems and needs of 
distribution PLC’s or the interference 
potential to local telephone subscribers. 

19. Reply Comments were filed by 
UTC and the Electronics Industry 
Association (EIA) in support of the 
petition and by the Manufacturers Radio 
Frequency Advisory Committee, Inc. 
(MRFAC) in opposition to the petition. 
MRFAC is a trade association 
representing licensees in the 
Manufacturers Radio Service and its 
comments reiterated the concerns stated 
by Dynascan Corp. regarding low power 
remote controls of material handling 
equipment. MRFAC restated its 
concerns that interference from PLC 
operations could result in 
malfunctioning of the lift equipment or 
could result in a hazard to safety of life 
and property. It also commented that the 
low power, unlicensed, efficient and 
cost effective use of the spectrum by 
remote control type equipment deserves 
recognition by the Commission and 
should not be disrupted by PLC systems. 
The Ad Hoc Power Line 
Communications and Load Management 
Committee of the ELA Communications 
Division indicated its support for the 
UTC petition as it concerns transmission 
facilities applications. However, EIA 
also stated that it shares some of the 
concerns of the opponents of the 
measure and that the rights of the other 
spectrum users in the band need to be 
protected. 

20. UTC in its Reply Comments 
responded to the concerns of the airline 
industry by reaffirming that it is not 
seeking co-equal allocation status and 
that throughout the 10-490 kHz band it 
desires and intends to retain a 
secondary status for PLC systems when 
they would interfere with existing or 
needed radio communication or 
radionavigation systems. While UTC 
originally requested a type of 
“permitted” status for PLC’s, it did 
modify its request to continue 
operations on a noninterference basis. 
Concerning AT&T's comments, UTC had 
no objection to handling PLC 





distribution systems in a separate 
rulemaking action. Here again, UTC , 
originally intended to include both PLC 
distribution and transmission systems in 
its petition, but, as mentioned earlier, in 
its reply comments it agreed that 
distribution and transmission systems 
could be considered separately. UTC 
also cited some test results made in 
New Jersey by an AT&T subsidiary, the 
equipment manufacturer and Bell Labs. 
The test allegedly demonstrated that 
when the distribution power line carrier 
system and the telephone company 
system were both operated under 
normal operating conditions there was 
no detectable harmful interference to 
telephone services. In reply to the USCG 
and Megapulse comments, UTC stated 
that in the record of the proceeding 
there is no documented evidence of 
interference into LORAN-C maritime 
radionavigation operations from PLC 
systems. UTC further points out its 
proposals are intended to provide a 
mechanism to anticipate and avoid 
interference and not to cause 
interference by PLC systems. 
Responding to the comments of 
unlicensed remote control device users 
such as Dynascan, UTC stated that no 
documented cases of interference from 
PLC were cited. It also pointed out that 
most transmission line PLC systems 
would be sufficiently distant from the 
areas where the control devices would 
be in use. Further, it said that control 
device users in large industrial areas are 
served by dedicated transformer banks 
that heavily attenuate PLC signals. In 
addition, UTC stated that its petiton 
should not result in the licensing of - 
remote control devices and that in 
regard to interference concerns, access 
to the proposed data base would be 
available to control device users and 
could help in anticipating and avoiding 
interference situations. 


VIL. Discussion 
A. Recognition of PLC 


21. The Commission recognizes the 
importance of PLC operations in 
monitoring and protecting the electrical 
transmission systems that supply energy 
to the nation’s homes and businesses. 
We also agree that because of the 
nationwide functions performed by PLC 
operations more regulatory provision is 
desirable and in the public interest. 
However, since PLC has operated under 
the unlicensed provisions of Part 15, the 
Commission's first concern is that any 
recognition of PLC systems not be 
interpreted as the promotion of PLC at 
the expense of other unlicensed Part 15 
users. Further, we agree with the 
comments of the Atlantic Research 


Corp. that regulatory action must not 
deny the use of the band 16-490 kHz 
either to new radio users, or to improved 
facilities by existing users. In addition, 
the Commission is in agreement with the 
coments that request avoidance of 
regulatory action that results in 
licensing delays. 

22. The Commission is concerned with 
the problems confronting PLC operators 
and seeks a solution that abates the 
problems experienced by power 
companies as well as being equitable to 
other users of the spectrum. UTC in its 
reply comments stated that it does not 
seek allocation status and the 
Commission agrees that continued 
operation in the band must be on an 
unprotected, moninterference basis to 
licensed users and at the same time on 
an equal basis to other unlicensed users 
operating under Part 15 provisions. 
Accordingly, the Commission agrees 
that regulatory recognition of PLC 
systems is desirable provided that a 
framework can be established that is 
equitable to all band occupants. On this 
basis, we will evaluate UTC’s request 
that a U.S. Footnote to the Table of 
Allocations and a notification procedure 
be enacted as the basis for recognizing 
PLC systems. 


B. Interference Concerns 


23. The major concern of commenters 
both from licensed and unlicensed users 
of the 10-490 kHz band involved the 
question of alleged interference from 
PLC operations. The U.S Coast Guard in 
its comments indicated that it operates 
four radionavigation systems 
susceptible to interference in the band— 
OMEGA (10-14 kHz); LORAN (90-110 
kHz); Radiobeacons (285-325 kHz), and 
Radio Direction-Finding (405-415 kHz). 
The aircraft interests expressed their 
concerns regarding the interference 
potential from PLC’s to the aeronautical 
radionavigation aids operating between 
190-415 kHz. Likewise, MRFAC and the 
low power equipment handling devices 
use the frequencies between 200-400 
kHz and suspect that increased 
interference from PLC systems may 
occur. 

24. According to the Department of 
Energy, some of the findings apparent 
from the investigation conducted by 
IRAC Ad Hoc 162, previously 
mentioned, indicate that: 

1. There are no specific cases showing 
PLC disruptive interference to existing 
radio communication and navigation 
systems. Military, LORAN-C, and 
OMEGA are specifically mentioned. 

2. There has been only one 
identifiable case of interference to an . 
aeronautical beacon. The beacon was 
installed after the PLC system was 
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already in service so the power 
company could not predict the problem. 

3. A frequency separation of 4 kHz 
and appropriate geographical separation 
between NDB and PLC systems would 
preclude interference problems. 

4. Some errors in Automatic Direction 
Finding {ADF) compasses in aircraft 
may be due to electric transmission 
lines, but not necessarily to PLC 
systems. : 

5. Since PLC systems operate at low 
powers the probability that they will 
cause interference to authorized radio 
services is low. 

The Commission considers the 
information submitted by DOE to be an 
affirmative indication that PLC and 
other radio or radionavigation systems 
can continue to operate compatibly. In 
addition, it would appear that 
compatibility would be further served 
by a prior notification procedure 
designed to anticipate and avoid 
interference situations before they arise. 
The USGG in its comments also 
recommended and agreed to cooperate 
in the establishment of an information 
exchange mechanism to reduce the 
economic and scheduling burdens on 
PLC and other carrier current system 
users. 

25. Concerning the interference to 
radio remote control devise users, it 
appears the petitioner has helped 
mitigate those concerris by agreeing to 
limit its proposals to transmission line 
PLC systems by withdrawing its 
proposals pertaining to distribution line 
PLC for the purpose of this rulemaking. 
The radio remote control devices in 
question have an effective operating 
range of 150 feet or less and most 
transmission line PLC systems would 
therefore be sufficiently distant from the 
areas where control devices would be in 
use. In addition, if most plants in 
industrial areas are serviced by single 
customer transformer banks, the PLC 
would be attenuated by 30 to 40 db 
according to UTC’s reply comments. 
Also, careful frequency selection and 
higher receiver sensitivity levels could 
be effective measures in avoiding 
interference. 

26. In regard to interference from PLC 
operations, several favorable 
observations can be noted for PLC. First, 
the near absence of reported 
interference from PLC systems appears 
to indicate that the present operations 
are reasonably compatible with other 
users of the band. Secondly, the 
petitioner is not proposing any 
modification to the existing mode of 
operation, i.e., increased operating 
power; or to operating authority, i.e.. 
licensing of PLC systems. Lastly, 
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operation will continue on an 
unprotected, noninterference basis to 
licensed users and on an equal basis 
with unlicensed users. We also realize 
that the near absence of documented 
interference complaints does not 
guarantee that there haven't been more 
interference problems or that there will 
be none in the future. However, 
continued operation on. a 
noninterference basis along with 
implementation of a notification 
procedure as proposed should help 
alleviate irterference concerns even in 
view of expected increases in band 
usage. 

27. At the same time, the Commission 
proposes to consider any data regarding 
the effects of PLC on LORAN-C and 
OMEGA operations to determine if 
adequate protection is provided. Should 
future information so indicate ihe 
Commission could consider haitrg 
future expansion of PLC in the 1u-14 
kHz" and 90-110 kHz band segments or 
even gradually eliminate PLC from those 
segments if justifiable. Specific 
comments are requested regarding the 
need and effects of continued.use of 
these bands by PLC systems. 


C. IRAC Input 


28. Because the frequencies. between 
10 to 490 kHz are allocated for 
Government as well as non-Government 
users, IRAC comments on behalf of 
Government users are considered to be 
very important to the proceeding. As 
indicated earlier, the IRAC appointed a 
special comniittee designated Ad Hoc 
162 to study, among other things, carrier 
current systems in the LF band. The 
Committee had representation from the 
Departments of Army, Navy, Air Force, 
Interior (Tennessee Valley Authority), 
Energy, and Transportation; The U.S. 
Coast Guard, The Federal Aviation 
Administration, the National 
Telecommunication and Information 
Administration and the FCC. In its 
report to the IRAC which was adopted 
with some amendments, Ad Hoc 162 
listed sixteen findings that it considered 
“major” based on information presented 
to the Committee. The following findings 
are listed because of their importance to 
this proceeding: 

a. PLC systems have an important and 
continuing impact on the national use of 
the spectrum below 535 kHz. 

b. Projections of growth for radio and 
PLC systems in this band show that 
usage will increase substantially in the 
future in most portions of the band. 


‘If the Final Acts of the 1979 World 
Administrative Radio Converence are adopted aé 
proposed, the radionavigation band would become 
9-14 kHz. 


c. There have been a number of 
known and/or suspected cases of 
interference from PLC systems to radio 
services; however, only four cases (two 
in the U.S. and two international) have 
been adequately documented before the 
IRAC. 

d. Theoretical and experimental 
studies as referenced in this report 
confirm that the potential for mutual 
interference between PLC systems and 
authorized radio services exist and the 
number of cases of interference is 
expected to increase as the number of 
all types of systems using the band 
grows. 

e. While PLC systems are regulated 
under NTIA Manual of Regulations and 
Procedures for Federal Radio Frequency 
Management Chapter’7 and Part 15 of 
the FCC Rules and Regulations, no 
formal procedures exist within the 
spectrum management community to 
resolve conflicts and to coordinate the 
use of frequencies between PLC systems 
and the authorized radio services since 
PLC have no allocated status. 

f. If there is to be technical regulation 
of PLC systems, the provisions of NTIA 
Manual of Regulations and Procedures 
for Federal Radio Frequency 
Management Chapter 7 and FCC Part 15 
are inadequate for technical regulation 
of PLC systems. 

g. There does not exist within 
Government or industry a centralized 
data base containing the location and 
technical characteristics of each existing 
PLC system. All Government frequency 
assignments are documented. 

The Ad Hoc Group recommendations 
included establishment of a data base 
for PLC systems in which all members 
agreed. The recommendations also 
included discussion of whether a 
footnote should be added to the 
National Table of Allocations to provide 
for recognition of PLC systems. The 
military members of the group objected 
to the inclusion of a footnote because 
they considered it would confer some 
type of allocation status for PLC. 
Regarding frequency provisions for 
PLC's, DOI/TVA and DOE 
recommended allowing PLC continued 
access to the entire band on a 
noninterference basis. The majority of 
the Ad Hoc Group members 
recommended that PLC have access to 
the entire 10-490 kHz except those 
portions allocated to OMEGA and 
LORAN-C (10-14 kHz and 90-110 kHz, 
respectively). 

29. While a consensus was not 
reached within IRAC regarding the Ad 
Hoc 162 Report, NTIA advised the 
Commission that the vast majority of the 
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IRAC.members concur in the following 
NTIA recommendation that: 

a. As a matter of general policy, 
allocation status should not be provided 
to uses which have been developed on 
an unprotected non-interference basis 
under Part 15 of the FCC rules or 
Chapter 7 of the NTIA Manual of 
Regulations and Procedures for Federal 
Radio Frequency Management. 

b. PLC system may continue to 
operate on an unprotected, 
noninterference basis under existing 
FCC and NTIA rules and regulations. 

c. The use of frequencies by PLC’s will 
be made known to radio service users in 
advance of such usage. 

d. Assignments of frequencies by the 
FCC and NTIA to radio service users 
will be made known to PLC users in 
advance of such use. 

e. Both PLC and radio service users 
will consider the exchanged data and 
will cooperate to the extent practicable 
to prevent major disruptions to services 
being conducted by each other. 

f. In the event of conflicting use of the 
spectrum, the PLC users will adjust to 
meet the requirements of the radio 
service users, or accept any interference 
as now required under existing rules 
and regulations. 

g. Language be placed in the 
appropriate portions of the FCC Rules 
and Regulations and the NTIA Manual 
of Regulations and Procedure for 
Federal Radio Frequency Management. 
(The recommended language appears 
later on in this notice. See paragraph 
32.) 

h. New uses of the spectrum by PLC 
systems in the bands 9-14 and.90-110 
kHz shall be discouraged because of the 
contemplated expanded use of the 
OMEGA and LORAN systems in these 
bands. 

i. These procedures have been 
developed as an exception, recognizing 
the importance of PLC systems to the 
electric utilities in providing power to 
the U.S. These exceptions shall not be a 
precedent to other users under FCC Part 
15 and NTIA Chapter 7. 

j. PLC users be encouraged to 
continue to develop and employ 
alternate means to transmit the 
necessary control of communications 
signals. . 

30. The work of Ad Hoc 162 and the 
NTIA recommendations emphasize the 
importance of this proceeding and the 
need for regulatory action to deal with 
the situation. The Commission also 
believes it is in close agreement with the 
recommendations of Ad Hoc 162 to 
IRAC concerning the need for a data 
base and notification procedure to 
minimize spectrum utilization problems. 





As we have previously indicated, any 
such action should not be interpreted to 
afford allocation status to PLC and they 
would continue to operate on a 
unprotected, noninterference basis. 


D. Footnote Implementation 


31. UTC in its petition and subsequent 
revisions thereto ™ suggests that a 
footnote be included in the Table of 
Frequency Allocations and 
recommended the following wording: 


US. . In the band 10-490 kHz, electric 
utilities operate Power Line Carrier (PLC) 
systems under the provisions of Part 15 of the 
Federal Communications Commission’s Rules 
and Regulations and Chapter 7 of the 
National Telecommunications and 
Information Administration’s Manual of 
Regulations and Procedures for Federal Radio 
Frequency Management on a noninterference 
basis to Services operating in accordance 
with the Table. These PLC systems utilize 
Hertzian waves conducted on power 
transmission lines for the purpose of 
telecontrol, teleprotection, telemetry and 
other communications important to the 
reliability and security of electric service to 
the public. Licensed users and prospective 
licensees in these bands as well as the 
electric utilities should be aware that their 
operations can cause mutual interference. 
Applicants for stations to be licensed in this 
band and electric utilities shall provide each 
other with prior notification of proposed new 
or modified facilities and will cooperate in 
minimizing potential interference. Nothing in 
this Footnote shall be construed to afford 
PLC systems allocation status. 


32. As indicated in the NTIA 
recommendations, the majority of the 
IRAC members favor appropriate 
language regarding PLC to be placed in 
the FCC and NTIA rules. While there is 
no unanimity whether the language 
should be in the form of a footnote or a 
remark to the allocation table or in some 
other rule part, IRAC suggests the 
following wording for such language: 


“In the spectrum below 490 kHz, electric 
utilities operate Power Line Carrier (PLC) 
systems on power transmission lines for 
communications important to the reliability 
and security of electric service to the public. 
These PLC systems operate under the 
provisions of Part 15 of the Federal 
Communications Commission's Rules and 
Regulations or Chapter 7 of the National 
Telecommunications and Information 
Administration's Manual of Regulations and 
Procedures for Federal Radio Frequency 
Management, on an unprotected, 
noninterference basis to authorized radio 
services. Notification of intent to place new 
or revised radio assignments or PLC 
frequency uses in the bands below 490 kHz 
shall be made in accordance with the Rules 
and Regulations of the FCC or NTIA, and 
users are urged to minimize potential 


"UTC in its reply comments dated 11/4/80 and in 
a letter dated 4/20/81 submitted modifications to 
language contained in its petition. 


interference to the degree practicable. 
Nothing in this remark shall be construed to 
afford PLC systems allocation status.” 


33. IRAC members opposing the 
implementation of a U.S. Footnote 
expressed their concern that such action 
would provide a measure of allocation 
status to PLC systems. On the other 
hand, they could agree to the placement 
of an NG (Non-Government) Footnote in 
the Commission’s rules along with 
similar language added to the NTIA 
Manual. The Commission’s feeling is 
that an NG note is, by definition, a 
stipulation applicable only to non- 
Government stations (See § 2.105(h)(3)). 
Also, it would remain unclear how this 
proposal would establish any permanent 
obligation on the part of the Government 
users to implement any changes with 
regard to PLC systems. The Commission 
therefore sees this alternative to be 
inadequate to accomplish the intended 
purpose. 

34. Accordingly, while the 
Commission agrees that descriptive 
language is necessary in specific FCC 
and NTIA rule parts, particularly with 
regard to the requirements and 
procedures for notification, we also 
consider it desirable to reference or 
initiate awareness to the specific rules 
by the use of a U.S. footnote in the FCC 
or NTIA frequency allocation tables. 
The purpose of such a footnote would 
not be to confer allocation status to PLC 
systems but rather to inform table users 
of the presence of PLC systems and to 
clearly set forth the basis for their usage 
of the frequencies. A footnote could 
possibly provide the most abbreviated 
and least cumbersome means of 
informing users of the affected portions 
of the radio spectrum of the presence of 
PLC systems in the band. Further, it 
would appear desirable to use the 
strength of a footnote to assure 
authorized users that PLC operation 
must be conducted on an unprotected, 
noninterference basis to services with 
allocated frequencies. Additionally, the 
language of the NTIA remarks has been 
agreed upon by a consensus of 
authorized government radio users and 
closely resembles the UTC language 
suggested. The Commission considers it 
appropriate for use if a U.S. Footnote 
were implemented. For these reasons 
the Commission believes the use of a 
U.S. Footnote as the mechanism to 
clearly set forth the basis for the 
recognition of PLC oprations in the 10- 
490 kHz band would be advantageous. 


E. Notification Procedure and Data Base 
Implementation 


35. The proposed footnote and 
remarks as discussed above state that 
notification be given of intent to 
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establish new or revised radio 
assignments or PLC uses. The purpose of 
notification is to provide a mechanism 
through which both PLC and radio 
service users can exchange particulars 
of their proposed station operations 
prior to commencement of operation. By 
cooperating in this notification 
procedure a means can be established to 
resolve frequency usage conflicts and to 
prevent major disruption to services. 
Cooperation between parties should be 
to the extent practicable and, in any 
event, the PLC users must realize that in 
the event conflicts on spectrum usage 
cannot be resolved on a cooperative 
basis, their operation on a nonallocated 
basis must adjust to meet the 
requirements of the authorized radio 
services. 

36. A two-way notification procedure 
is considered necessary for the 
approach to be effective. First it would 
require that the use of frequencies by 
PLC systems would be revealed to radio 
service users in advance of such use. To 
do this, notification of intended PLC 
frequency usage could be provided to 
the frequency liaison office for the FCC 
and NTIA by some notification activity 
for the utilities. Secondly, it would also 
require that the assignment of 
frequencies by the FCC (for non- 
government users) and NTIA (for 
government users) be made known to 
PLC users in advance of such use. The 
FCC and NTIA could supply appropriate 
application and licensing information 
concerning the radio user to the 
notification activity for the utilities as a 
means of notification. Thirdly, the 
procedure should be as simple and 
unburdensome as possible to the filer 
and the intended user should be able to 
expect to be alerted to a possible 
problem in a reasonable amount of time. 
The detailed procedure, including the 
handling of classified assignments, 
would be developed jointly by the FCC 
and NTIA. 

37. To effect this notification © 
procedure, it is proposed that the FCC 
and NTIA jointly designate a 
notification activity to establish a 
central point for the receipt and 
assembling of data regarding frequency 
usage. Since the FCC does not possess 
the resources to fulfill this function and 
since the services to be provided will be 
of great benefit to the power companies, 
they have indicted a willingness to 
assume this responsibility through a 
representative agency. The 
establishment of a data base would help 
the users of PLC systems anticipate and 
avoid interference situations and 
minimize the cost of changing frequency 
when interference results. This 
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procedure would provide for the 
expeditious dissemination of frequency 
usage information and avoid 
unnecessary FCC or NTIA regulatory 
involvement with an unlicensed user, 
which is consistent with current 
deregulatory objectives. Specific 
comments are invited concerning the 
proposed notification procedure and the 
notification activity discussed. 


F. Conditions of Operation 


38. Although not specifically 
identified, PLC Systems are subject to 
the general operating and 
noninterference requirements of a 
restricted radiation device under Part 15 
of FCC Rules. These systems, in general, 
have not been a source of harmful 
interference to radio reception, due in 
part to the cooperation and degree of 
responsibility shown by public utilities 
to correct identified radio interference 
problems. Therefore, we will continue to 
require the operation of these systems 
on a noninterference basis; i.e., the 
public utility will be held responsible for 
correcting radio interference problems. 
To make it clear that these systems are 
subject to this condition of operation, 
we are proposing a new § 15.8 for PLC 
operation. UTC in its petition did not 
propose specific technical standards for 
PLC operations. However, the 
Commission is aware of activities being 
conducted by the Power Engineering 
Society of the Institute of Electrical and 
Electronics Engineers concerning 
technical standards for PLC operations. 
Part of the objective of this new 
voluntary standard is to include specific 
technical guidelines to minimize the 
interference potential of PLC systems to 
other users of the radio spectrum. The 
Commission welcomes this efort by the 
industry and is hopeful that these 
standards can serve as guidelines to 
minimize interference. Thus, the 
Commission is not proposing additional 
standards at this time since allocation 
status is not being requested and 
continued operation on an unprotected, 
noninterference basis is contemplated 
for PLC’s under a new rule section in 
Part 15 of the rules. 


VIII. Proposals 


39. Because PLC’s provide protection 
and control to the electric transmission 
systems essential to supplying the 
nation’s electrical power needs, the 
- Commission considers regulatory 
recognition of these systems to be in the 
public interest. To effect this 
recognition, the Commission proposes to 
amend Parts 15 and 90 of its rules to 
cover non-government entities. Changes 
involving government stations would be 
implemented by the NTIA in their 


Manual of Regulations and Procedures 
for Federal Frequency Management. No 
rule change will be proposed that 
requires the licensing of PLC or other 
Part 15 users. Specifically, the 
Commission proposes to permit a 
notification activity to be created to 
exchange the operating parameters of 
PLC and licensed radio users in the 
band below 490 kHz; to develop those 
rules necessary to establish a 
notification procedure, and to maintain 
PLC’s in an unlicensed status operating 
on an unprotected, noninterference 
basis to licensed users but on an equal 
basis to other unlicensed users who are 
authorized to operate under the 
provisions of Part 15. 

40. Although the Commission as 
discussed earlier considers the U.S. 
Footnote approach to have merit, the 
Commission is hesitant to propose the 
establishment of a U.S. Footnote without 
the support of IRAC since the majority 
of the users affected are Government 
administered. Accordingly, the 
Gommission is requesting comments 
from the public on the proposed need 
and impact of a Footnote governing PLC 
operations. Specifically, the Commission 
is requesting comments regarding the 
following alternatives: 

a. Establish a U.S. Footnote to afford 
regulatory recognition to PLC’s. 

b. Establish an NG Footnote to afford 
regulatory recognition to PLC’s with 
similar language placed in the NTIA 
manual. 

c. Establish no footnote but 
incorporate the language and necessary 
elements of the footnote into Parts 15 
and 90 of the Commission's rules as 
proposed and into the NTIA manual. 

The Commission will also consider 
other alternatives that may be 
submitted. Based on the comments 
received, the Commission will evaluate 
the response to the alternatives and 
determine the course of action 
necessary with regard to footnote 
implementation and modification of Part 
2. 

41. Accordingly, it is proposed to 
amend Part 2, § 2.106, on the basis of the 
alternatives sugggested above regarding 
PLC systems if public response so 
warrants. It is also proposed to amend 
Parts 15 and 90 of the Commission's 
rules as follows: 

A. Section 15.3 is amended to indicate 
general operating conditions involving 
PLC systems. 

B. Section 15.7 is amended to exclude 
PLC devices. 

C. A new § 15.8 is added to Subpart A 
titled Operation of a PLC System. 

D. Section 90.63 is amended to add a 
new paragraph (h) to govern the 


notification and data base requirements 
applicable to PLC systems. 


IX. Procedural Matters 


42. For further information concerning 
procedures to follow with respect to this 
rulemaking proceeding, contact Sam 
Tropea (202) 653-8167. 

43. The proposed amendments to 
Parts 15 and 90 of the rules as set forth 
in Appendix B, are issued pursuant to 
the authority contained in sections 4{i) 
and 303(c), (h) and (r) of the 
Communications Act of 1934, as 
amended. 

44. Pursuant to applicable procedures 
set forth in § 1.415 of the Commission's 
Rules, interested persons may file 
comments on or before April 6, 1982, and 
reply comments on or before May 6, 
1982. All relevant and timely comments 
will be considered by the Commission 
before final action is taken in this 
proceeding. In reaching its decision, the 
Commission may take into 
consideration information and ideas not 
contained in the comments, provided 
that such information or a writing 
indicating the nature and source of such 
information is placed in the public file, 
and provided that the fact of the 
Commission's reliance on such 
information is noted in the Report and 
Order. 

45. For purposes of this non-restricted 
notice and comment rulemaking 
proceeding, members of the public are 
advised that ex parte contacts are 
permitted from the time the Commission 
adopts a notice of proposed rulemaking 
until the time a public notice is issued 
stating that a substantive disposition of 
the matter is to be considered at a 
forthcoming meeting or until a final 
order disposing of the matter is adopted 
by the Commission, whichever is earlier. 
In general, an ex parte presentation is 
any written or oral communication 
(other than formal written comments/ 
pleadings and formal oral arguments) 
between a person outside the 
Commission and a Commissioner or a 
member of the Commission's staff which 
addresses the merits of the proceedings. 
Any person who submits a written ex 
parte presentation must serve a copy of 
that presentation on the Commission's 
Secretary for inclusion in the public file. 
Any person who makes and oral ex 
parte presentation addressing matters 
not fully covered in any previously filed 
written comments for the proceeding 
must prepare a written summary of that 
presentation, on the day of oral 
presentation, that written summary must 
be served on the Commission's 
Secretary for inclusion in the public file, 
with a copy to the Commission official 
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receiving the oral presentation. Each ex 
parte presentation described above 
must state on its face that the Secretary 
has béen served, and must also state by 
docket number the proceeding to which 
it relates. See generally, § 1.1231 of the 
Commission's rules, 47 CFR 1.1231. A 
summary of these Commission 
procedures governing ex parte 
presentations in informal rulemaking is 
available from the Commission's 
Consumer Assistance Office, FCC, 
Washington, D.C. 20554. 

46. The rulemaking action contained 
herein does not propose any change to 
the present use of the frequencies in the 
10-490 kHz band and since operation by 
PLC users will continue to be on an 
unprotected, noninterference basis to all 
present and potential licensed users, 
large or small, no significant impact on 
primary users is expected. Accordingly, 

“the Commission certifies that sections 
603 and 604 of the Regulatory Flexibility 
Act do not apply to this proceeding. See 
U.S.C. 605(b). It is ordered, that a copy 
of this Notice shall be sent to the Chief 
Council for Advocacy of the Small 
Business Administration. 

47. In accordance with the provisions 
of § 1.419 of the Commission's Rules, an 
original and 5 copies of all statements, 
briefs or comments filed shall be 
furnished the Commission. Responses 
will be available for public inspection 
during business hours in the 
Commission's Public Reference Room in 
its headquarters in Washington, D.C. 
(Secs. 4, 303, 307, 48 Stat., as amended 1066, 
1082, 1083; 47 U.S.C. 154, 303, 307) 

Federal Communications Commission. 
William J. Tricarico, 
Secretary. 


Appendix A 


Comments Filed By: 


Aeronautical Radio Inc. (ARINC) and Air 
Transport Association of America (ATA) 

Airline Operator and Pilots Association 
(AOPA) 

Alabama Power Company 

Alleghany Power Company 

Allis—Chalmers Corporation 

Alumax Mill Products, Incorporated 

American Electric Power Service Corporation 

American Steel Foundries 

American Telephone and Telegraph 
Company (AT&T) 

Art Iron, Incorporated 

Arvin Automotives 

Atlantic Research Corporation 

Bridgeport Brass Company 

Butler Manufacturing Company 

Carolina Power and Light Company 

The Cleveland—Cliffs Iron Company 

The Cleveland Electric Illuminating Company 

Colt Industries 

Cyloops Corporation 


Detroit Edison Company 

Department of Energy 

DRW Chemical, USA 

Dynascan Corporation 

Edison Electric Institute 

Enamel Products and Plating Company 

Eveleth Mines 

General Electric Company (Fairfield, CN) 

General Electric Company (Pittsfield, MA) 

Intalco Aluminum Corporation 

Iowa Electric Light and Power Company 

Jemez Mountains Electric Cooperative, 
Incorporated 

Kerr—McGee Corporation 

Libbey—Owens—Ford Company 

Lukens Steel Company 

Marmon/Keystone Corporation 

The Master Products Company 

Megapulse, Incorporated 

Midco—Pipe and Tube, Incorporated 

National Electric Manufacturers Association 

New York State Electric and Gas Corporation 

Northern States Power Company 

Patapsco and Back Rivers Railroad Company 

Pittsburgh Tube Company 

Power Engineering Society, IEEE 

Public Service Electric and Gas Company 

Revere Copper Products, Incorporated 

Roberton and Swartz Incorporated 

Sholtz Equipment and Sales Company, ss « 
Incorporated 

Southern California Edison Company 

The Stacey Manufacturing Company 

Standard Tube of Detroit Corporation 

Tennessee Valley Authority (TVA) 

True Temper 

Union Camp Corporation 

Union Electric Company 

United Illuminating Company 

United States Coast Guard ({USCG) 

VARCO Prudent Metal Building Systems 

Virginia Electric Power Company 

Weyerhanser Company 

Weeling Pittsburg Steel Corporation 

The Wild Goose Association 


Reply Comments Filed By: 


Electronics Industry Association (EIA) 

Manufacturers Radio Frequency Advisory 
Committee (MRFAC) 

Utilities Telecommunications Council (UTC) 


Late Comments Filed By: 
Bethlehem Steel Corporation 
Appendix B 
Parts 15 and 90 of Chapter I of Title 47 


of the Code of Federal Regulations are 
proposed to be amended as follows: 


PART 15—RADIO FREQUENCY 
DEVICES 


1. Section 15.3 is revised to read as 
follows: 


§ 15.3 General conditions of operation. 
Persons operating restricted or 
incidental radiation devices (including 
Power Line Carrier Systems) shall not 
be deemed to have any vested or 
recognizable right to the continued use 
of any given frequency by virtue of prior 
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registration or certification of 
equipment, or on the basis of prior 
notification of use pursuant to § 90.63(h) 
of this chapter. Operation of these 
devices is subject to the conditions that 
no harmful interference is caused and 
that interference must be accepted that 
may be caused by other incidental or 
restricted radiation devices, industrial 
scientific or medical equipment, or from 
any authorized radio service. 

2. In § 15.7, the note is revised to read 
as follows: 


§ 15.7 General requirement for restricted 
radiation devices. 


(e) * * & 

Note.—Radio receivers, cable television 
systems, Class I TV devices, low power 
communications devices, and power line 
carrier systems are regulated elsewhere in 
this chapter and are not regulated by this 
section. 


3. A new § 15.8 is added to Subpart A 
to read as follows: 


§ 15.8 Operation of a Power Line Carrier 
System. 


(a) A Power Line Carrier System is a 
system of telecommunications used by 
the electric power utility entities for 
protective relaying, telemetering, 
general supervision of the power system 
and voice communications and operates 
by the transmission of radio frequency 
signals in the 10 to 490 kHz band by 
conduction over the power transmission 
lines of the system. 

(b) A power utility proposing to add a 
Power Line Carrier System or to make 
changes in an existing system shall 
submit the details of such installation or 
change to a notification activity as set 
forth in § 90.63(h) of this chapter. No 
notification to the FCC is required. 

(c) The operating parameters of a 
Power Line Carrier System (particularly 
the frequency) shall be selected to 
achieve the highest degree of 
compatibility with licensed users of the 
radio spectrum. A Power Line Cartier 
System shall operate on an unprotected, 
noninterference basis in acordance with 
§ 15.3 of this Part. If interference occurs, 
the power utility shall discontinue or 
adjust its operation, as required, to 
remedy the interference. 

(d) Power Line Carrier System 
apparatus shall be operated with the 
minimum power possible to accomplish 
the desired purpose. 

(e) The best engineering principles 
shall be utilized in the generation of 
radio frequency currents by Power Line 
Carrier Systems so as to guard against 
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interference to established radio 
services, particularly on the 
fundamental and harmonic frequencies. 

(f) Power Line Carrier System 
apparatus shall conform to such 
engineering standards as may from time 
to time be promulgated by the 
Commission. 


PART 90—PRIVATE LAND MOBILE 
RADIO SERVICES 


1. Section 90.63 is amended by the 
addition of a new paragraph (h) to set 
fo. ‘> the frequencies available for and 
the limitations placed on the use of 
power line carrier systems as follows: 


§ 90.63 Power Radio Service. 


* * * * * 


(h) The frequencies 10-490 kHz are 
used to operate electric utility Power 
Line Carrier (PLC) Systems on power 
transmission lines for communciations 
essential to the reliability and security 
of electric service to the public, in 
accordance with Part 15 of this chapter. 
Any electric utility fulfilling 
requirements in paragraph (a)(1) of this 
section may operate PLC systems and 
shall supply to a Federal 
Communicatioris Commission/National 
Telecommunications and Information 
Administration recognized notification 
activity, information on all existing and 
proposed systems for inclusion in a data 
base, such as the frequency, power, 
location of transmitter(s), and other 
technical and operational parameters, 
which would characterize the system's 
potential both to interfere with users in 
authorized radio services, and to receive 
destructive interference from these 
users. The notification activity shall 
notify the National Telecommunications 
and Information Administration and the 
Commission of these system 
characteristics prior to implementation 
of any proposed PLC system. The 
Federal Communications Commission 
and National Telecommunications and 
Information Administration shall supply 
appropriate application and licensing 
information to the notification activity 
regarding licensed radio stations 
operating in the band. PLC systems in 
this band operate on a noninterference 
basis to radio systems assigned 
frequencies by the NTIA or licensed by 
the FCC and are not protected from 
interference due to these radio 
operations. ~ 


. * * * . 


FR Doc. 82-2087 Filed 1-26-82; 8:45 am| 
BILLING CODE 6712-01-M 


47 CFR Part 74 


[BC Docket No. 81-793] 


Experimental, Auxiliary, and Special 
Broadcast and Other Program 
Distributional Services; Current Policy 
and Procedure; Order Extending Time 
for Filing Reply Comments 


AGENCY: Federal Communications 
Commission. 


ACTION: Proposed rule; extension of 
reply comment period. 


summary: The FCC extends the time for 
filing reply comments by two weeks in 
order to allow adequate time for 
comment on the merits of a petition for 
rule making filed by the Cetec Vega 
Corporation concerning 
re-channelization of certain frequencies 
available pursuant to Subpart H of Part 
74 of the Commission's Rules. It is felt 
that the Cetec Vega petition does not 
warrant an individual rule making 
proceeding and it has been included as a 
comment in this matter. However, due to 
a clerical oversight, the Cetec Vega 
petition was not placed in the BC 
Docket No. 81-793 file until five days 
after the comment period. The two week 
extension, made on the Commission's 
own motion, should afford all interested 
parties an adequate reply comment 
period. 

DATES: The period for filing reply 
comments is hereby changed from 
January 19, 1982, to and including 
February 2, 1982. 


ADDRESS: Federal Communications 
Commission, Washington, D.C. 20554. 


FOR FURTHER INFORMATION CONTACT: 
Steven D. Linn, Broadcast Bureau, (202) 
632-7698. 
SUPPLEMENTARY INFORMATION: 
Adopted: January 11, 1982. 
Released: January 13, 1982. 


In the matter of revision of Subparts 
D, E, F and H of Part 74 of the 
Commission’s rules to reflect current 
policy and procedure; order extending 
time for filing reply comments. 

1. On November 12, 1981, the 
Commission adopted a Notice of 
Proposed Rule Making (FCC 81-535) in 
the above-entitled matter which was 
released on November 25, 1981, and 
published in the Federal Register (46 FR 
60222) on December 9, 1981. 

2. Subsequently, the Commission 
received a petition for rule making dated 
December 7, 1981, by Earnest W. 
Pappenfus, President, Cetec Vega 
Corporation (Cetec Vega). Cetec Vega is 
a manufacturer of wireless microphones 
operated as low power auxiliary 
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stations pursuant to Subpart H of Part 74 
of the Commission's Rules. 

3. Cetec Vega notes that presently 
§ 74.802(b) of the Commission's Rules 
provides for assignment of channels in 
200 kHz increments starting 600 kHz 
above the lower edges of Channels 7 
through 13 and ending 600 kHz below 
the upper frequency limits of these 
channels. This yields 24 assignable 
frequencies per TV channel for low 
power auxiliary station operation; but in 
practice, the number of channels usable 
at a given location is limited to 6 due to 
adverse effects of transmitter and 
receiver intermodulaiton products. The 
number of usable channels can be 
doubled, says Cetec Vega, if certain 
midband channels are offset by 25 kHz 
or multiples thereof. For example, 
twelve intermodulation-free channels 
within TV Channel 7 (174-180 MHz) 
could be assigned as follows: 174.600, 
174.800, 175.025, 175.275, 175.550, 175.850, 
176.175, 176.550, 176.950, 177.400, 178.275 
and 178.825 MHz. It should be noted that 
the present 200 kHz minimum spacing 
between assignable frequencies would 
be satified under this proposal. 

4. In a December 22, 1981, letter to 
Cetec Vega, the Commission noted that 
while it has not yet had an opportunity 
to verify the calculations in the petition, 
the overall approach seemed 
straightforward and noncontroversial. 
Accordingly, rather than originate 
another rule making proceeding in 
response to the petition, it would be 
included as a comment in the above- 
mentioned proceeding, where its merits 
could be addressed in comments and 
reply comments. 

5. However, due to clerical oversight, 
the Cetec Vega petition and the 
Commission's December 22nd reply 
letter, were not placed in the BC Docket 
81-793 file until January 9, 1982, five 
days after the close of the comment 
period. 

6. We wish to solicit reply comments 
on the merits of the Cetec Vega petition 
but we believe that the present reply 
comment period, which expires on 
January 19, 1982, is inadequate for this 
purpose; and that the public interest 
would be served by a two week 
extension. 

7. Accordingly, it is ordered, that the 
time for filing reply comments in BC 
Docket 81-793 is extended to and 
including February 2, 1982. 

8. This action is taken pursuant to 
authority contained in sections 4(i) and 
303 of the Communications Act of 1934, 
as amerded, and § 0.281 of the 


_ Commission’s Rules. 





Federal Communications Commission. 
Martin A. Blumenthal, 

Acting Chief, Policy and Rules Division, 
Broadcast Bureau. : 
[FR Doc. 82-2089 Filed 1-26-82; 8:45 am| 

BILLING CODE 6712-01-M 


DEPARTMENT OF COMMERCE 


National Oceanic and Atmospheric 
Administration 


50 CFR Part 652 


Atlantic Surf Clam and Ocean Quahog 
Fisheries 


AGENCY: National Oceanic and 
Atmospheric Administration (NOAA), 
Commerce. 


ACTION: Notice of proposed quotas and 
request for comments. 


SUMMARY: Quotas for the surf clam and 
ocean quahog fisheries for 1982 are 
proposed for public review and 
comment. The quotas have been 
selected from a range defined as the 
optimum yield for each fishery. The 
quotas establish allowable harvests of 
surf clams and ocean quahogs from the 
fishery conservation zone in 1982. 
EFFECTIVE DATE: Comments will be 
accepted for 30 days, through February 
26, 1982. ° 

aAppress: Comments should be sent to: 
Management Division, Northeast 
Region, National Marine Fisheries 
Service, State Fish Pier, Gloucester, 
Massachusetts 01930-3097. A copy of a 
report on establishing the quotas is 
available for public inspection at this 
address; copies may be requested in 
writing. 

FOR FURTHER INFORMATION CONTACT: 
Frank Grice, (Chief, Management 
Division), 617-281-3600. 
SUPPLEMENTARY INFORMATION: Portions 
of Amendment 8 to the Fishery 
Management Plan for the Surf Clam and 
Ocean Quahog Fisheries were 
implemented by emergency interim 
regulations published on October 28, 
1981 (46 FR 53181). One of the provisions 
of the amendment directs the Secretary, 
in consultation with the Mid-Atlantic 
Fishery Management Council, to specify 
quotas for surf clams and ocean quahogs 
on an annual basis from within ranges 


which have been identified as optimum 
yield for each fishery. 


The harvest of surf clams during 1981 
exceeded the adjusted annual quota for 
the year by approximately 525,000 
bushels. Resource managers.and 
scientists recognized that this 
overharvest would occur, but believed 
that available information on harvests 
and the status of the resource showed 
that while optimum yield as specified 
was exceeded, harvest was consistent 
with the availability of the resource and 
the ability of the stock to sustain further, 
and perhaps greater, removals in the 
furture. A retroactive increase in the 
1981 quota to accommodate the 
overharvest was considered, but was 
found to be impractical and of little real 
value. To permit management to 
proceed with a clean slate under the 
provisions of the recent comprehensive 
amendment, the overharvest in 1981 will 
not be deducted from quotas for the 1982 
fishing year. The 1982 quotas were 
developed with full knowledge of the 
expected 1981 overharvest, and reflect 
the ramifications of that harvest on the 
condition of the resource. NOAA 
believes this action to be consistent with 
the requirements for conservation of the 
resource, and the intent and desire of 
the Council. 

To implement this regulatory 
provision for establishing quotas, the 
Regional Director has considered the 
following information: stock 
assessments; catch records and other 
relevant information concerning 
exploitable biomass and spawning 
biomass; fishing mortality rates; 
incoming recruitment; projected effort 
and catches; and areas likely to be 
reopened to fishing. Proposed quotas 
based on the information are published 
here for public review and comment: 


(Quotas in bushels) 


Mid-Atlantic Surf Clam.... 
New England Surf Clam. 
Quahog 


Much of the increase in the mid- 
Atlantic surf clam quota for 1982 is 
attributed to the Regional Director’s 
expectation that portions of the area 
now closed to surf clam fishing off 
Atlantic City, New Jersey will be 
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reopened during the year, and that 


significant amounts of surf clams will be 
taken from the reopened portions. 

Comments on these proposed quotas 
will be accepted for 30 days, through the 
date given above. Comments will be 
considered by the Secretary, who will 
determine appropriate final annual 
quotas for each fishery and publish - 
those quotas in the Federal Register. 

A final supplement to the 
Environmental Input Statement was 
filed with the Environmental Protection 
Agency on January 8, 1982. 


Classification 


This action is a prescribed 
management action taken under 50 CFR 
652.21 and is exempt from Sections 3, 4, 
and 7 of Executive Order 12291. 

The action is expected to have an 
incremental effect on the economy of 
less than $1 million annually, and is not 
expected to lead to an increase in costs 
or prices of more than 10 percent. The 
action will not adversely affect 
competition, investment, or productivity. 
Each of the recommended management 
measures is likely to produce net 
benefits to the fishery, the region, and 
the national economy. The measures 
have positive general impacts in that 
they tend to increase stability in the 
fishery and encourage the highest value 
use of the resource. 

The Administrator certified that 
Amendment 3 does not have a 
significant economic impact on a 
substantial number of small business 
entities and, therefore, does not require 
a regulatory flexibility analysis. This 
action is prescribed by Amendment 3, 
and consequently, is covered by the 
certification of Amendment 3. The 
conclusion of the regulatory impact 
review prepared for Amendment 3 was 
that determination of annual quotas is 
expected to result in net benefits to the 
fishery (i.e., small businesses), the 
region, and the national economy. 

No reporting and recordkeeping 
requirements are imposed by this action. 


(16 U.S.C. 1801 et seq.) 
Dated: January 21, 1982. 
Robert K. Crowell, 


Deputy Executive Director, National Marine 
Fisheries Service. 


[FR Doc. 82-2009 Filed 1-26-82; 8:45 am] 
BILLING CODE 3510-22-M : 





Notices 


This section of the FEDERAL REGISTER 
contains de“uments other than rules or 
proposed rules that are applicable to the 
public. Notices of hearings and 
investigations, committee meetings, agency 
decisions and rulings, delegations _of 
authority, filing of petitions and 
applications and agency statements of 
organization and functions are examples 
of documents appearing in this section. 


CIVIL AERONAUTICS BOARD 
{Order 82-1-94] 


Application of Reeve Aleutian Airways 
for Certificate Amendment Under 
Subart Q 


AGENCY: Civil Aeronautics Board. 
ACTION: Notice of Order to Show Cause 
(82-1-94). 


summary: The Board is proposing to 
authorize Reeve Aleutian Airways to 
provide all-cargo air transportation in 
Alaska between and among the points 
listed in its application. 

DATES: Objections: All interested 
persons having objections to the Board 
issuing the proposed certificate 
amendment shall file, and serve upon all 
persons listed below no later than 
February 16, 1982, a statement of 
objections, together with a summary of 
testimony, statistical data, and other 
material expected to be relied upon to 
support the objections. 

ADDRESSES: Objections to the issuance 
of a final order should be filed in Docket 
40266, and should be addressed to the 
Docket Section, Civil Aeronautics 
Board, Washington, D.C. 20428. 

In addition, copies of such filings 
should be served on Reeve Aleutian 
Airways; the mayor and airport manager 
of each city to which the pleading refers; 
and the Alaska Transportation 
Commission. 

FOR FURTHER INFORMATION CONTACT: 
Anne W. Stockvis, Bureau of Domestic 
Aviation, Civil Aeronautics Board, 1825 
Connecticut Avenue, N.W., Washington, 
D.C. 20428, (202) 673-5335. 
SUPPLEMENTARY INFORMATION: The 
complete text of Order 82-1-94 is 
available from our Distribution Section, 
Room 100, 1825 Connecticut Avenue, 
N.W., Washington, D.C. 20428. Persons 
outside the metropolitan area may send 
a postcard request for Order 82-1-94 to 
that address. 


By the Bureau of Domestic Aviation: 
January 20, 1982. 
Phgllis T. Kaylre- 
Secretary. 
{FR Doc. 62-2003 Filed *- 2-82; 8:45 am| 
BILLING CODE 6320. -:-M 


Commuter Fitness Determination; 


Astec Air East, Inc., et al. 


The Board is proposing to find the 
following carriers fit willing and able to 
provide commuter air carrier service 
under Section 419(c)(2) of the Federal 
Aviation Act, as amended, and that 
aircraft used in this service conform to 
applicable safety standards. 


Order, Applicant and Response Date 


82-1-75, Astec Air East, Inc. d.b.a. Astec Air 
East, Inc. and Republic Air Charter, 
February 8, 1982. 

82-1-76, Gold Coast Air, Inc., February 8, 
1982. 

82-1-79, Bemidji Aviation Service, Inc. d.b.a. 
Bemidji Airlines, February 8, 1982. 

82-1-86, Interstate Airlines, February 9, 1982. 

62-1-87, Trans-Mo Airlines, Inc., February 9, 
1982. 


All interested persons wishing to 
respond to the Board's tentative fitness 
determination shail serve their 
responses on all persons listed in 
Attachment A of the respective orders 
and file response or a*ditional data for 
Orders 82-1-75-76, -86, and -87 with the 
Special Authorities Division, Room 915, 
1825 Connecticut Avenue NW., 
Washington, D.C. 20428. 

The complete text of the orders is 
available from the Distribution Section, 
Room 100, 1825 Connecticut Avenue, 
Washington, D.C. 20428. Persons outside 
the metropolitan area may send a 
postcard request to the above address. 


FOR FURTHER INFO”™"12 TION CONTACT: 
Bureau of Domestic Aviation, Civil 
Aeronautics Board, 1825 Connecticut 
Avenue, Washington, D.C. 20428 for 
Orders 82-1-76, 79, & 87: Mr. J. Kevin 
Kennedy, (202) 673-5918, for Order 82-1- 
75: Mr. John McCamant, (202) 673-5082, 
and for Order 82-1-87: Ms. Patti Szrom, 
(202) 673-5088. 

By the Civil Aeronautics Board: January 21, 
1982. 
Phyllis T. Kaylor, 
Secretary. 
[FR Doc. 82-2002 Filed 1-20-62; 8:45 am| 
BILLING CODE 6320-01-M 
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[Docket 40269] 


Visit USA Fare/Export Inland Contract 
Rate Investigation; Postponement of ~ 
Prehearing Conference 


On January 19, 1982, Japan Air Lines 
Company, Ltd., Lufthansa German 
Airlines, Philippine Airlines. Inc., 
Singapore Airlines, Limited, and 
Swissair, Swiss Air Transport Company, 
Ltd., (collectively “Foreign Carriers”), 
moved for an extension of time to file 
their prehearing conference 
submissions. They request this 
extension in light of their pending 
petition for reconsideration of Board 
Order 81-11-182, which could affect the 
scope of this proceeding, and the length 
of time needed for consultation with 
overseas clients. Their motion states 
that counsel for each of the U.S. carriers 
in this proceeding, for the other foreign 
carrier, and for the Bureau of 
International Aviation are aware of the 
motion and do not object to the 
extension of time provided the filing 
date for their submissions would also be 
extended. 

Accordingly: 

Notice is hereby given that the 
prehearing conference in the above- 
entitled matter scheduled to be held on 
January 28, 1982 (46 FR 60866, December 
14, 1981) is hereby postponed until 
February 11, 1982, at 9:30 a.m. (local 
time) in Hearing Room “A”, Universal 
North Building, 1875 Connecticut 
Avenue, N.W., Washington, D.C. before 
the undersigned administrative law 
judge. 

The Bureau of International Aviation 
has already submitted its prehearing 
conference materials. All other parties 
shall submit their prehearing conference 
materials on or before February 5, 1982. 
Their submissions shall be limited to 
points on which they differ with the 
Bureau's submission and shall use the 
marking and lettering used by the 
Bureau to facilitate cross-referencing. 
The February 5 date is for actual 
delivery of materials and is not a 
mailing date. - 

Dated at Washington, D.C., January 19, 
1982. 

John M. Vittone, 
Administrative Law Judge. 

[FR Doc. 82-2004 Filed 1-26-82; 8:45 am] 
BILLING CODE 6320-01-M 
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COMMISSION ON CIVIL RIGHTS 


Florida Advisory Committee; Agenda 
and Notice of Open Meeting 


Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a meeting of the Florida Advisory 
Committee to the Commission will 
convene at 1:00 p.m., and will end at 6:00 
p.m., on February 26, 1982, at the 
Howard Johnson, 200 Second Avenue, 
South East, Miami, Florida 33131. The 
purpose of this meeting is to conduct 
orientation for the new members; 
discuss program planning for fiscal year 
1982; and appoint members to 
subcommittee(s). 

Persons desiring additional 
information or planning a presentation 
to the Committee, should contact the 
Chairperson, Teresa Saldise, 815 «1th 
West, 13th Court, Miami, Florida, (305) 
856-1363 or the Southern Regional 
Office, Citizens Trust Bank Building, 75 
Piedmont Avenue, North East, Room 
362, Atlanta, Georgia 30303, (414) 221- 
4391. 

The meeting will be conducted 
pursuant to the provisions of the Rules 
and Regulations of the Commission. 


Dated at Washington, D.C.. January 22, 
1982. 
John I. Binkley, 
Advisory Committee Management Officer. 
[FR Doc. 82-2005 Filed 1-26-82; 8:45 am} 
BILLING CODE 6335-01-M 


indiana Advisory Committee; Agenda 
and Notice of Open Meeting 


Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a meeting of the Indiana Advisory 
Committee to the Commission will 
convene at 7:00 p.m., and will end at 
10:00 p.m., on February 22, 1982, at the 
Northwest Indiana Open Housing 
Center, 650 South Lake Street, Gary, 
Indiana, 46403. The purpose of this 
meeting is to present an update of the 
Commission's and Committee’s program 
plans and budget status; and discuss the 
Indiana Housing Discrimination study. 

Persons desiring additional 
information or planning a presentation 
to the Committee, should contact the 
Acting Chairperson, Lotte Meyerson, 650 
North Tippecanoe Street, Gary, Indiana, 
46403, (219) 938-3910 or the Midwestern 
Regional Office, 230 South Dearborn 
Street, 32nd Floor, Chicago, Illinois, 
60604, (312) 353-7479. 

.The meeting will be conducted 
pursuant to the provisions of the Rules 
and Regulations of the Commission. 


Dated at Washington, D.C., January 22, 
1982. 
John I. Binkley, 
Advisory Committee Management Officer. 
[FR Doc. 82-2006 Filed 1-26-82; 8:45 am] 
BILLING CODE 6335-01-M 


DEPARTMENT OF COMMERCE 


Foreign-Trade Zones Board 
[Docket No. 6-82] 


Proposed Foreign-Trade Zone and 
Subzone, Portsmouth, New Hampshire; 
Application and Public Hearing 


Notice is hereby given that the New 
Hampshire State Port Authority has 
submitted an application to the Foreign- 
Trade Zones Board (the Board) for 
authority to establish a general-purpose 
foreign-trade zone in Portsmouth, New 
Hampshire, within the Portsmouth 
Customs port of entry, and requesting 
special-purpose subzone status for 
Nashua Corporation facilities in Nashua 
and Merrimack, New Hampshire, 
adjacent to the Lawrence, 
Massachusetts, Customs port of entry. 
The application was submitted pursuant 
to the provisions of the Foreign-Trade 
Zones Act, as amended (19 U.S.C. 81a- 
81u), and the regulations of the Board 
(15 CFR Part 400). It was formally filed 
on January 22, 1982. The applicant is 
authorized to make this proposal under 
Section 271-A:11 of the New Hampshire 
RSA. 

The general-purpose zone will cover 
10 acres within the Port Authority's deep 
water port facility at 555 Market Street 
on Portsmouth Harbor. Two multi- 
purpose buildings totaling 50,000 square 
feet are available for warehousing, 
display and processing operations. Open 
space is also available for the 
construction of new facilities. The Port 
Authority plans to operate the zone 
initially, but may select an independent 
operator as the project develops. 

The application contains evidence of 
the need for general zone services in the 
Portsmouth area. Prospective tenants 
have indicated an interest is using the 
zone for warehousing, distribution, 
testing and processing of industrial 
machinery, business machines and 
equipment, cable, electrical instruments, 
electronic items and leather goods. 

The proposed subzone sites are at 
Nashua Corporation's facilities in 
Nashua and nearby Merrimack. The 
corporation is an international 
manufacturer and distributor of 
photocopier and computer products and 
supplies, with its headquarters in 
Nashua. Its Nashua facility covers 14 
acres at 44 Franklin Street, Nashua, and 
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the one in Merrimack, some 5 miles 
distant, is located on a 101-acre parcel 
on Daniel Webster Highway, both being 
used for processing and international 
distribution. Zone procedures would be 
used mainly to assist the company in its 
reexport of service parts for copiers it 
has sold abroad and in the storage of 
chemicals used in the production of 
carbonless paper. The savings will help 
the company resist cost pressures to 
move these operations overseas. 

In accordance with the Board's 


regulations, an examiners committee 


has been appointed to investigate the 
application and report to the Board. The 
committee consist of: John J. Da Ponte, 
Jr. (Chairman), Director, Foreign-Trade 
Zones Staff, U.S. Department of 
Commerce, Washington, D.C. 20230; 
Edward A. Goggin, Assistant Regional 
Commissioner (Operations), U.S. 
Customs Service, Region I, 100 Summer 
Street, Boston, Massachusetts 02110; 
and Colonel C. E. Edgar, III, Division 
Engineer, U.S. Army Engineer Division 
New England, 424 Trapelo Road, 
Waltham, Massachusetts 02154. 

As part of its investigation, the 
Examiners Committee will hold a public 
hearing on February 25, 1982, beginning 
at 9:00 a.m., in the City Council 
Chambers, City Hall, 126 Daniels Street, 
Portsmouth. The purpose of the hearing 
is to help inform interested persons 
about the proposal, to provide an 
opportunity for their expression of 
views, and to obtain information useful 
to the examiners. 

Interested parties are invited to 
present their views at the hearing. They 
should notify the Board’s Executive ° 
Secretary of their desire to be heard in 
writing at the address below or by 
phone (202/377-2862) by February 19, 
1982. Instead of an oral presentation, 
written statements may be submitted in 
accordance with the Board’s regulations 
to the examiners committee, care of the 
Executive Secretary, at any time from 
the date of this notice through March 29, 
1982. Evidence submitted during the 
post-hearing period is not desired unless 
it is clearly shown that the matter is 
new and material and that there are 
good reasons why it could not be 
presented at the hearing. A copy of the 
application and accompanying exhibits 
will be available during this time for 
public inspection at each of the 
following locations: 


New Hampshire Port Authority, 555 
Market Street, Portsmouth, New 
Hampshire 03801 

Office of the Executive Secretary, 
Foreign-Trade Zones Board, U.S. 
Department of Commerce, Room 3721, 


« 
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14th and E Streets, NW., Washington, 
D.C. 20230 


Dated: January 22, 1982. 
John J. Da Ponte, Jr., 
Executive Secretary. 


{FR Doc. 62-2069 Filed 1-26-82; 8:45 am] 
BILLING CODE 3510-25-M 


international Trade Administration 


Ceramic Wail Tile From the United 
Kingdom; Preliminary Results of 
Administrative Review of Antidumping 
Finding and Intent To Revoke 


AGENCY: International Trade 
Administration, Commerce. 

ACTION; Notice of preliminary results of 
administrative review of antidumping 
finding and of intent to revoke. 


SUMMARY: The Department of 
Commerce has conducted an 
administrative review of the 
antidumping finding on ceramic wall tile 
from the United Kingdom. The review 
covers the one known exporter of this 
merchandise to the United States 
covered by the finding and the period 
January 1, 1980 through March 20, 1981. 
All sales by this exporter, H & R 
Johnson, Ltd., were made at not less 
than fair value for the above period. 
There is no indication of any sales at 
less than fair value since that time. 

As a result of this review the 
Department intends to revoke the 
finding. Interested parties are invited to 
comment on these preliminary results. 
EFFECTIVE DATE: January 27, 1982. 

FOR FURTHER INFORMATION CONTACT: 
Jonathan Seiger or Robert J. Marenick, 
Office of Compliance, International 
Trade Administration, U.S. Department 
of Commerce, Washington, D.C. 20230 
(202-377-2704/ 2496). 
SUPPLEMENTARY INFORMATION: 


Background 


On March 20, 1981, the Department of 
Commerce (“the Department”) 
published in the Federal Register the 
preliminary results of its first 
administrative review of and tentative 
determination to revoke the 
antidumping finding on ceramic wall tile 
from the United Kingdom. The review 
covered the period December 1, 1975 
through December 31, 1979. On June 11, 
1961, the Department published the final 
results of the administrative review and 
announced its intent to conduct the next 
administrative review by the end of May 
1982 (46 FR 30841). As required by 
section 751 of the Tariff Act of 1930 
(“the Tariff Act”) the Department has 
now conducted that administrative 
review. 


Scope of the Review 


Merchandise covered by this review is 
glazed ceramic wall tile, currently 
classifiable under item 532.2400 of the 
Tariff Schedules of the United States 
Annotated (TSUSA). The Department 
knows of only one exporter of ceramic 
wall tile from the United Kingdom to the 
United States still covered by the 
finding. That firm is H & R Johnson, Ltd. 
The review covers the period January 1, 
1980 through March 20, 1981, the date of 
the Department's tentative 
determination to revoke. 


United States Price 


In calculating United States price the 
Department used purchase price or 
exporter’s sales price, as defined in 
section 772 of the Tariff Act. Purchase 
price was based on the F.O.B. packed 
price to unrelated purchasers. Where 
applicable, we deducted cash discounts 
and U.K. inland freight from this price. 
Exporter’s sales price was calculated on 
the basis of the delivered price from the 
related U.S. party to unrelated U.S. 
purchasers. Where applicable, 
deductions were made for cash 
discounts, U.K. inland freight, ocean 
freight, U.S. duty insurance, and U.S. 
selling expenses. No other adjustments 
were claimed or allowed. 


Foreign Market Value 


In calculating foreign market value the 
Department used home market price, as 
defined in section 773 of the Tariff Act, 
since sufficient quantities of such or 
similar merchandise were sold in the 
home market to provide a basis for 
comparison. H & R Johnson sold 86% of 
its total production in the home market 
during the covered period. The home 
market prices here are based on 
delivered prices with adjustments, 
where applicable, for cash discounts, 
U.K. inland freight, and a packing 
differential. Where appropriate, we 
made adjustments, based on differences 
in value, for physical differences in 
merchandise, under 19 CFR 353.16. 
Adjustments for differences in 
circumstances of sale, in accordance 
with § 353.15 of the Commerce 
Regulations, were made for the costs of 
technical services and assumption of 
purchasers’ advertising. When home 
market price was compared to 
exporter’s sales price, we made an 
additional adjustment for home market 
selling expenses as an offset to selling 
expenses paid in the U.S. market, in 
accordance with § 353.15(c) of the 
Commerce Regulations. No other 
adjustments were claimed or allowed. 
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Preliminary Results of the Review 


As a result of our comparison of 
United States price to foreign market 
value, we have concluded that there 
were no sales at less than fair value by 
H & R Johnson, Ltd. for the period 
January 1, 1980 through March 20, 1981. 
There is no indication of any sales at 
less than fair value by this firm since 
March 20, 1981. 

As provided for in § 353.54(e) of the 
Commerce Regulations, H & R Johnson, 
Ltd. has agreed in writing to an 
immediate suspension of liquidation and 
reinstatement of the finding if 
circumstances develop which indicate 
that ceramic wall tile produced by H & R 
Johnson and thereafter imported into the 
United States is being sold at less than 
fair value. 


Intent To Revoke 


As a result of our review we intend to 
revoke the finding on ceramic wall tile 
from the United Kingdom. If the finding 
is revoked it shall apply to unliquidated 
entries entered, or withdrawn from 
warehouse, on or after March 20, 1981. 
Interested parties may submit written 
comments on these preliminary results 
within 30 days of the date of publication 
of this notice and may request 
disclosure and/or a hearing within 15 
days of the date of publication. Any 
request for an administrative protective 
order must be made no later than five 
days after the date of publication. The 
Department will publish the final results 
of the administrative review including 
the results of its analysis of any such 
comments or hearing. The Department 
will issue appraisement instructions for 
this exporter directly to the Customs 
Service. 

This administrative review, intent to 
revoke, and notice are in accordance 
with section 751 (a)({1) and (c) of the 
Tariff Act (19 U.S.C. 1675 (a)(1), (c)) and 
§§ 353.53 and 353.54 of the Commerce 
Regulations (19 CFR 353.53, 353.54). 
Gary N. Horlick, 

Deputy Assistant Secretary for Import 
Administration. 

January 22, 1982, 

[FR Doc. 82-2070 Filed 1-26-82; 845 am| 

BILLING CODE 3510-25-M 


Elemental Sulphur From Canada; Finai 
Results of Administrative Review and 
Partial Revocation of Antidumping 
Finding 

AGENCY: International Trade 
Administration, Commerce. 





3812 


ACTION: Notice of Final Results of 
Administrative Review and Partial 
Revocation of Antidumpting Finding. 


SUMMARY: On April 9, 1981, the 
Department of Commerce published the 
preliminary results of its administrative 
review of and tentative determination to 
revoke in part the antidumping finding 
on elemental sulphur from Canada (46 
FR 21214). The review covered 5 of the 
52 known exporters: Canadian Superior 
Oil, Ltd., Chevron Standard, Ltd., 
Hudson’s Bay Oil & Gas, Ltd., Shell 
Canada, Ltd., and Gulf Oil Canada, Ltd. 
For Shell Canada and Hudson's Bay Oil 
& Gas, the review covered the period 
January 1, 1977 through February 8, 1979. 
For Chevron Standard, Canadian 
Superior Oil, and Gulf Oil Canada, the 
review covered the period May 1, 1977 
through February 8, 1979. This notice 
covers two of the five exporters: Shell 
Canada, Ltd., and Canadian Superior 
Oil, Ltd. The remaining three companies 
will be covered in a separate notice. 
Interested parties were provided an 
opportunity to submit written comments 
on request disclosure and/or a hearing. 
Based on comments made by the 
petitioner in the course of a public 
hearing, the Department reviewed 
additional information from Shell 
Canada on shipments made during our 
period of review pursuant to contracts 
entered into prior to that period. After 
review of that submission, the 
Department still finds that all sales by 
Shell Canada and Canadian Superior 
Oil were made at not less than fair 
value. Accordingly, we are revoking the 
finding with respect to these firms. 


EFFECTIVE DATE: January 27, 1982. 


FOR FURTHER INFORMATION CONTACT: 
Jonathan Seiger of Robert Maranick, 
Office of Compliance, International’ . 
Trade International Trade 
Administration, U.S. Department of 
Commerce, Washington, D.C. 20230 
(202-377-2074/2496). 


SUPPLEMENTARY INFORMATION: 
Background 


On December 17, 1973, a dumping 
finding with respect to elemental 
sulphur from Canada was published in 
the Federal Register as Treasury 
Decision 74-1 (38 FR 34655). On April 9, 
1981, the Department of Commerce (“the 
Department”) published in the Federal 
Register the preliminary results of its 
administrative review of and tentative 
determination to revoke the finding (46 
FR 212124) with respect to five firms. 

The Department has now completed 
its administrative review of the finding 
for two of those firms. 


Scope of the Review 


Merchandise covered by this review is 
elemental sulphur, currently classifiable 
under item 415.4500 of the Tariff 
Schedules of the United States 
Annotated (TSUSA). The review is 
limited to Shell Canada, Ltd, and 
Canadian Superior Oil, Ltd. For Shell 
Canada the review covers the period 
January 1, 1977 through February 8, 1979. 
For Canadian Superior Oil the review 
covers the period May 1, 1977 through 
February 8, 1979. 


Analysis of Petitioner's Comments 


(1) Comment: Petitioner argued that 
the issue whether these two firms had 
made home market sales at less than the 
cost of production in 1975 and 1976 had 
never been resolved. 

Position: The Treasury Department 
had prevouosly determined that no sales 
at less than cost had been made for that 
period. The Department's review is 
limited to a later period for which no 
allegation of less than cost sales has 
been made. As a result, the Department 
did not solicit additional cost of 
production information from the 
companies for the current period of 
review. 

(2) Comment: Petitioner objected to 
the lack of adequate non-confidential 
summaries for our review period from 
these two companies. 

Position: In view of the subsequent 
release of the companies’ confidential 
submissions under administrative 
protective order, we believe this issue 
has been adequately resolved. For 
Canadian Superior, we have adequate 
non-confidential versions of the 
response material for the Treasury 
review period from January through 
April 1977. 

(3) Comment: Petitioner requested that 
for Shell Canada the Department 
conduct sales comparisons for 
shipments made pursuant to contracts 
entered into prior to the Department's 
period of review. 

Position: After reviewing information 
from this firm, the Department made 
these comparisons, and still finds that 
no sales were made at less than fair 
value by this firm. 

(4) Comment: Petitioner also 
requested a written agreement, required 
by § 353.54{e) of the Commerce 
Regulations, from Canadian Superior 
along the lines of that submitted by 
Shell Canada. 

Position: The Department is satisfied 
that the agreement filed by Canadian 
Superior is consonant with our current 
standards. The Shell Canada agreement 
is less precise than those now required, 
having been submitted at an earlier 
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time. Nonetheless, it is also acceptable 
to the Department. 

(5) Comment: Petitioner objected to 
the Department's failure to request 
additional information from the 
companies for the period since February 
8, 1979. 

Position: Section 353.54({a) of the 
Commerce Regulations gives the 
Department discretion to determine 
whether to revoke an antidumping 
finding. Section 353.54(b), which 
requires that two years of no sales at 
less than fair value be demonstrated, 
does not require that the two year 
period immediately precede the date of 
publication of the notice of proposed 
revocation. It has been the practice of 
the Department to view earlier Treasury 
notices of tentative revocation as valid, 
and as fixing the effective date of 
revocation unless substantial evidence 
is presented to the contrary. Petitioner 
has not shown that any sales at less 
than fair value are currently being made 
by these firms. 


Final Results of Review 


After analysis of the comments and 
supplemental information received, we 
conclude that all sales were made at not 
less than fair value by Shell Canada, 
Ltd., for the period January 1, 1977 
through February 8, 1979, and that all 
sales were made at not less than fair 
value by Canadian Superior Oil, Ltd., 
from May 1, 1977 through February 8, 
1979. For Canadian Superior Oil, prior 
review by the Treasury Department 
demonstrated no sales at less than fair 
value from July 1, 1976 through April 30, 
1977. 


Determination 


As a result of this review, the 
Department revokes the antidumping 
finding on elemental sulphur from 
Canada with respect to Canadian 
Superior Oil, Ltd., and Shell Canada, 
Ltd. 

This revocation applies to all 


. unliquidated entries of this merchandise 


entered, or withdrawn from warehouse, 
for consumption on or after February 8, 
1979. Since all sales by Shell Canada 
between January 1, 1977 and February 8, 
1979, and all sales by Canadian Superior 
Oil from May 1, 1977 through February 8, 
1979 were made at not less than fair. 
value, the Department shall instruct the 
Customs Service to liquidate all entries 
in those periods without regard to 
dumping duties. The Department will 
issue appraisement instructions directly 
to the Customs Service. 

This administrative review, 
revocation in part, and notice are in 
accordance with sections 751(a)(1)} and 
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(c) of the Tariff Act of 1930 (19 U.S.C. 
1675(a)(1), (c)) and §§ 353.53 and 353.54 
of the Commerce Regulations (19 CFR 
353.53, 353.54). 

Gary N. Horlick, 

Deputy Assistant Secretary for Import 
Administration. 

January 22, 1982. 

[FR Doc. 82-2071 Filed 1-26-82; 8:45 am] 

BILLING CODE 3510-25-M 


Kraft Condenser Paper From Finland; 
Final Results of Administrative Review 
of Antidumping Finding 


AGENCY: International Trade 
Administration, Commerce. 


ACTION: Notice of Final Results of 
Administrative Review of Antidumping 
Finding. 


SUMMARY: On October 14, 1981, the 
Department of Commerce published the 
preliminary results of its administrative 
review of the antidumping finding on 
krafi condenser paper from Finland. 
This review covers the only known 
exporter of this merchandise to the 
United States, Tervakoski Osakeyhito, 
for two consecutive periods from 
February 20, 1979 through August 31, 
1980. 

Interested parties were given an 
opportunity to submit oral or written 
comments or request a hearing on the 
preliminary results. On December 2, 
1981, we held a public hearing and, 
based on comments received, we have 
made adjustments which result in new 
weighted average margins for both 
periods. 

EFFECTIVE DATE: January 27, 1982. 


FOR FURTHER INFORMATION CONTACT: 
F. Patrick Pope or David R. Chapman, 
Office of Compliance, International 
Trade Administration, U.S. Department 
of Commerce, Washington, D.C. 20230 
(202-377-4697 / 2657). 


SUPPLEMENTARY INFORMATION: 
Background 


On September 21, 1979, a dumping 
finding with respect to kraft condenser 
- paper from Finland was published in the 
Federal Register as Treasury Decision 
79-245 (44 FR 54696-7). On October 14, 
1981, the Department of Commerce (“the 
Department”) published in the Federal 
Register as Treasury Decision 79-245 (44 
FR 54696-7). On October 14, 1981, the 
Department of Commerce (“the 
Department”) published in the Federal 
Register the preliminary results of its 
administrative review of the finding (46 
FR 50576). The Department has now 
completed that administrative review. 


Scope of the Review 


The imports covered by this review 
are shipments of kraft condenser paper, 
meaning capacitor tissue or condenser 
paper containing 80% or more by weight 
chemical sulphate or soda wood pulp 
based on total fiber content. Kraft 
condenser paper is currently classifiable 
under items 252.4000, 252.4200 and 
256.3080 of the Tariff Schedules of the 
United States Annotated (TSUSA). 
Tervakoski Osakeyhito is the only 
known exporter to the United States of 
Finnish kraft condenser paper. This 
review covers two consecutive time 
periods from February 20, 1979, the date 
of suspension of liquidation, through 
August 31, 1980. 


Analysis of Comments Received 


1. Tervakoski requests that the 
Department make an overall adjustment 
to the foreign market value for “broke” 
(wastage due to slitting) in those 
comparisons where an adjustment was 
made to the United States price for 
broke. 

Position: Tervakoski has furnished 
requisite data to make the adjustment 
and we agree that an adjustment is 
appropriate. 

2. The domestic industry agrees that 
broke is a cost commonly associated 
with the manufacture and slitting of 
kraft condenser paper. However, they 
are concerned that the amounts claimed 
by Tervakoski are “implausibly high” 
and thus would result in an excessive 
adjustment to foreign market value. In 
addition, they believe that the sample 
rates selected by Tervakoski are not 
properly representative and actually 
vary for substantially identical products. 

Position: Because we did not verify 
the broke percentages by paper size 
submitied by Tervakoski, we have 
decided to make the adjustment to 
Tervakoski's foreign market value using 
information submitted by respondent on 
its overall “broke” for the periods 
involved, that is 15 percent. This is 
lower than the rates of concern to 
petitioners. 

3. Tervakoski claims that the 
preliminary margin for the second 
period that was to be used to establish 
the estimated duty deposit rate (0.7381 
percent) is de minimis and that the 
Department should declare it so because 
there is no fixed policy for determining 
what is de minimis. 

Position: We disagree. The 
Department has consistently used 0.50 
percent as its benchmark for 
establishing a de minimis margin. The 
Department knows of no reason why a 
different standard should be used for 
this industry. At the same time, because 
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of our recalculations the rate for the 
second period is now less than 0.50 
percent and therefore de minimis. 

4. The domestic industry claims that 
the Department's circumstance of sale 
adjustment for differences in credit 
terms is improper because it fails to take 
into account interest expenses incurred 
between the date of shipment from 
Finland and the date of sale in the 
United States. 

Position: We disagree. Expenses 
incurred for maintaining merchandise in 
inventory prior to sale, including the 
time during which the merchandise is in 
transit, are not directly related to the 
sale of that merchandise and, therefore, 
are not a circumstance of that sale. 
However, the Department recognizes 
that Tervakoski, U.S.A., Inc. (TUSA) has 
incurred an indirect expense relative to 
holding the merchandise from the time it 
was received by TUSA until it was sold 
and shipped in the United States. We 
have calculated the weighted average 
and deducted that expense as a part of 
the General, Administrative and Selling 
Expenses. 


Final Results of Review 


As a result of adjustments made 
based on comments received, and our 
«bsequent analysis, we determine that 
ine following margins exist on 
shipments by Tervakoski Osakeyhito: 


Percent 


Time period margin 


Feb. 20, 1979 to Dec. 31, 1979 2.03 
Jan. 1, 1980 to Aug. 31, 1980... aie ; 0.02 


The Department shall determine, and 
the U.S. Customs Service shall assess, 
dumping duties on applicable entries 
made with purchase dates or export 
dates, as appropriate, during the periods 
involved. Individual differences 
between United States price and foreign 
market value may vary from the 
percentages stated above. The 
Department will issue appraisement 
instructions for this exporter directly to 
the Customs Service. 

The Department has decided to waive 
the cash deposit requirement, as 
provided for in § 353.48(b) of the 
Commerce Regulations, since the most 
recent weighted-average margin is less 
than 0.5 percent and therefore de 
minimis. This waiver shall apply to all 
entries, or withdrawals from warehouse, 
for consumption on or after the date of 
publication of this notice and shall 
remain in effect until publication of the 
final results of the next administrative 
review. The Department intends to 
conduct the next administrative review 
by the end of September 1982. 
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This administrative review and notice 
are in accordance with section 751(a)(1) 
of the Tariff Act of 1930 (19 U.S.C. 
1675(a)(1)) and § 353.53 of the Commerce 
Regulations (19 CFR 353.53). 

Gary N: Horlick, 

Deputy Assistant Secretary for Import 
Administration. 

January 22, 1982. 

[FR Doc. 82-2072 Filed 1-26-82; 8:45 am] 

BILLING CODE 3510-25-M 


Metal-Walied Above Ground Swimming 
Pools From Japan; Preliminary Results 
of Administrative Review of 
Antidumping Finding 


AGENCY: International Trade 
Administration, Commerce. ~ 

ACTION: Notice of preliminary results of 
Administrative Review of Antidumping 
finding. 


SUMMARY: The Department of 
Commerce has conducted an 
administrative review of the 
antidumping finding on metal-walled 
above ground swimming pools from 
Japan. The review covers the four 
known manufacturers/exporters and 
various periods from April 4, 1977 
through August 31, 1980. This review 
indicates the existence of dumping 
margins for all firms with shipments 
during the review periods. 

As a result of this review, the 
Department has preliminarily 
determined to assess dumping duties for 
two firms equal to the calculated 
differences between purchase price and 
foreign market value on shipments 
during the periods of review. Where 
company-supplied information was 
inadequate, the Department has used - 
the best information available to 
establish the margins shown in this 
notice. The Department has 
preliminarily determined not to assess 
dumping for a third firm pending receipt 
and analysis of additional data. The 
margin shown in this notice for that-firm 
will be used only for cash deposit 
purposes. 

Interested parties are invited to 
comment on these preliminary results. 
EFFECTIVE DATE: January 27, 1982. 

FOR FURTHER INFORMATION CONTACT: 
Arthur N. DuBois or John R. Kugelman, 
Office of Compliance, International 
Trade Administration, U.S. Department 
of Commerce, Washington, D.C. 20230 
(202-377-3814/5289). 


SUPPLEMENTARY INFORMATION: 
Background 


On September 7, 1977, a dumping 
finding with respect to metal-watted 
above ground swimming pools from 


Japan was published in the Federal 
Register as Treasury Decision 77-223 (42 
FR 44811). On January 1, 1980, the 
provisions of title I of the Trade 
Agreements Act of 1979 became 
effective. Title I replaced the provisions 
of the Antidumping Act of 1921 (“the 
1921 Act’) with a new title VII to the 
Tariff Act of 1930 (“the Tariff Act”). On 
January 2, 1980, the authority for 
administering the antidumping duty law 
was transferred from the Department of 
Treasury to the Department of 
Commerce (“the Department”). The 
Department published in the Federal 
Register of March 28, 1980 (45 FR 20511- 
20512) a notice of intent to conduct 
administrative reviews of all 
outstanding dumping findings. As 
required by section 751 of the Tariff Act, 
the Department has conducted an 
administrative review of the finding on 
metal-walled above ground swimming 
pools from Japan. The substantive 
provisions of the 1921 Act and the 
appropriate Customs Service regulations 
apply to all unliquidated entries made 
prior to January 1, 1980. 


Scope of the Review 


Imports covered by this review are 
shipments of Japanese metal-walled 
above ground swimming pools, currently 
classifiable under item numbers 657.2560 
and 774.5500 of the Tariff Schedules of 
the United States Annotated (TSUSA). 

Metal-walled above ground swimming 
pools exported from third countries 
which contain components 
manufactured in Japan are within the 
scope of the finding if the pool parts, as 
shipped to the third country, are capable 
of functioning as a pool. 

The Department knows of four firms 
engaged in the manufacture and 
exportation of Japanese metal-walled 
above ground swimming pools to the 
United States. The Department has 
preliminarily determined not to assess 
dumping duties for Asahi Chemical 
Industry Co., Ltd. (“Asahi”), pending 
receipt of additional data. The margin 
shown in this notice for Asahi will be 
used only for cash deposit purposes. 
Another firm, Kenny, had no shipments 
during its review period. The rate for 
cash deposit purposes will be based on 
Kenny's last shipments. A third firm, 
Seiwa Sangyo Co., Ltd., provided an 
adequate response for the period April 
4, 1977 through March 1978. Since Seiwa 
Sangyo was non-responsive for the 
period April 1978 through August 1980 
we shall use the rate from the prior 
period for assessment and cash deposit 
purposes. A fourth firm, Hakuyo Sangyo, 
Ltd., was non-responsive for the entire 
period. Since it was not investigated 
during the original fair value 


Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


investigation and we have no previous 
information on the firm, we shall use, for 
both assessment and cash deposit 
purposes, the highest current rate for 
responding firms, since it is higher than 


. the sole fair value rate. 


Eleven third-country firms possibly 
transshipped Japanese pools and/or 
pool parts to the U.S. and will be 
covered in a subsequent review. This 
review covers various periods from 
April 4, 1977 through August 31, 1980. 
Treasury reviewed all prior periods. 

The issue of the Department's 
obligation to conduct administrative 
review of entries, unliquidated as of 
January 1, 1980 and covered by 
previously issued appraisement 
instructions (“master lists’), is under 
review. Liquidation has been suspended 
pending disposition of the issue. 


Purchase Price 


Purchase price, as defined in section 
203 of the 1921 Act, was based on the 
ex-factory, packed price to unrelated 
purchasers in the United States. No 
adjustments were claimed or allowed. 


Foreign Market Value 


In calculating foreign market value the 
Department used home market price, as 
defined in section 205 of the 1921 Act. 
The home market prices were based 
upon ex-factory, packed prices. No 
adjustments were claimed or allowed. 


Preliminary Results of the Review 


As a result of our comparison of 
purchase price to foreign market value, 
we preliminarily determine that the 
following margins exist: 


: Margin 
Manufacturer/exporter (per- 
cent) 
Asahi Chemical Industry Co., LTd.../11/1/77-10/31/ 
78 


Seiwa Sangyo Co., Ltd ......sscvesessee| 4/4/77-3/31/ 


78 
4/1/78-8/31/ 
80 


KENNY ..........sessessecvesesseesesseresesensssesererel 18/78-8/31/ 
80 


Hakuyo Sangyo 4/4/77-8/31/ 
80 


‘No shipments during this period. 


Interested parties may submit written 
comments on these preliminary results 
within 30 days of the date of publication 
of this notice and may request 
disclosure and/or a hearing within 15 
days of the date of publication. Any 
request for an administrative protective 
order must be made no later than 5 days 
after the date of publication. The 
Department will publish the final results 
of the administrative review including 
the results of its analysis of any such 
comments or hearing. 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


The Department shall determine, and 
the U.S. Customs Service shall assess, 
dumping duties, where appropriate, on 
all entries of metal-walled above ground 
swimming pools manufactured/ exported 
by any of the above-listed firms, except 
Asahi Chemical Industry Co., Ltd., with 
purchase dates during the time periods 
involved. The Department shall issue 
appraisement instruments separately on 
these firms directly to the Customs 
Service. 

Further, as provided for in § 353.48{b) 
of the Commerce Regulations, a cash 
deposit based upon the most recent of 
the margins calculated above shall be 
required on all shipments by these four 
firms of metal-walled above ground 
swimming pools from Japan entered, or 
withdrawn from warehouse, for 
consumption or after the date of 
publication of the final results. These 
deposit requirements shall remain in 
effect until publication of the final 
results of the next administrative 
review. 

This administrative review and notice 
are in accordance with section 751{a)(1) 
.of the Tariff Act (19 U.S.C. 1675(a){1)) 
and § 353.53 of the Commerce 
Regulations (19 CFR 353.53). 

Gary N. Horlick, 

Deputy Assistant Secretary for Import 
Administration. 

January 21, 1981. 

(FR Doc. 82-2073 Filed 1-26-82; 8:45 am] 

BILLING CODE 3510-25-M 


Minority Business Development 
Agency 


Financial Assistance Application 
Announcement; Louisville, Ky., SMSA 


AGENCY: Minority Business 
Development Agency, Commerce. 


ACTION: Notice. 


SUMMARY: The Minority Business 
Development Agency (MBDA) 
announces that it is soliciting 
applications for a cooperative 
agreement under its Business 
Development Center (BDC) program to 
operate a pilot project for a 12-month 
period beginning May 1, 1982, in the 
Louisville, Kentucky, SMSA. The cost of 
the project is estimated to be $170,000. 
The maximum federal participation 
amount is $153,000. The minimum 
amount required for non-federal 
participation is $17,000. The project 
number is 04-10-82013-01. 

Applicants shall be required to 
contribute at least 10% the total program 
costs through non-federal funds. Cost 
sharing contributions can be in the form 
of cash contributions, fee for services or 
in-kind contributions. 


CLOSING DATE: February 26, 1982. 


appress: Atlanta Regional Office, 
Minority Business Development Agency, 
1371 Peachtree Street, NE., Suite 505, 
Atlanta, Georgia 30309. 


FOR FURTHER INFORMATION CONTACT: 
Mr. Charles F. McMillan, Regional 
Director, (404) 881-4091. 


SUPPLEMENTARY INFORMATION: 


A. Scope and Purpose of This 
Announcement . 


Executive Order 11625 authorizes 
MBDA to fund projects which will 
provide technical and management 
assistance to eligible clients in areas 
related to the establishment and 
operation of businesses. The BDC 
program is specifically designed to 
assist those minority businesses that 
have the highest potential for success. In 
order to accomplish this, MBDA offers 
Cooperative Agreements that can: 
coordinate and broker public and 
private sector resources on behalf of 
minority individuals and firms; offer 
them a full range of management and 
technical assistance; and serve as a 
conduit through which and from which 
information and assistance to and about 
minority businesses are funneled. 


B. Eligible Applicants 


Awards shall be open to all 
individuals, non-profit organizations, 
for-profit firms, local and state 
governments, American Indian tribes 
and educational institutions. 


C. Evaluation Process 


All proposals received as a result of 
this announcement will be evaluated by 
a MBDA review panel. 


D. Evaluation Criteria for Business 
Development Center Application 


The evaluation criteria is designed to 
facilitate an objective evaluation of 
competitive applications for the 
Business Development Center program. 

MBDA reserves the right to reject any 
or all applications, including the 
application receiving the highest 
evaluation, and will exercise this right 
when it is determined that it is in the 
best interest of the Government to do so 
(e.g., the apparent successful applicant 
has serious unresolved audit issues from 
current or previous grants, contracts or 
cooperative agreements with an agency 
of the Federal Government). 

Evaluation of proposals will employ 
the following criteria: 

I. Capability and Experience of Firm/ 
Staff.—Provide information that 
demonstrates the organization's 
capabilities and prior experiences in 
addressing the needs of minority 
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business individuals and firms. Provide 
information that demonstrates the staff's 
capabilities and prior experiences in 
providing management and technical 
assistance to minority individuals and 
firms. Indicate previous experience in 
MBE community to be served in terms 
of: inventorying resources and 
opportunities; the brokering thereof; and 
providing management and technical 
assistance. 

The following are key factors to be 
considered in this section: 

Firm 

—tThe organization's receptivity in the 
MBE community to be served, i.e., 
business contacts in the public and 
private sector; leadership 
responsibilities; and experience in 
assisting MBE business persons and 
firms. (References from clients assisted 
are pertinent.) 

—Background credentials and 
references for the owners of the 
organization and a capability statement 
of what the organization can do. 

—Knowledge of the geographic area 
to be servd in terms of the needs of 
minority businesses and past ongoing 
relationships with local, public, and 
private entities that can possibly 
enhance the BDC program effort i.e., 
Chambers of Commerce, trade 
associations, venture capital 
organizations, banks, SBA, HUD, state, 
city and county government agencies, 
etc. 


Staff 


—List personnel to be used. Indicate 
their salaries, educational level and 
previous experiences. Provide resumes 
for all professional staff personnel. 

—Demonstrate competence among 
staff to effectuate mergers, acquisitions, 
spin-offs and joint ventures. 

—Provide organization chart, job 
descriptions and qualification standards 
involving all professional staff persons 
to be utilized on the project. 

—If any contractors are to be utilized, 
identify and indicate areas and level of 
experience. Primary consideration will 
be given to inhouse capability. 

Note.—All contracting proposed should be 
in accordance with procurement standards in 
Attachment O of OMB Circulars A-110 or A- 
102. 


Il. Techniques and Methodology.— 
Specify plans for achieving the goals 
and objectives of the project. This 
section should be developed by using 
the outline of the Work Requirements 
and the BDC responsibilities as guides 
and will become part of the award 
document. Include start-up plan and 
example of work plan format. Fully 
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explain the procedures for: outreach, 
screening, assisting and monitoring 
clients; developing and maintaining the 
profile inventory of minority business; 
and brokering of new business 
ownership, market and capital 
opportunities. In summary, address how, 
when and where work will be done and 
by whom. Include level of performance. 

Ill. Resources.—Address technical 
and administrative resources, i.e., 
computer facilities; voluntary staff time 
and space; and financial resources in 
terms of meeting MBDA’s 10% cost 
sharing requirement to include a fee for 
services for assistance provided clients. 
The fee for services will be 10% for firms 
with gross sales of $500,000 or less and 
25% for firms with gross sales of over 
$500,000. 

Cost sharing is that portion of project 
costs not borne by the Federal 
Government. The composition and 
amount of cost sharing are key factors 
that will be considered in determining 
the merit of this section. The cost 
sharing requirement can be met through 
the following order of priority: 1. Cash 
contributions; 2. fee for services; and 3. 
in-kind contributions. 

A. Cash contribution.—Cash that is 
contributed or donated by the’recipient, 
by other non-federal, public agencies 
and institutions, private organizations, 
corporations and individuals. ’ 

B. Fee for services.—A fee will be 
charged to clients for assistance 
provided by BDC. 

C. In-Kind contribution.—Represent 
the value of non-cash contributions 
provided by the recipient and non- 
federal parties. The order of priority for 
in-kind contributions are: high 
technology systems to be utilized to 
achieve program objectives; top level 
staff personnel and real and personal 
property donated by other public 
agencies, institutions and private 
organizations. Property purchased with 
Federal funds will not be considered as 
the recipient's in-kind contribution. 

IV. Costs.—Demonstrate in narrative 
format that costs being proposed will 
give the minority business client and the 
government the most effective program 
possible in terms of quality, quantity, 
timeliness and efficiency. 

Include the principal costs involved 
for achieving work plan under 
Cooperative Agreement by completing 
Part Ill—the Budget Information Section 
of the Request for Application. 

Provide cost sharing plan information 
in terms of methodology and format for 
billing the cost of management and 
technical assistance to clients. 

Total project costs will evaluated in 
terms of: 


—Clear explanations of all 
expenditures proposed, and 

—The extent to which the applicant 
can leverage federal program funds and 
operate with economy and efficiency. 

In conclusion, the applicant's schedule 
for start of BDC operation should be 
included in Part Two. Part Two will be 
known as the applicant's plan of 
operation and will be incorporated into 
the Cooperative Agreement award. 

A detailed justification all proposed 
costs is required for Part Four and each 
item must be fully explained. 

The failure to supply information in 
any given category of the criteria will 
result in the application being 
considered non-responsive and 
consequently, dropped from 
competition. 

All information submitted is subject to 
verification by MBDA. 


E. Disposition of Proposals 


Notification of awards will be made 
by the Grants Officer. Organizations 
whose proposals are unsuccessful will 
be advised by the Regional Director. 


F. Proposal Instructions and Forms 


Questions concerning the preceding 
information, copies of application forms, 
and applicable regulations can be 
obtained at the above address. 

Nothing in this solicitation shall be 
construed as committing MBDA to 
divide available funds among all 
qualified applicants. The program is 
subject to OMB Circular A-95 
requirements. 

G. A Pre-Application conference to 
assist all interested applicants wi!! be 
held at the above address on February 
12, 1982, at 1:00 p.m. 

(Catalog of Federal Domestic Assistance 

11.800 Minority Business Development) 
Dated: January 18, 1982. 

Charles F. McMillan, 

Regional Director. 

[FR Doc. 82-1982 Filed 1-26-82; 8:45 am] 

BILLING CODE 3510-21-M 


Financial Assistance Application 
Announcement; Memphis, Tenn., 
SMSA 


AGENCY: Minority Business 
Development Agency, Commerce. 


ACTION: Notice. 


SUMMARY: The Minority Business 
Development Agency (MBDA) 
announces that it is soliciting 
applications for a.cooperative 
agreement under its Business 
Development Center (BDC) program to 
operate a pilot project for a 12-month 
period beginning May 1, 1982, in the 
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Memphis, Tennessee, SMSA. The cost of 
the project is estimated to be $250,000. 
The maximum federal participation 
amount is $225,000. The minimum 
amount required for non-federal 
participation is $25,000. The project 
number is 04-10-82001-01. 

Applicants shall be required to 
contribute at least 10% the total program 
costs through non-federal funds. Cost 
sharing contributions can be in the form 
of cash contributions, fee for services or 
in-kind contributions. 


CLOSING DATE: February 26, 1982. 


ADDRESS: Atlanta Regional Office, 
Minority Business Development Agency, 
1371 Peachtree Street, NE., Suite 505, 
Atlanta, Georgia 30309. 

FOR FURTHER INFORMATION CONTACT: 
Mr. Charles F. McMillan, Regional 
Director, (404) 881-4091. 


SUPPLEMENTARY INFORMATION: 


A. Scope and Purpose of This 
Announcement 


Executive Order 11625 authorizes 
MBDA to fund projects which will 
provide technical and management 
assistance to eligible clients in areas 
related to the establishment and 
operation of businesses. The BDC 
program is specifically designed to 
assist those minority businesses that 
have the highest potential for success. In 
order to accomplish this, MBDA offers 
Cooperative Agreements that can: 
coordinate and broker public and 
private sector resources on behalf of 
minority individuals and firms; offer 
them a full range of management and 
technical assistance; and serve as a 
conduit through which and from which 
information and assistance to and about 
minority businesses are funneled. 


B. Eligible Applicants 


Awards shall be open to all 
individuals, non-profit organizations, 
for-profit firms, local and state 
governments, American Indian tribes 
and educational institutions. 


C. Evaluation Process 


All proposals received as a result of 
this announcement will be evaluated by 
a MBDA review panel. 


D. Evaluation Criteria for Business 
Development Center Application 


The evaluation criteria is designed to 
facilitate an objective evaluation of 
competitive applications for the 
Business Development Center program. 

MBDA reserves the right to reject any 
or all applications, including the 
application receiving the highest 
evaluation, and will exercise this right 
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when it is determined that it is in the 
best interest of the Government to do so 
(e.g., the apparent successful applicant 
has serious unresolved audit issues from 
current or previous grants, contracts or 
cooperative agreements with an agency 
of the Federal Government). 

Evaluation of proposals will employ 
the following criteria: 

I. Capability and Experience of Firm/ 
Staff.—Provide information that 
demonstrates the organization's 
capabilities and prior experiences in 
addressing the needs of minority 
business individuals and firms. Provide 
information that demonstrates the staff's 
capabilities and prior experiences in 
providing management and technical 
assistance to minority individuals and 
firms. Indicate previous experience in 
MBE community to be served in terms 
of: inventorying resources and 
opportunities; the brokering thereof; and 
providing management and technical 
assistance. ~ 

The following are key factors to be 
considered in this section: 

Firm 

—The organization’s receptivity in the 
MBE community to be served, i.e., 
business contacts in the public and 
private sector; leadership 
responsibilities; and experience in 
assisting MBE business persons and 
firms. (References from clients assisted 
are pertinent.) 

—Background credentials and 
references for the owners of the 
organization and a capability statement 
of what the organization can do. 

—Knowledge of the geographic area 
to be served in terms of the needs of 
minority businesses and past ongoing 
relationships with local public and 
private entities—that can possibly 
enhance the BDC program effort—i.e., 
Chambers of Commerce, trade 
associations, venture capital 
organizations, banks, SBA, HUD, ¢‘:te, 
city and county government agencies, 
etc. 


Staff 


—List personnel to be used. Indicate 
their salaries, educational level and 
previous experiences. Provide resumes 
for all professional staff personnel. 

—Demonstrate cormpetence among 
staff to effectuate mergers, acquisitions, 
spin-offs and joint-ventures. 

—Provide organization chart, job 
descriptions and qualification standards 
involving all professional] staff persons 
to be utilized on the project. 

—If any contractors are to be utilized, 
identify and indicate areas and level of 
experience. Primary consideration will 
be given to inhouse capability. 


Note.—All contracting proposed should be 
in accordance with procurement standards in 
Attachment O of OMB Circulars A-110 or A- 
102. 


Il. Techniques and Methodology.— 
Specify plans for achieving the goals 
and objectives of the project. This 
section should be developed by using 
the outline of the Work Requirements 
and the BDC responsibilities as guides 
and will become part of the award 
document. Include start-up plan and 
example of work plan format. Fully 
explain the procedures for: Outreach, 
screening, assisting and monitoring 
clients; developing and maintaining the 
profile inventory of minority business; 
and brokering of new business 
ownership, market and capital 
opportunities. In summary, address how, 
when and where work will be done and 
by whom. Include level of performance. 

Ill. Resources.—Address technical 
and administrative resources, i.e. 
computer facilities, voluntary staff time 
and space; and financial resources in 
terms of meeting MBDA's 10% cost 
sharing requirement to include a fee for 
services for assistance provided clients. 
The fee for services will be 10% for firms 
with gross sales of $500,000 or less and 
25% for firms with gross sales of over 
$500,000. 

Cost sharing is that portion of project 
costs not borne by the Federal 
Government. The composition and 
amount of cost sharing are key factors 
that will be considered in determining 
the merit of this section. The cost 
sharing requirement can be met through 
the following order of priority: 1. Cash 
contributions; 2. fee for services; and 3. 
in-kind contributions. 

A. Cash contribution.—Means cash 
that is contributed or donated by the 
receipient, by other non-federal, public 
agencies and institutions, private 
organizations, corporations and 
individuals. 

B. Fee for services.—Are charges to 
the client for assistance provided by 
BDC. 

C. In-Kind contribution.—Represent 
the value of non-cash contributions 
provided by the recipient and non- 
federal parties. The order of priority for 
in-kind contributions are: high 
technology systems to be utilized to 
achieve program objectives; top level 
staff personnel and real and personal 
property donated by other public 
agencies, institutions and private 
organizations. Property purchased with 
Federal funds will not be considered as 
the recipient's in-kind contribution. 

IV. Costs.—Demonstrate in narrative 
format that costs being proposed will 
give the minority business client and the 
government the most effective program 
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possible in terms of quality, quantity, 
timeliness and efficiency. 

Include the principal costs involved 
for achieving ‘work plan under 
Cooperative Agreement by completing 
Part I1]—the Budget Information Section 
of the Request for Application. 

Provide cost sharing plan information 
in terms of methodology and format for 
billing the cost of managment and 
technical assistance to clients. 

Total project costs will be evaluated 
in terms of: 

—Clear explanations of all 
expenditures proposed, and 

—The extent to which the applicant 
can leverage federal program funds and 
operate with economy and efficiency. 

In conclusion, the applicant’s schedule 
for start of BDC operation should be 
included in Part Two. Part Two will be 
known as the applicant's plan of 
operation and will be incorporated into 
the Cooperative Agreement award. 

A detailed justification for all 
proposed costs is required for Part Four 
and each item must be fully explained. 

The failure to supply information in 
any given category of the criteria will 
result in the application being 
considered nonresponsive and 
consequently, dropped from 
competition. 

All information submitted is subject to 
verification by MBDA. 


E. Disposition of Proposals 


Notification of awards will be made 
by the Grants Officer. Organizations 
whose proposals are unsuccessful will 
be advised by the Regional Director. 


F. Proposal Instructions and Forms 


Questions concerning the preceding 
information, copies of application forms, 
and applicable regulations can be 
obtained at the above address. 

Nothing in this solicitation shall be 
construed as committing MBDA to 
divide available funds among all 
qualified applicants. The program is 
subject to OMB Circular A-95 
requirements. 

G. A Pre-Application conference to 
assist all interested applicants will be 
held at the above address on February 
12, 1982, at 1:00 p.m.04 
(Catalog of Federal Domestic Assistance 
11.800 Minority Business Development) 

Dated: January 18, 1982. 

Charles F. McMillan, 
Regional Director. 

[FR Doc. 82-1981 Filed 1-26-82; 8:45 am] 
BILLING CODE 3510-21-M 
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Financial Assistance Application 
Announcement; Nashville/Davidson 
County, Tenn.; SMSA 


AGENCY: Minority Business 
Development Agency, Commerce. 


ACTION: Notice. 


sumMARY: The Minority Business 
Development Agency (MBDA) 
announces that it is soliciting 
applications for a cooperative 
agreement under its Business 
Development Center (BDC) program to 
operate a pilot project for a 12-month 
period beginning May 1, 1982 in the 
Nashville/Davidson County, Tennessee 
SMSA. The cost of the project is 
estimated to be $170,000. The maximum 
federal participation amount is $153,000. 
The minimum amount required for non- 
federal participation is $17,000. The 
project number is 04-10-82007-01. 

Applicants shall be required to . 
contribute at least 10% the total program 
costs through non-federal funds. Cost 
sharing contributions can be in the form 
of cash contributions, fee for services or 
in-kind contributions. 


CLOSING DATE: February 26, 1982. 


apopress: Atlanta Regional Office, 
Minority Business Development Agency, 
1371 Peachtree Street, NE., Suite 505, 
Atlanta, Georgia 30309. 


FOR FURTHER INFORMATION CONTACT: 
Mr. Charles F. McMillan, Regional 
Director, (404) 881-4091. 


SUPPLEMENTARY INFORMATION: 


A. Scope and Purpose of This 
Announcement 


Executive Order 11625 authorizes 
MBDA to fund projects which will 
provide technical and management 
assistance to eligible clients in areas 
related to the establishment and 
operation of businesses. The BDC 
program is specifically designed to 
assist those minority businesses that 
have the highest potential for success. In 
order to accomplish this, MBDA offers 
Cooper.tive Agreements that can: 
coordinate and broker public and 
private sector resources on behalf of 
minority individuals and firms; offer 
them a full range of management and 
technical assistance; and serve as a 
conduit—through which and from which 
information and assistance to and about 
minority businesses are funneled. 


B. Eligible Applicants 


Awards shall be open to all 
individuals, non-profit organizations, 
for-profit firms, local and state 
governments, American Indian tribes 
and educational institutions. 


C. Evaluation Process 


All proposals received as a result of 
this announcement will be evaluated by 
an MBDA review panel. 


D. Evaluation Criteria for Business 
Development Center Application 


The evaluation criteria is designed to 
facilitate an objective evaluation of 
competitive applications for the 
Business Development Center program. 

MBDA reserves the right to reiect any 
or all applications, including the 
application receiving the highest 
evaluation, and will exercise this right 
when it is determined that it is in the 
best interest of the Government to do so 
(e.g., the apparent successful applicant 
has serious unresolved audit issues from 
current or previous grants, contracts or 
cooperative agreements with an agency 
of the Federal Government). 

Evaluation of proposals will employ 
the following criteria: 

I. Capability and Experience of Firm/ 
Staff—Provide information that 
demonstrates the organization's 
capabilities and prior experiences in 
addressing the needs of minority 
business individuals and firms. Provide 
information that demonstrates the staff's 
capabilities and prior experiences in 
providing management and technical 
assistance to minority individuals and 
firms. Indicate previous experience in 
MBE community to be served in terms 
of: inventorying resources and 
opportunities; the brokering thereof; and 
providing management and technical 
assistance. 

The following are key factors to be 
considered in this section: 


Firm 


—The organization's receptivity in the 
MBE community to be served, i.e., 
business contacts in the public and 
private sector; leadership 
responsibilities; and experience in 
assisting MBE business persons and 
firms. (References from clients assisted 
are pertinent.) 

—Background credentials and 
references for the owners of the 
organization and a capability statement 
of what the organization can do. 

—Knowledge of the geographic area 
to be served in terms of the needs of 
minority businesses and past ongoing 
relationships with local public and 
private entities—that can possibly 
enhance the BDC program effort—i.e., 
Chambers of Commerce, trade 
associations, venture capital 
organization, banks, SBA, HUD, state, 
city and county government agencies, 
etc. 
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Staff 


—List personnel to be used. Indicate 
their salaries, educational level and 
previous experiences. Provide resumes 
for all professional staff personnel. 

—Demonstrate competence among 
staff to effectuate mergers, acquisitions, 
spin-offs and joint-ventures. 

—Provide organization chart, job 
descriptions and qualification standards 
involving all professional staff persons 
to be utilized on the project. 

—lIf any contractors are to be utilized, 
identify and indicate areas and level of 
experience. Primary consideration will 
be given to inhouse capability. 


Note.—All contracting proposed should be 
in accordance with procurement standards in 
Attachment O of OMB Circulars A-110 or A- 
102. 


Il. Techniques and Methodology.— 
Specify plans for achieving the goals 
and objectives of the project. This 
section should be developed by using 
the outline of the Work Requirements 
and the BDC responsibilities as guides 
and will become part of the award 
document. Include start-up plan and 
example of work plan format. Fully 
explain the procedures for: outreach, 
screening, assisting and monitoring 
clients; developing and maintaining the 
profile inventory of minority business; 
and brokering of new business 
ownership, market and capital 
opportunities. In summary, address how, 
when and where work will be done and 
by whom. Include level of performance. 

Ill. Resources.—Address technical 
and administrative resources, i.e., 
computer facilities, voluntary staff time 
and space; and financial resources in 
terms of meeting MBDA’s 10% cost 
sharing requirement to include a fee for 
services for assistance provided clients. 
The fee for services will be 10% for firms 
with gross sales of $500,000 or less and 
25% for firms with gross sales of over 
$500,000. 

Cost sharing is that portion of project 
costs not borne by the Federal 
Government. The composition and 
amount of cost sharing are key factors 
that will considered in determining the 
merit of this section. The cost sharing 
requirement can be met through the 
following order of priority: 1. Cash 
contributions; 2. fee for services; and 
3. in-kind contributions. 

A. Cash contribution.—Means cash 
that is contributed or donated by the 
recipient, by other non-federal, public 
agencies and institutions, private 
organizations, corporations and 
individuals. 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


B. Fee for services.—Are charges to 
the client for assistance provided by 
BDC. 

C. In-Kind contribution. —Represent 
the value of non-cash contributions 
provided by the recipient and non- 
federal parties. The order of priority for 
in-kind contributions are: high 
technology systems to be utilized to 
achieve program objectives; top level - 
staff personnel and real and personal 
property donated by other public 
agencies, institutions and private 
organizations. Property purchased with 
Federal funds will not be considered as 
the recipient's in-kind contribution. 

IV. Cost.—Demonstrate in narrative 
format that costs being proposed will 
give the minority business client and the 
government the most effective program 
possible in terms of quality, quantity, 
timeliness and efficiency. ° 

Include the principal costs involved 
for achieving work plan under 
Cooperative Agreement by completing 
Part I1I—the Budget Information Section 
of the Request for Application. 

Provide cost sharing plan information 
in terms of methodology and format for 
billing the cost of management and 
technical assistance to clients. 

Total project costs will be evaluated 
in terms of: 

—Clear explanations of all 
expenditures proposed, and 

—The extent to which the applicant 
can leverage federal program funds and 
operate with economy and efficiency. 

In conclusion, the applicant's schedule 
for start of BDC operation should be 
included in Part Two. Part Two will be 
known as the applicant's plan of 
operation and will be incorporated into 
the Cooperative Agreement award. 

A detailed justification of all proposed 
costs is required for Part Four and each 
item must be fully explained. 

The failure to supply information in 
any given category of the criteria will 
result in the application being 
considered nonresponsive and 
consequently, dropped from 
competition. 

All information submitted is subject to 
verification by MBDA. 


E. Disposition of Proposals 


Notification of awards will be made 
by the Grants Officer. Organizations 
whose proposals are unsuccessful will 
be advised by the Regional Director. 


F. Proposal Instructions and Forms 


Questions concerning the preceding 
information, copies of application forms, 
and applicable regulations can be 
obtained at the above address. 

Nothing in this solicitation shall be 
construed as committing MBDA to 


divide available funds among all 
qualified applicants. The program is 
subject to OMB Circular A-95 
requirements. 

G. A Pre-Application conference to 
assist all interested applicants will be 
held at the.above address on February 
12, 1982, at 1:00 PM. 


(Catalog of Federal Domestic Assistance 

11.800 Minority Business Development) 
Dated: January 18, 1982. 

Charles F. McMillan, 

Regional Director. 

[FR Doc. 82-1962 Filed 1-26-82; 8:45 am] 

BILLING CODE 3510-21-M 


National Bureau of Standards 


Advisory Committee for International 
Legal Metrolagy; Open Meeting 


The Advisory Committee for 
International Legal Metrology will meet 
from 9:30 a.m. to 5:00 p.m. on Tuesday, 
February 16, 1982, and from 9:00 a.m. to 
12:00 noon on Wednesday, February 17, 
1982. The meeting will be held in Lecture 
Room A, Administration Building, 
National Bureau of Standards, 
Gaithersburg, Maryland. 

The Committee, initially established 
in March 1974 (39 FR 6136), advises the 
Department, through the Director, 
National Bureau of Standards (NBS), on 
technical and policy matters relating to 
NBS’ assigned general responsibilities 
for the development of U.S. positions on 
technical issues arising in the 
International Organization of Legal 
Metrology (OIML). The Committee 
consists of approximately 40 members 
selected to ensure balanced 
representation among government, 
professional metrologists, national 
standards bodies, industry and trade 
associations, and consumers. 

The purpose of the February meeting 
of the Committee is to establish U.S. 
positions for the 18th Meeting of the 
International Committee of Legal 
Metrology (CIML) to be held March 24— 
26, 1982, in Paris, France. The agenda 
includes the following items: 


1. Update of OIML activities since last 
meeting of the Committee: 

(a) Report on results of the 1980 
International Conference of Legal Metrology. 

(b) Highlights of OIML Technical Program. 

(c) Report on Joint BIPM, ISO, IEC, OIML 
International Measurement Vocabulary. 

2. 18th CIML agenda and issues: 

(a) Changes to “Working Methods of 
Secretariats”. 

(b) Creation of new secretariats. 

(c) Examination of the status of certain 
secretariats. 

(d) Use of work from other organizations. 

Te) Establishment of OIML certification 
system. 
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3. U.S. priorities in OIML for 1982-83. 
4. Guidelines for U.S. delegations to OIML 
meetings. 


The meeting will be open to public 
observation, and a period will be set 
aside for oral comments or questions by 
the public which do not exceed ten 
minutes each. More extensive questions 
or comments should be submitted in 
writing before February 9, 1982. Other 
public statements regarding committee 
affairs may be submitted at any time 
before or after the meeting. 
Approximately 20 seats will be 
available for the public on a first-come, 
first-served basis. 

Copies of the minutes will be 
available on request 30 days after the 
meeting. 

Inquiries may be addressed to the 
Committee Control Officer, Mr. David E. 
Edgerly, Office of Domestic and 
International Measurement Standards, 
National Bureau of Standards, 
Washington, D.C. 20234, telephone: 301- 
921-3307. 


Dated: January 21, 1982. 
Ernest Ambler, 
Director, National Bureau of Standards. 
[FR Doc. 82-1985 Filed 1-26-82; 8:45 am] 
BILLING CODE 3510-13-M 


COMMITTEE FOR THE 
IMPLEMENTATION OF TEXTILE 
AGREEMENTS 


Announcing an Increase in the import 
Restraint Level for Certain Cotton 
Textile Products From Pakistan 


AGENCY: Committee for the 
Implementation of Textile Agreements. 


ACTION: Increasing by 50,000 dozen the 
level of restraint for women’s, girls’ and 
infants’ cotton shirts, other than T and 
sweatshirts, in Category 339pt. (only 
T.S.U.S.A. numbers 382.0669 and 
382.0671), produced or manufactured in 
Pakistan and exported during the 
eighteen-month period which began on 
January 1, 1981. The adjusted level will 
be 374,270 dozen. 

(A detailed description of the textile 
categories in terms of T.S.U.S.A. 
numbers was published in the Federal 
Register on February 28, 1980 (45 FR 
13172), as amended on April 23, 1980 (45 
FR 27463), August 12, 1980 (45 FR 53506), 
December 24, 1980 (45 FR 85142), May 5, 
1981 (46 FR 25121), October 5, 1981 (46 
FR 48963), and October 27, 1981 (46 FR 
52409).) 


summary: The Governments of the 
United States and Pakistan have agreed 
to amend the Bilateral Cotton Textile 
Agreement of January 4 and 9, 1978, as 
amended, to increase the level of 





restraint for cotton textile products in 
Category 339pt. (only T.S.U.S.A. 
numbers 382.0669 and 382.0671) during 
the agreement period which began on 
January 1, 1981 and extends through 
June 30, 1982. 


EFFECTIVE DATE: January 20, 1982. 


FOR FURTHER INFORMATION CONTACT: 


Gordana Slijepcevic, International 
Trade Specialist, Office of Textiles and 
Apparel, U.S. Department of Commerce, 
Washington, D.C. 20230 (202/377-2184). 


SUPPLEMENTARY INFORMATION: On 
December 24, 1980, there was published 
in the Federal Register (45 FR 85140) a 
letter dated December 19, 1980 from the 
Chairman of the Committee for the 
Implementation of Textile Agreements 
to the Commissioner of Customs, which 
established levels of restraint for certain 
specified categories of cotton textile 
products, including Category 339 and its 
subceiling, produced or manufactured in 
Pakistan and exported to the United 
States during the eighteen-month period 
which began on January 1, 1981 and 
extends through June 30, 1982. In the 
letter published below the Chairman of 
the Committee for the Implementation of 
Textile Agreements, pursuant to an 
amendment to the bilateral agreement, 
directs the Commissioner of Customs to 
increase the level for Category 339pt. 
(only T.S.U.S.A. numbers 382.0699 and 
382.0671) to 374,270 dozen. 

Paul T. O'Day, 

Chairman, Committee for the Implementation 
of Textile Agreements. 


Committee for the Implementation of Textile 
Agreements 


Commissioner of Customs, 
Department of the Treasury, 
Washington, D.C. 

Dear Mr. Commissioner: This directive 
further amends, but does not cancel, the 
directive issued to you on December 19, 1980 
by the Chairman, Committee for the 
Implementation of Textile Agreements, 
concerning imports in the United States of 
certain cotton textile products, produced or 
manufactured in Pakistan. 

Under the terms of the Arrangement 
Regarding International Trade in Textiles 
done at Geneva on December 20, 1973, as 
extended on December 15, 1977 and 
December 22, 1981; pursuant to the Bilateral 
Cotton Textile Agreement of January 4 and 9, 
1978, as amended, between the Governments 
of the United States and Pakistan, and in 
accordance witk the provisions of Executive 
Order 11651 of March 3, 1972, as amended by 
Executive Order 11951 of January 6, 1977, you 
are directed to prohibit, effective on January 
20, 1982, and for the eighteen-month period 
beginning on January 1, 1981 and extending 
through June 30, 1982, entry into the United 


States for consumption and withdrawal from 
warehouse for consumption of cotton textile 
products in Category 339pt.', produced or 
manufactured in Pakistan, in excess of 
374,270 dozen.? 

The action taken with respect to the 
Government of Pakistan and with respect to 
imports of cotton textile products from 
Pakistan has been determined by the 
Committee for the Implementation of Textile 
Agreements to involve foreign affairs 
functions of the United States. Therefore, the 
directions to the Commissioner of Customs, 
which are necessary for the implementation 
of such actions, fall within the foreign affairs 
exception to the rule-making provisions of 5 


| U.S.C. 553. This letter will be published in the 
| Federal Register. 


Sincerely, 
Paul T. O'Day, 
Chairman, Committee for the Implementation 
of Textile Agreements. 
[FR Doc. 82-1983 Filed 1-26-82; 6:45 am} 
BILLING CODE 3510-25-M 


Adjusting Import Restraint Levels for 
Certain Cotton and Man-Made Fiber 
Apparel Products From the Dominican 
Republic 


January 22, 1982. 

AGENCY: Committee for the 
Implementation of Textile Agreements. 
ACTION: Reducing the levels of restraint 
established for men’s and boy’s woven 
cotton shirts in Category 340 from 
139,678 dozen to 130,968 dozen and man- 
made fiber brassieres in Category 649 
from 1,500,000 dozen to 1,453,501 dozen 
to account for carryforward used during 
the twelve-month period which began 
on June 1, 1980 and extended through 
May 31, 1981. These adjustments apply 
to Categories 340 and 649, produced or 
manufactured in the Dominican 
Republic and exported during the 
current agreement year which began on 
June 1, 1981. 

(A detailed description of the textile 
categories in terms of T.S.U.S.A. 
numbers was published in the Federal 
Register on February 28, 1980 (45 FR 
13172), as amended on April 23, 1980 (45 
FR 27463), August 12, 1980 (45 FR 53506), 
December 24, 1980 (45 FR 85142), May 5, 
1981 (46 FR 25121), October 5, 1981 (46 
FR 48963) and October 27, 1981 (46 FR 
52409)). 


SUMMARY: The Bilateral Cotton, Wool 


and Man-Made Fiber Textile Agreement 
of August 7 and 8, 1979, as amended, 
between the Governments of the United 
States and the Dominican Republic 


‘In Category 339, only T.S.U.S.A. numbers 
383.2730 and 383.2731. 1 

? The level of restraint has not been adjusted to 
account for any imports after December 31, 1981. 
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provides, among other things, for the 
borrowing of yardage from the following 
agreement year (carryforward) with the 
amount used being deducted from the 
level in the following year. In 
accordance with the terms of the 
bilateral agreement, the import restraint 
levels established for Categories 340 and 
649 are being adjusted for carryforward 
used during the previous agreement 
year. 

EFFECTIVE DATE: January 27, 1982. 


FOR FURTHER INFORMATION CONTACT: 
Carl Ruths, International Trade 
Specialist, Office of Textiles and 
Apparel, U.S. Department of Commerce, 
Washington, D.C. 20230 (202/377-5423). 


SUPPLEMENTARY INFORMATION: On May 
26, 1981, there was published in the 
Federal Register (46 FR 28206) a letter 
dated May 20, 1981 from the Chairman 
of the Committee for the Implementation 
of Textile Agreements to the 
Commissioner of Customs which 
established import restraint levels for 
certain specified categories of cotton 
and man-made fiber textile products, 
including Categories 340 and 649, 
produced or manufactured in the 
Dominican Republic and exported to the 
United States during the twelve-month 
period which began on June 1, 1981 and 
extends through May 31, 1982. In 
accordance with the terms of the 
agreement, the Chairman of the 
Committee for the Implementation of 
Textile Agreements, in the letter 
published below, directs the 
Commissioner of Customs to prohibit 
entry into the United States for 
consumption and withdrawal from 
warehouse for consumption of textile 
products in Categories 340 and 649 in 
excess of the adjusted levels of 
restraint. 

Paul T. O'Day, 

Chairman, Committee for the Implementation 
of Textile Agreements. 

January 22, 1982. 

Commissioner of Customs, 

Department of the Treasury, 

Washington, D.C. 

Dear Mr. Commissioner: On May 20, 1981, 
the Chairman, Committee for the 
Implementation of Textile Agreements, 
directed you to prohibit entry for 
consumption or withdrawal from warehouse 
for consumption, during the twelve-month 
period which began on June 1, 1981 and 
extends through May 31, 1982 of cotton and - 
man-made fiber textile products in certain 
specified catetories, produced or 
manufactured in the Dominican Republic, in 
excess of designated levels of restraint. The 
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Chairman further advised you the levels of 
restraint are subject to adjustment. ! 

Effective on January 22, 1982, ithe levels of 
restraint established for Categories 340 and 
649 in the directive of May 20, 1981 .are 
adjusted to the following: 


Category and Adjusted Twelve-Month Level 
of Restraint * 


340—130,968 dozen 
649—1,453,501 dozen 

The actions taken with respect to the 
Government of the Dominican Republic and 
with respect to imports of cotton and man- 
made fiber textile products from the 
Dominican Republic have been determined 
by the Committee for the Implementation of 
Textile Agreements to involve foreign affairs 
functions of the United States. Therefore, the 
directions to the Commissioner of Customs, 
which are necessary for the implementation 
of such actions, fall within the foreign affairs 
exception to the rule-making provisions of 5 
U.S.C. 553. This letter will be published in the 
Federal Register. 

Sincerely, 

Paul T. O'Day, 
Chairman, Committee for the Implementation 
of Textile Agreements. 
[FR Doc. 82-2074 Filed 1- 26-82; 8:45 am] 
BILLING CODE 3510-25-M 





DEPARTMENT OF DEFENSE 
Department of the Army 


Army Science Board; Cancellation of 
Meeting 


In accordance with section 10(a)(2) of 
the Federal Advisory Committee Act 
(Pub. L. 92-463) and AR 15-1, Committee 
Management, notice of cancellation of a 
meeting of the Army Science Board on 
January 28 and 29, 1982 (47 FR 843, 
January 7, 1982) is hereby given. 

Due to extenuating circumstances the 
meeting of the Army Science Board 
Summer Study Group on Science and 
Engineering Personnel was called off 
and is being rescheduled. 

Helen M. Bowen, 
Administrative Officer. 
January 21, 1982. 

[FR Doc. 82-2054 Filed 1-26-82; 8:45 am| 
BILLING CODE 3710-08-M 


' The term “adjustment” refers to those provisions 
of the Bilateral Cotton, Wool and Man-Made Fiber 
Textile Agreement of August 7 and 8, 1979, as 
amended, between the Governments of the United 
States and the Dominican Republic, which provide, 
in part, that: {1) specific limits may be exceeded by 
designated percentages to account for swing with 
comparable amounts being deducted from other 
specific limits; (2) specific limitsimay also be 
increased for carryover and carryforward up to 11 
percent of applicable category limits; and (3) 
administrative arrangements or adjustments may be 
made to resolve minor problems arising in the 
implementation of the agreement. 

? The levels of restraint have not been adjusted to 
account for any imports after May 31, 1981. 


Army Science Board; Closed Meeting 


In accordance with section 10(a}(2) of 
the Federal Advisory Committee Act 
(Pub. L. $2-463), announcement is made 
of the following Committee Meeting: 


Name of the Committee: Army Science Board 
(ASB) 

Dates of Meeting: February 16, 1982 and 
February 17, 1982 

Times: 0830-1700 hours (Closed)—February 
16, 1982; 0830-1500 hours {(Closed)— 
February 17, 1982 

Place: Pentagon Room 3A486, Washington, 
DC 

Proposed Agenda: The Army Science Board 
Group conducting a Summer Study on 
Science and Engineering Personnel will 
meet to present and receive briefings and 
hold discussions. This meeting will be 
closed to the public in accordance with 
section 552b{c) of Title 5, U:S.C., 
specifically subparagraph (1) thereof, and 
Title 5, U.S.C. App. 1, subsection 10{d). The 
classified and non-classified matiers to be 
discussed are so inextricably interwined so 
as to preclude opening any portion of the 
meeting. The ASB Administrative Officer, 
Helen M. Bowen, may be contacted for 
further information at (202) 697-9703 or 
695-3039. 

Helen M. Bowen, 

Administrative Officer. 

[FR Doc. 82-2055 Filed 1-26-82; 8:45 am] 

BILLING CODE 3710-08-M 


DEPARTMENT OF EDUCATION 


Direct Grant Programs; Application 
Notices for Fiscal Year 1982; 
Correction 


AGENCY: Department of Education. 


ACTION: Amendments to application 
notices for direct grant programs for 
fiscal year 1982. 

The Secretary of Education makes 
changes in certain application notices 
previously announced for fiscal year 
1982. 

On October 28, 1981 a notice 
containing application announcements 
for certain direct grant programs was 
published in the Federal Register (46 FR 
53278-53317). For various reasons, 
changes are made to the following 
notices. 

(1) 84.060—Jndian Education Grants 
to Local Educational Agencies and 
Tribal Schools—Closing date: December 
4, 1981 

The closing date for transmittal of 
applications for new and noncompeting 
continuation projects under the Indian 
Education Program entitlement grants to 
local educational agencies and tribal 
schools is extended to February 12, 1982. 

(2) 84.003A—Bilingual Education 
Act—Desegregation Support Program— 
Closing date: January 15, 1982 


Although the original application 
notice correcily listed $768,000 as the 
total amount of money available for new 
awards, the amount of money listed as 
available for the two types of projects 
supported under this program were * 
incorrect and are corrected as follows: 

The amount of money available for 
bilingual-bicultural curriculum 
development projects (34 CFR 520.10{a)) 
is $200,000. 

The amount of money available for 
implementation of instructional 
programs of bilingual-bicultural 
education (34 CFR 520.10{b)) is $568,000. 

(3) 84.101—Programs for Indian Tribes 
and Indian Organizations—New 
Projects—Closing date: January 11, 1982 

The competition for this program is 
cancelled for fiscal year 1982 due to 
funding limitations. 

T. H. Bell, 

Secretary of Education. 
January 20, 1982. 

{FR Doc. 82-2031-Filed 1-26-82; 8:45 am] 
BILLING CODE 4000-01-M 


Office of Postsecondary Education 


Special Needs Program; Application 
Notice for New Projects for Fiscal Year 
1982 


Applications are invited for new 
projects under the Special Needs 
Program. 

Authority for this program is 
contained in sections 321-324 and 341- 
347 of Title Ill of the Higher Education 
Act of 1965 as amended. 


(20 U.S.C. 1060-1063, and 1066-1069c) 


The Special Needs Program assists 
eligible institutions of higher education 
to become self-sufficient by providing 
funds to improve their academic quality 
and strengthen their planning, 
management, and fiscal capabilities. To 
this end, the Secretary awards planning 
grants and non-renewable development 
grants to eligible two and four year, 
public and private institutions of higher 
education. The purpose of the planning 
grants is to assist institutions to develop 
their long-range plans. The purpose of 
the development grants is to assist 
institutions to implement portions of 
their long-range plans, thereby becoming 
self-sufficient. 

Closing Date for Transmittal of 
Applications: An application for a 
planning or development grant must be 
mailed or hand delivered by April 2, 
1982. 

Applications Delivered by Mail: An 
application sent by mail must be 
addressed to the U.S. Department of 
Education, Application Control Center, 
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Attention: 84.031B, Washington, D.C. 
20202-3561. 

An applicant must show proof of 
mailing consisting of one of the 
following: 

(1) A legibly dated U.S. Postal Service 
postmark. 

(2) A legible mail receipt with the date 
of mailing stamped by the U.S. Postal 
Service. 

(3) A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
acceptable to the U.S. Secretary of 
Education. 

If an application is sent through the 
U.S. Postal Service, the Secretary does 
not accept either of the following as 
proof of mailing: (1) A private metered 
postmark, or (2) a mail receipt that is not 
dated by the U.S. Postal Service. 

An applicant should note that the U.S. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 

An applicant is encouraged to use 
registered or at least first class mail. 
Each late applicant will be notified that 
its application will not be considered. 

Applications Delivered by Hand: An 
application that is hand delivered must 
be taken to the U.S. Department of 
Education, Application Control Center, » 
Room 5673, Regional Office Building 3, 
7th and D Streets, SW., Washington, 
D.C. 

The Application Control Center will 
accept a hand-delivered application 
between 8:00 a.m. and 4:30 p.m. 
(Washington, D.C. time) daily, except 
Saturdays, Sundays, and Federal 
holidays. 


Program Information 


General. In general, the Secretary will 
accept an application for a planning 
grant or a development grant from any 
institution designated eligible for the 
Special Needs Program in Fiscal Year 
1982. 


Planning Grants 


1, The Secretary will not accept an 
application for a planning grant from 
institutions applying as a cooperative 
arrangement unless the purpose of the 
grant is to develop a separate long-range 
plan for each participating institution. 

2. Approval of a planning grant does 
not commit the Secretary to fund a 
subsequent application for a 
development grant. 

Requests for Designation as an 
Eligible Institution: Potential applicants 
must submit a request for designation as 
an eligible institution by the established 
date published separately in the Federal 
Register. Those institutions that do not 


submit a request by the established date 
or are not designated by the Secretary 
as eligible to apply for a grant in FY 
1982 will not be considered for funding. 

Available Funding: The Third 
Continuing Resolution, which expires on 
March 31, 1982, authorizes $57,600,000 to 
be made available for the Special Needs 
Program for Fiscal Year 1982. Although 
processing of applications will proceed 
on this basis, it should be noted that 
these estimates do not bind the 
Department of Education. Final 
resolution of spending limits for FY 1982 
may result in a change of available 
funds. 

The Secretary intends to award not 
less than $27,035,000 of the amount 
available to institutions with special 
needs that have historically served 
substantial numbers of black students. 
Further, the Secretary intends to award 
not less than 30 percent of the amount 
available to junior or community 
colleges with special needs. 
Approximately $384,000 will.be used to 
fund planning grants. 

Planning grants will range between 
$10,000 and $25,000 while development 
grants will range between $100,000 and 
$800,000 per year. These estimates, 
however, do not bind the Secretary as to 
the minimum amount of any grant. 

Application Forms: Application forms 
and program information packages are 
expected to be ready for mailing by 
January 26, 1982. They may be obtained 
by writing to the Institutional Aid 
Programs, U.S, Department of Education, 
L'Enfant Plaza Station, Post Office Box 
23868, Washington, D.C. 20024. 

Applications must be prepared and 
submitted in accordance with the 
regulations, instructions, and forms 
included in the program information 
package. The Secretary strongly urges 
that (1)-the individual parts of the 
application not exceed the page 
limitations identified in the application 
materials, and (2) applicants not submit 
information that is not requested. 

Applicable Regulations: Regulations 
applicable to the program include the 
following: 

(a) The regulations in 34 CFR Part 624; 

©) The regulations in 34 CFR Part 626; 
an 

(c) The Education Department 
General Administrative Regulations 
(EDGAR) in 34 CFR Part 75 (Direct 
Grant Programs) and 34 CFR Part 77 
(Definitions), except that 34 CFR 
75.128(a)(2) and 34 CFR 75.129{a) do not 
apply to cooperative arrangements. 
These parts were previously codified as 
45 CFR Part 100a and 45 CFR Part 100c 
respectively. 

Parts 624 and 626 of Title 34 of the 
Code of Federal Regulations were 
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published in the Federal Register of 

January 5, 1982, 47 FR 540-557. 
Further Information: For further 

information contact Dr. Claude A. 

Mayberry, Director, Division of 

Institutional Development, U.S. 

Department of Education (Room 3919, 

Regional Office Building 3), 400 

Maryland Avenue, SW., Washington, 

D.C. 20202-3311. Telephone: (202) 245- 

9691. 

(20 U.S.C. 1060-1063 and 1066-1069c) 
Dated: January 21, 1982. 

(Catalog of Federal Domestic Assistance No. 

84.031B—Special Needs Program) 

T. H. Bell, 

Secretary of Education. 

[FR Doc. 82-2077 Filed 1-26-82; 8:45 am] 

BILLING CODE 4000-01-M 


Strengthening Program; Application 
Notice for New Projects for Fiscal Year 
1982 


Applications are invited for new 
projects under the Strengthening 
Program. 

Authority for this program is 
contained in sections 311-313 and 341- 
347 of Title III of the Higher Education 
Act of 1965 as amended. 


(20 U.S.C. 1057-1059, and 1066-1069c) 


The Strengthening Program assists 
eligible institutions of higher education 
to become self-sufficient by providing 
funds to improve their academic quality 
and strengthen their planning, 
management, and fiscal capabilities. To 
this end, the Secretary awards planning 
grants and renewable and non- 
renewable development grants to 
eligible two and four year, public and 
private institutions of higher education. 
The purpose of the planning grants is to 
assist institutions to develop an 
institutional long-range plan or an 
application for a development grant. The 
purpose of the development grants is to 
assist institutions to implement portions 
of their long-range plans to enable them 
to move toward or achieve self- 
sufficiency. 

Closing Date for Transmittal of 
Applications: An application for a 
planning or development grant must be 
mailed or hand delivered by March 30, 
1982. 

Applications Delivered by Mail: An 
application sent by mail must be 
addressed to the U.S. Department of 
Education, Application Control Center, 
Attention: 84.031A, Washington, D.C. 
20202-3561. 

An applicant must show proof of 
mailing consisting of one of the 
following: 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


(1) A legibly dated U.S. Postal Service 
postmark. 

(2) A legible mail receipt with the 
date of mailing stamped by the USS. 
Postal Service. 

(3) A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
acceptable to the U.S. Secretary of 
Education. 

If an application is sent through the 
U.S. Postal Service, the Secretary does 
not accept either of the following as 
proof of mailing: (1) a private metered 
postmark, or (2). a mail receipt that is not 
dated by the US. Postal Service. 

An applicant should note that the US. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 

An applicant is encouraged to use 
registered or at least first class mail. 
Each late applicant will be notified that 
its application will not be considered. 

Applications Delivered by Hand: An 
application that is hand delivered must 
be taken to the U.S. Department of 
Education, Application ‘Control ‘Center, 
Room 5673, Regional Office Building 3, 
7th and D Streets, SW., Washington, 
D.C. 

The Application Control Center will ~ 
accept a hand-delivered application 
between 8:00 a.m. and 4:30 p.m. 
(Washington, DC. time) daily, except 
Saturdays, Sundays, and Federal 
holidays. 

An application that is hand delivered 
will not be accepted after 4:30 pam..on 
the closing date. 

Program Information: 

General. In general, the Secretary will 
accept an application for a planning 
grant or a development grant from any 
institution designated eligible for the 
Strengthening Program. 

Planning grants. 

1. The Secretary will not accept an 
application for a planning grant solely to 
develop an application for a 
development grant unless the applicant 
submits, as part of its application, its 
long-range plan containing all the 
elements required in § 624.22 of the 
Institutional Aid Programs General 
Provision Regulation (34 CFR 624.22) 
published in the Federal Register of 
January 5, 1982, 47 FR 540, 543-544. 

2. The Secretary will not accept an 
application for a planning grant to 
develop a long-range plan from 
institutions applying as a‘cooperative 
arrangement unless the purpose of the 
grant is to develop a separate long-range 
plan for.each participating institution. 

3. Approval of a planning grant does 
not commit the Secretary to fund a 


. 


subsequent application for a 
development grant. 

Development grants. 

An institution may not apply for both 
a renewable and a non-renewable 
development grant under this program 
either individually or as part ofa 
cooperative arrangement. 

Requests for Designation as an 
Eligible Institution: Potential applicants 
must submit a request for designation as 
an eligible institution by the established 
date published separately in the Federal 
Register. Those institutions that do not 
submit a request by the established date 
or are not designated by the Secretary 
as eligible to apply for a grant in FY 
1¢82 will not be considered for funding. 

Available Funding: The Third 
Continuing Resolution, which expires on 
March 31, 1982, authorizes $57,600,000 to 
be made available for the Strengthening 
Program for Fiscal Year 1982. Although 
processing of applications wi!l proceed 
on this basis, it should be noted that 
these estimates do not bind the 
Department of Education. Final 
resolution of spending limits for FY 1982 
may result in a change of available 
funds. The Secretary intends to award 
not less than 24 percent of the amount 
available to eligible junior or community 
colleges. 

Planning grants will range between 
$10,000 and $25,000, renewable 
development grants will range between 
$50,000 and $200,000 per year, and non- 
renewable development grants will 
range between $100,000 and $800,000 per 
year. These estimates, however, do not 
bind the Secretary to the minimum 
amount of any grant. 

Seventy-five percent of the amount 
available will be set-aside to fund non- 
renewable development grants. 
Approximately $384;000 will be used to 
fund planning grants. 

Application Forms: Application forms 
and program information packages are 
expected to be ready for mailing by 
January 26, 1982. They may be obtained 
by writing ‘to the Institutional Aid 


Programs, U.S. Department of Education, 


L'Enfant Plaza Station, Post Office Box 
23868, Washington, D.C. 20024. 

Applications must be prepared and 
submitted in accordance with the 
regulations, instructions, and forms 
included in the program information 
package. The Secretary strongly urges 
that (1) the individual parts of the 
application not exceed the page 
limitations identified in the application 
materials, and (2) applicants not submit 
informatior. that is not requested. 

Applicab/e Regulations: Regulations 
applicable to the program include the 
following: ; 

(a) The regulations in 34 CFR Part 624; 
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(b) The regulations in 34 CFR Part 625; 
and 

(c) the Education Department General 
Administrative Regulations (EDGAR) in 
34 CFR Part 75 (Direct Grant Programs) 
and 34 CFR 77 {Definitions), except that 
34 CFR 75.128(a)(2) and 34 CFR 75.129(a) 
do not apply to cooperative 
arrangements. These parts were 
previously codified as 45 CFR Part 100a 
and 45 CFR Part 100c respectively. 

Parts 624 and 625 of Title 34 of the 
Code of Federal Regulations were 
published in the Federal Register-of 
January 5, 1982, 47 FR 540-557. 

Further information: For further 
information contact Dr. Claude A. 
Mayberry, Director, Division of 
Institutional Development, U.S. 
Department of Education (Room 3919, 
Regional ‘Office Building 3), 400 — 
Maryland Avenue, SW., Washington, 
D.C. 20202-3311. Telephone: (202) 245- 
9691. 


(20 U.S.C. 1057-1059, and 1066—1069c) 
Dated: January 21, 1982. 
(Catalog of Federal Domestic Assistance No. 
84.031A—Strengthening Program) 
T. H. Bell, 
Secretary of Education. 
[FR Doc. 82-2078 Filed 1-26-82; 8:45 ami} 
BILLING CODE 4000-01-M 


Challenge Grant Program; Application 
Notice for New Projects for Fiscal Year 
1982 


Applications are invited for new 
projects under the Ch: llenge Grant 
Program. 

Authority for this program is 
contained in sections 331-332 and 341- 
347 of Title Ml of the Higher Education 
Act of 1965 as amended. 


(20 U:S:C. 1064-1069c) 


The Challenge Grant Program assists 
eligible institutions of higher education 
to seek alternative sources of funding to 
become self-sufficient. To this end, the 
Secretary awards grants te eligible 
institutions of higher education 
including, two-year and four-year, public 
and private institutions, graduate 
institutions, and institutions providing 
medical education programs. 

Closing Date for Transmittal of 
Applications: An application for a grant 
must be mailed-.or hand delivered by 
April 5,1982. 

Applications Delivered by Mail: An 
application sent by mail must be 
addressed to the’U.S. Department of 
Education, Application Control Center, 
Attention: 84:031C, Washington, D:C. 
20202-3561. 
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An applicant must show proof of 
mailing consisting of one of the 
following: 

(1) A legibly dated U.S. Postal Service 
postmark. 

(2) A legible mail receipt with the date 
of mailing stamped by the U.S. Postal 
Service. 

(3) A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
_ acceptable to the U.S. Secretary of 

Education. 

If an application is sent through the 
U.S. Postal Service, the Secretary does 
not accept either of the following as 
proof of mailing: (1) A private metered 
postmark, or (2) a mail receipt that is not 
dated by the U.S. Postal Service. 

An applicant should note that the U.S. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 

An applicant is encouraged to use 
registered or at least first class mail. 
Each late applicant will be notified that 
its application will not be considered. 

Applications Delivered by Hand: An 
application that is hand delivered must 
be taken to the U.S. Department of 
Education, Application Control Center, 
Room 5673, Regional Office Building 3, 
7th and D Streets, SW., Washington, 
D.C. 

The Application Control Center will 
accept a hand-delivered application 
between 8:00 a.m. and 4:30 p.m. 
(Washington, D.C. time) daily, except 
Saturdays, Sundays, and Federal 
holidays. 

An application that is hand delivered 
will not be accepted after 4:30 p.m. on 
the closing date. 

Program Information: Applications for 
new grants will be accepted from all 
institutions designated as eligible under 
the Institutional Aid Programs in Fiscal 
Year 1982. However, in awarding grants 
under this part, the Secretary gives 
preference to applications from 
institutions that are receiving grants 
under the Strengthening Program or the 
Special Needs Program. 

Requests for Designation as an 
Eligible Institution: Potential applicants 
must submit a request for designation as 
an eligible institution by the established 
dated published separately in the 
Federal Register. Those institutions that 
are not designated by the Secretary as 
eligible to apply for a grant in FY 1982 
will not be considered for funding. 

Available Funding: The Third 
Continuing Resolution, which expires on 
March 31, 1982, authorizes $9,216,000 to 
be made available for the Challenge 
Grant Program for Fiscal Year 1982. 
Although processing of applications will 


proceed on this basis, it should be noted 
that these estimates do not bind the 
Department of Education. Final 
resolution of spending limits for FY 1982 
may result in a change of available 
funds. Awards will range between 
$150,000 and $800,000 per year. 

However, these estimates do not bind 
the Secretary as to the amount of any 
grant. 

Application Forms: Application forms 
and program information packages are 
expected to be ready for mailing by 


January 26, 1982. They may be obtained 


by writing to the Institutional Aid 
Programs, U.S. Department of Education, 
L'Enfant Plaza Station, Post Office Box 
23868, Washington, D.C. 20024. 

Applications must be prepared and 
submitted in accordance with the 
regulations, instructions, and forms 
included in the program information 
package. The Secretary strongly urges 
that (1) the individual parts of the 
application not exceed the page 
limitations identified in the application 
materials, and (2) applicants not submit 
information that is not requested. 

Applicable Regulations: Regulations 
applicable to the program include the 
following: 

(a) The regulations in 34 CFR Part 624; 

(b) The regulations in 34 CFR Parts 
625 and 626; 

(c) The regulations in 34 CFR Part 627; 
and 

(d) The Education Department 
General Administrative Regulations 
(EDGAR) in 34 CFR Part 75 (Direct 
Grant Programs) and 34 CFR 77 
(Definitions). These parts were 
previously codified as 45 CFR Part 100a 
and 45 CFR Part 100c respectively. 

Parts 624, 625, 626 and 627 of Title 34 
of the Code of Federal Regulations were 
published in the Federal Register of 
January 5, 1982, 47 FR 540-557. 

Further Information: For further 
information contact Dr. Claude A. 
Mayberry, Director, Division of 
Institutional Development, U.S. 
Department of Education (Room 3919, 
Regional Office Building 3), 400 
Maryland Avenue, SW., Washington, 
D.C. 20202-3311. Telephone: (202 245- 
9691. 


. (20 U.S.C. 1064-1069c) 


Dated: January 21, 1982. 
(Catalog of Federal Domestic Assistance No. 
84.031C—Challenge Grant Program} 
T. H. Bell, 
Secretary of Education. 
{FR Doc. 82-2079 Filed 1-26-82; 8:45 am] 
BILLING CODE 4000-01-M 
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Strengthening Program, Special Needs 
Program, and Challenge Grant 
Program; Transmittal of Requests for 
Designation as an Eligible Institution 
for Fiscal Year 1982 


Institutions of higher education that 
wish to apply for a grant under the 
Strengthening Program, the Special 
Needs Program or the Challenge Grant 
Program. collectively known as the 
Institutional Aid Programs, are invited 
to apply for designation as an “eligible 
institution” under one or more of those 
programs by submitting a “Request for 
Designation as an Eligible Institution” 
form. The Institutional Aid Programs are 
authorized under section 301-347 of 
Title III of the Higher Education Act of 
1965, as amended. 


(20 U.S.C. 1051-1069c) 


The Institutional Aid Programs assist 
eligible institutions to become self- 
sufficient by providing funds to improve 
their academic quality and strengthen 
their planning, management and fiscal 


‘capabilities. 


Institutions of higher education that 
wish to apply for a grant for any of the 
Institutional Aid Programs must first be 
designated as an eligible institution 
under that program in accordance with 
the applicable regulations. 

Closing Date for Transmittal of 
Requests: A “Request for Designation as 
an Eligible Institution” form must be 
mailéd or hand-delivered by February 
16, 1982. 

Requests Delivered by Mail: A 
request sent by mail must be addressed 
to the Evaluation Section, Division of 
Institutional Development, L’Enfant 
Plaza, Post Office Box 23868, 
Washington, D.C. 20024. 

Proof of mailing must consist of one of 
the following: 

1. A legibly dated U.S. Postal Service 
postmark. 

2. A legible mail receipt with the date 
of mailing stamped by the U.S. Postal 
Service. 

3. A dated shipping label, invoice, or 
receipt from a commercial carrier. 

4. Any other proof of mailing 
acceptable to the U.S. Secretary of 
Education. 

If a request is sent through the U.S. 
Postal Service, the Secretary does not 
accept either of the following as proof of 
mailing: (1) a private metered. postmark, 
or (2) a mail receipt that is not dated by 
the U.S. Postal Service. 

An applicant should note that the U.S. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 
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An applicant is encouraged to use 
registered or at least first class mail. 
Each late applicant will be notified that 
its request will not be considered. 

Requests Delivered by Hand: A 
request that is hand-delivered must be 
taken to the Evaluation Section, Division 
of Institutional Development, Room 
3045, Regional Office Building 3, 7th and 
D Streets, SW., Washington, D.C. Hand 
delivered requests must be receipted by 
the staff of the Evaluation Section. 

The staff of the Evaluation Section 
will accept and receipt hand-delivered 
requests between 9:00 a.m. and 4:30 p.m. 
(Eastern Time) daily, except Saturdays, 
Sundays and Federal holidays. 

A request that is hand-delivered will 
not be accepted after 4:30 p.m. on 
February 16, 1982. 

Request Forms: Eligibility request 
forms are expected to be ready for 
mailing by January 26, 1982. They may 
be obtained by writing to the Evaluation 
Section, Division of Institutional 
Development, L’Enfant Plaza, Post 
Office Box 23868, Washington, D.C. 
20024. 

Applicable Regulations: Regulations 
applicable to the eligibility process 
include §§ 624.2, 624.3 and 624.20 of the 
Institutional Aid Programs—General 
Provisions Regulations, 34 CFR 624.2, 
624.3, and 624.20; §§ 625.2 and 625.3 of 
the Strengthening Program Regulations, 
34 CFR 625.2 and 625.3; §§ 626.2 and 
626.3 of the Special Needs Program 
Regulations, 34 CFR 626.2 and 626.3; and 
§ 627.2 of the Challenge Grant Program 
Regulations, 34 CFR 627.2. These 
regulations were published in the 
Federal Register of January 5, 1982, 47 
FR 540-557. 

Program Information: The Secretary 
will use award year 1979-80 (july 1, 
1979-June 30, 1980) as the base year for 
calculating the variables used to 
determine an institution's eligibility 
under § 625.2(a) (2) and (3) of the 
Strengthening Program, § 626.2{a) (2) 


and (3) of the Special Needs Program, 
and § 627.2(d)(2) of the Challenge Grant 
Program. These variables include for the 
Strengthening Program (1) the 
percentage of full-time equivalent (FTE) 
undergraduate students that received 
Pell Grants that were enrolled in the 
institution and (2) the average Pell Grant 
award per recipient. For the Special 
Needs Program the variables include (1) 
the percentage of FTE undergraduate 
students that received Pell Grants, 
Supplemental Educational Opportunity 
Grants (SEOG), College Work-Study 
(CWS) employment, and National Direct 
Student Loans {NDSL) that were 
enrolled in the institution and (2) the 
average amount of such assistance per 
recipient. For the Challenge Grant 
Program, the base year variable relates 
to whether a medical institution had an 
enrollment in the base year of at least 35 
percent minority and educationally 
disadvantaged students. 


The base year to be used for 
calculating the variables in 
$§ 625.2(a)(4) and 626.2(a)(4) will also be 


* 1979-80. These variables, for the 


Strenthening and Special Needs 
Programs, include the educational and 
general (E&G) expenditures per FTE 
undergraduate student at the institution. 
Institutions are to submit E&G 
expenditure data for the 12-month 
period on which they reported in the 
“Higher Education General Information 
Survey (HEGIS XV}, Financial Statistics 
of Institutions of Higher Education for 
Fiscal Year Ending 1980.” 


The Department of Education will use 
Pell Grant data currently on file in the 
Department in making its 
determinations under the financial aid 
eligibility criteria in 34 CFR 625.2 and 
626.2. The Department will use the 
figures as they have been corrected and 
updated as of March 2, 1982. 


Conversion tables which explain how 
the Secretary assigns points to 
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institutions applying for eligibility 
designation are published as-an 
appendix to this Notice. 

Under the Challenge Grant Program 
Regulations, § 627.2(e), the Secretary is 
authorized to waive requirements set 
forth in § 624.2(b)(2) of the Institutional 
Aid Programs—General Provisions. In 
Fiscal Year 1982, the Secretary chooses 
not to waive these requirements. 

Eligibility forms will be processed and 
reviewed by the Evaluation Section in 
the order in which they are received. 
Institutions that provide only statistical 
data under Part I of the request form and 
do not complete items 6a and 6b, 
thereby indicating that they are not 
reconciling Pell Grant data with the 
Office of Student Financial Assistance 
(OSFA) of the U.S. Department of 
Education, will be notified of their 
designation status no later than March 
1, 1982. Institutions that are requesting a 
waiver of certain eligibility requirements 
or special designation status under Part 
Il of the request form, or that are 
reconciling Pell Grant data with the 
OSFA will be notified as soon as 
possible. 

An institution that does not submit its 
eligibility form by February 16, 1982, will 
not be eligible to apply for an 
Institutional Aid Program grant and will 
not be eligible for Institutional Aid 
Program assistance in Fiscal Year 1982. 

Further Information: For further 
information, contact the Evaluation 
Section, Division of Institutional 
Development. L’Enfant Plaza, Post 
Office Box 23868, Washington, D.C. 
20024. Telephone: (202) 245-2338. 


(20 U.S.C. 1051-1069c) 


(Catalog of Federal Domestic Assistance 
Number: 84.031—Institutional Aid Programs) 


Dated: January 21, 1982. 
T. H. Bell, 
Secretary of Education. 
BILLING CODE 4000-01-M 
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NATIONAL STANDARDS FOR DETERMINING INSTITUTIONAL ELIGIBILITY 
FOR THE TITLE III INSTITUTIONAL AID PROGRAMS 


pall Ra isaac I Ae NT 


Minimum Thresholds 


Categories o f 
ret ent 1 lly Eligible | Strenq ithening Prog gram [Special “Needs Prog gram 
i 


a 1 
COs &£4:te5 Jonas Overall Waiver 
Threshold | Threshold |Threshold 


Two-Year Public Institutions 148 
Two-Year Non-profit Private Institutions 97 = 
Four-Year Public Institutions s 
Four-Year Non-profit Private Institutions ZY: wt 
*Graduate Public Institutions di li fff 

. *Graduate Non-profit Private Institutions PALAIS IT IISI IT | 


*Institutions that do not award bachelor's degrees but do award graduate, 
postgraduate or professional degrees may request designation for the 
Challenge Grant Program under the eligibility criteria for the Special 
Needs Program. 





otot on9e +oanoe°u $962 
meat €9v © 9M" eine°v= 299¢8°0 2vo2 
n2et sve tiv 199g°0" n4Ss°0 noo2 
4aet Ziv © dev gtsz"oe suecto £20¢ 
Sout 92y ve n02@g°o= 0£69° mgog 
4fo' Siw © voy 0209" v= 6099°" te0¢ 
9401 £0w 064 g099 0= Z24n9°u nutes 
4002 eod bod targ°v= 0609°0O O£te 
6so2 Oo © wwe 68090" 4465°0 ante 
Lote dud © 044 9465" 0" 9995"0 -€otE 
z2t2 e424 mae $98S°ve $2498°0 eee 
ost2 £44 S94 WL9S°0" SuSS°O Ones 
ote nye © 09L peSS°ve snns*o $926 
to22 634 © 9be vns°ve soz2s*o S$o2¢ 
oS22 $S4 oS moe2s*ve of2g°o mtbee 
Le22 one avd o02S°0= gi0s*v eecce 
ete ong tra 4£05"°0= 4S6n°O O9£s 
once One 9i4 9Son°ve t9un°o sets 
99¢2 siz eke 099n°0" giin°O 9to¢g 
94ce TEL © O24 Lddn°0e etan’o Sve 
soce eed 922 4tin°ve wn9n°o £90k 
obn2 Ses = £24 £n9n°b= gg9Sn°O Oone 
tone 224 = ob4 £9Sn°0= ,oSp°O 4gS¢ 
sen2 ets = Sha 90Sn°0= 4enn*0 L9SE 
tev2 mba ata 9S50n°0= eatn’u 66St 
©0S2 The ove Ldin’o= 2e2n°u one 
9282 ed 904 Te2n°ve 692n°0O £04¢ 
£7S2 S94 © £04 e92n°0= ef2n°u Tede 
9882 204 = 669 4f2n°0" totn’o 645 
9452 G69 = 409 Ooth°oe Sstn*u ofue 
aese 909 neg pStn°o= ne0n'o eee 
4092 £09 = 269 £80n" 0" FE0n"O vgeE 
0292 169 o89 _ @£0n°0" ge6e*o 1t00 
492 ev9 = oW9 Leog*o" O2er*o n60r 
4s92 £89 © 049 oboe" O" 4ege’o O9bn 
9492 e49 © 949 94UE°O" veee’o tt20 
£692 $49 © S849 agec’O= 9S28°0 btEn 
otse 749 © 249 SSE "0" stus*o £1in 
$242 t49 049 wtég°O= 049¢°O Leer 
€vs2 699 = 999 699¢°0" 9E9E°O ; LeSr 
7942 $99 = 099 ' S£9¢E"0" HIgE’O 6990 
2e42 £99 = 299 £t9E°0 eeSs’O deen 
noaé 199 69 euSe°oe 2nsc°o o26n 
ete2 @S9 © 489 TrSe°ve Owne’d 9605 
ene2 989 = $S9 6dnE*O= Lengo sees 
ove oS9 = £S9 9fnEe*oe tese*o 4f0s 

ooe2 289 = 6v9 Oefe*o= esse’o 9648 
0002 = 6t62 e79 = 909 4S£f "0" TIES *U 0ok9 3949 Onn 
0262 = £n62 $79 © 909 OtfE* 0 9928 °0 2949 = S2e¢e Ze = g4 2590°0= Isg0%o 
oneo2 = 7902 £n9 ing $92¢ "ue enzc*o *nzee 44 5 OSf0°L= Levu ry 


9 ONV 3 y¥v17100 114¢ 4N39u3q 173¢ 9 UNV 3 avilod Was 4N3983e 1736 


t 
TI9t 
seit 
S2ui 
witt 
Soul 
viol 
4d061 
e002 
0902 
gute 
cele 
o9te 
vete 
2022 
0922 
eece 
o2t2 
4nc2 
49¢2 
4ak2 
9of2 
dene 
enne 
9ene2 
2ore 
otse 
42s2 
wnse 
48S2 
4282 
eese 
2092 
t292 
ec92 
es92 
4492 
7692 
tt42 
9242 
ond2 
S942 
<e42 
seod2 
ote2 
4vne2 
t9e2 


teo2 ong 
£662 ong 
220¢ wi¥ 
£SO0£ 99 
Og0€ o£9 
€or £9 
e2te v£9 
9ntté 929 
Zote 4e9 
otes sey 
ofee £e9 
292 619 
ne2t ats 
ete ete 
Tees O19 
ests 4vg 
oets 2uy9 
stn¢ dos 
Sve 96s 
29ne pes 
oent 2os 
9€Sé 06 
99S¢ Sus 
gost {vs 
engt 448 
904E Sd 
oe4e 2d 
464 69S 
witt 9s 
seer 295 
o4of vhs 
Ob0n sss 
£607 OSS 
oStin 97S 
oten nus 
Otin 6is 
2dfn 4S 
99079 2is 
9eS0 ees 
e999 res 
9440 obs 
v2on £hs 
$60S 6uS 
202s 20s 
9€0S $o0 
4648 6en 
eet? oan 


ong en2g°vue Z222¢°o 
of te2¢°0" sstg*u 
aty mStg"0= sitg*u 
siy¥ ntte°ow g90¢"0 
ns9 L90€°v= geuEg’o 
189 420¢"0= gv0¢g’o 
oe B00E°0= 2562°0 
we9 tS62°0" gese2°0 
929 4S82°0= wos2°o 
729 Lod2°vue tus2°o 
ve9 Oe42°U" 4E42°O 
ely 9£42°0" 90Z2°0 
aby SO42°v= g99Zz"%% 
19 4992°0= 2592°0 
#09 1E92°C= Yoes2°o 
£09 oeSzZ°0= gzs2°o 
wos 4452°0" 4Ese°o 
Los 9£52°0" tenz*u 
Sos 0er2°0= ein2°o 
fos vbu2°O= g9g2°o 
tos n9E2°C= g1E2°%u 
gus Stk2° ve 24z2°u 
vs t422°u" ngze°o 
es LL22°vue LZet2°o 
948 9Lb2°u= Sst2°u 
ads mfbe*ve geo2°o 
09S L£e02°U= gn02°0 
ads 9n02°0= gLot*u 
2958 SLOT°O= Segto 
45s 240T°0" saul *o 
935 4881°U= Suet uv 
1Ss Sovt*v= oszt u 
avs Ondt b= mect°o 
S$? E2Lt°ve tugi°o 
00S voOdt°v= snot o 
eis 209T°ve gust ov 
ais Z2eSt°o= Esto 
oés O£S1°O* tent ?o 
s2s OsDt°Oe gnnt*o 
vés 9nnt*vr gegt*o 
vhs Zokt’o= sngt°o 
vls nvet’Ge 062t*o 
£0s ov2t°v= eu2t yu 
9on POZT°uU= LZL0T°O 
06h 9L0T° ve ZhOt eu 
Oun 9T0L° v= 6£60°% 
boo 8£600°0" wuRec ey 
£6£ 4080°0= ¢590°O 


Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


Jllufid BA @ : Iisa wa 2 


ZIINALNGI & YeLuvd ONIwansOngais § veyarvg 





t 

sii 
wivt 
etol 
#002 
wOtd 
vgt2 
202e2 
weed 
£nae 
Like 
O2n2 
9une2 
Otse 
nnSe 
44582 
2092 
#92 
4492 
1t42 
ore 
£ed2 
ote2 
t9u2 
0262 
$902 
N62 
nSog 
note 
Ante 
oe2e¢ 
s92¢ 
oles 
o9ge 
9ioe 
£9nE 
4eSf 
oost 
4046 
wodt 
ouve 
thUn 
o9tn 
ttin 
48007 
699n 
odon 
tees 
voids 


Norse 
Love 
9Lo2 
4062 
wuug 
bevE 
eos 
ngb¢e 
Tole 
£f£ee 
huge 
ents 
TILE 
2ort 
Lore 
tore 
Lone 
<es¢ 
nO9E 
be9t 
muds 
wide 
S9LE 
444% 
oLot 
900f 
wile 
Ven 
4ein 
4e0n7 
essn 
96SN 
@odn 
thon 
4900 
wSus 
mets 
ants 
wnes 
ets 
reds 
revs 
wuwu9 
vind 
oLo9 
ons. 
voud 
vues 
Bute 


9ee2 Tuets. bout 692S°0" Tetsu 
S402 VLOT= YVOOE v9ts*o= Ents*o 
9062 606 © 466 znts*ue 91ts°o 
£00€¢ Yoo 266 stis*t= juos*e 
oeot Zoo = <6 000S°v= néon’o 
Tote too voo LLon*oe nion’’ 
£9tE 6¥o = vo 3 obun’y 
vols 9uo = T¥6 i otsn’o 
2c2ee fo vo , S09n*o 
Voge oL6 rho re9n’ v= o45n°0 
Inet £40 bho BsSp°ve S2ésn°u 
29 046 vso r2éSn°0? tinn®s 
1oce 046 o%o O£Mn° v= wntnu 
96ks wo n9o Lpin’o= wlin’v 
Oont £96 190 Ltin*ve nogn*u 
9ons 096 oS6 COk&M°O" LV!n*v 
2ESf ¥so = L%6 902@n" v= evon’d 
£09" 9506 20 euln’v= oendn'e 
oe9s Tso bse wn0n’v= 100M u 
£OLE 0Se = 900 000m"v= 2iek’u 
4£d8 sto 2076 9beg° ue O9eg*O 
noi 276 me oSvg°v= snge’u 
9LLE Ono © £%6 9neg’ ve ofee'u 
wLok 220 ogo wEvE°v= oves’o 
Su0n Bee 926 BOSE’ UV nMLg uv 
420” S26 = ude mdg°0" tess’o 
622n obo sho OwSE°0= o2SE°u 
98min nho. = 606  paSe°ve 9otE*u 
9enn Bv6 = £06 SOk&E°L= mEEE*O 
wSS0 Zvu6 now fELE° Ve Bvet*o 
Sosn tow vue Ly2g*ue nv2gco 
bodn due vue gugg’vs Lntecu 
Oten sv 940 9nbg°vs tre2°u 
996n Sédw du vneo2°vue Lig2*v 
4SvS 240 osy 9bw2"Ue nece*u 
£2ets ou 908 ££42° v= SuL2°u 
gnbs sou now m0d2°V= Opn2*v 
anes nw vu odv2°us een2°u 
2eas ok ve 2gne2"ue toge*u 
££4S diy Siu OSk2°U= Bek2*u 
££es new bbe Let2°ue Th2e2"o 
Levu? . Obe ovd Ob22"v= ge0e°0 
Ling wud 9uh 2202°0= 2461°0 
vio? Sua = twa bLOE "US Teet*o 
ensd 2ud 4h O€6T°Ve EESt*u 
eee. 944 ved 2eSt°uer Long o 
028 694 © nSé gnnt*v= 95E1°0 
4efu €S2 nuy SSET° v= owS0*o 
29981 ivy u99 evSO°U= 1oso°o 19249 £4n ° ednmo°v= te20°v 
*£S9Es os9 = | 00S0°0" tou0"O 2949 e ef o220°v= 1tv00°0 


9 Quy 2 aviluag itdg 4AN32630 Mad 9 GN¥ 2 4yvliod Yvadn 4N3943qG URAN 


c 
wm 


medi oudy *TbEs'o 
de} 98 any UTES*ue gien'u 
4fo} 908 rhe 9bun°v= wisn’y 
4002 tiv he 4isn*’ve tSin’y 
4o0te ibe ne OSin’ ve exeg*u 
este Lue Lod BIOL" V= NOEL 
te22 2od sud To9s* v= FeSe*v 
4ee2 mud g4e O2S¢"°0= tofa’u 
once 244 S94 Ooke*v= Fuer'v 
94c2 mGe Syd 20eg°ue gnog*o 
one mSd Use dn0g"u= goe2°u 
Send ond 9n4 4902°U= Voee'v 
60Se Sra werd o6ub2°U= Tiw2°u 
ins2 4nd 2d Obw2°u= 4b42°0 
9482 baa sed 9bL2°ve 2992%4 
4092 ned obs 1992°U" 4eSz°0 
4£92 whe © &he 9uS2"uU= wunz’u 
9492 ray 904 Len2°0= osn2*o 
Ots2 Gud eud onne°ve sof2°o 
inde bud = 409 noi2'0* 2ez2°0 
2u42 909 £09 beg2°ve ssz2°u 
ule 209 es ns22°0" 9guz2°u 
o9ge 9¥9 = 649 svu22"0= ssiz°o 
ote2d e49 nL¢9 mgbe°v= Ovo2*v 
7902 £49 vay o402°U= neve*o 
£062 699 = S99 TZ0Z"0= 996t°O 
£S0E n99 099 S9Ob"U= Si6i*O 
Lote 6S9 239 mbet°u= nist*o 
9onts 259 = ong TLBT"O= oibul’v 
obese eng 979 etet°ve Tact eu 
792s ong ny Gadt°vu= seat o 
£t<s ony = ¥a4 nedt*ve by¥9t*y 
esis S24 viy O99L°ue SIDE YU 
Stn¢ oc ney rmb9t°u= ofSt u 
29nf £24 vey o2St’u= eunt*o 
9S 619 aby gEnt°v= Fant *u 
wost 219 4u9 Zent*ve Soet*y 
9048 909 ™ 66% n9fbu= goet*u 
404 vos fos Zozt*vue vie2t*u 
weet fos dus St2t°um gatto 
oton 98S = kus 9Lit> um welt tu 
ostn 2us eds v2it*ve ov0t*o 
otin ba n9S OSYUT"U™ F£o60°% 
9enn £9S sss 26600°0" S$060°0 
2997 Ss 4s 7060°L= ong0°O 
w2on 9£s bes emed°o= SnZo*v 
2e2s vés © 20S mnL0°U= ov90°u 
4048 bs nin ge9u°v™ Uyno*o 


—MNMIAM ORF DOCH NMIM OraAe 
MAMmMAmMMNMnNMMNMTsAIIswIsIVIww I 





COoOeKNMIMN OF aC oO 
—UNNNNN NN 


2 
C= NMIW OF @ 
wt et et wt ot we ot ot wt 


n 
o 
oS 
= 
o 
& 
— 
NI 
© 
a 
ct 
N 
N 
~ 
ft 
oc 
= 
& 
sS 
— 
> 
oc 
oT 
n 
2 
c 
wc 
S 
— 
x2 
ee 
3 
Z 
Ny 
s+ 
6 
> 
— 
ee 
- 
4 
na 
— 
“OO 
o 
oe. 
3 
hes 
3 
es 


Ama oer co 


JZiVAlaa wa e Qlitiia BA € 


JNIWahs9naeiS § veLavd | BUZ3N iWiJadS § geyayvd 





‘ 
af 
nvut 
vebh 
wtst 
9981 
evn 
sist 
ouvdt 
9941 
ovel 
véol 
wloe2 
$902 
olka 
ysle 
tte2 
sudée 
4vui2 
apne 
Tis2 
ease 
at9e2 
nude 
ende 
mnwe 
9402 
g0uEg 
2ulbe 
iolE 
toes 
RIEL 
408s 
sore 
MO9E 
MULE 
s9dt 
oLot 
8f0n 
duin 
osSr 
Zodn 
4900 
néts 
wnes 
ridS 
uwo9 
oLo9 
Oowd 


£4 omnes tovwo’y t 
£O0t £PeT@ ciel vOwe°v™ Trov'y 76S 
ots badte oves vno—"O™ Tuuw’d €£4 
ote Bvel= nabs VOOe* v= wn9Z"o 456 
Sokt Labbe mobs 4r94°u" trog*y nvvt 
ont Shb~ osti Ono’ 0 Bbag'y 605% 
nest Bible webs 4349" 0" weEo*o oebs 
weg Selt= sous Lete°o" snog'y eobt 
$94} route auvi nmmvg*u= vses’y StS} 
{eu 2uute w9vi ones’v= us9s*o €iih 
o%et 490T® Usut 099S°0" 1Ong*o 9961 
4toe ovule nnus OOMmS°v™ gsEs*u OEnt 
ngve EMvbe Zeus mSts’ve gees*y 69nt 
ette g2ut= abut 92@5"U" Tues*o eent 
ssleé 9bObe wot QueS*b= eeis’h Sist 
Ol2e Lute aul webs*ur geusty twst 
need 2v0T= woo 920$° 0" 9é6n"0 6491 
9ete 400 = ovo SZon°v= ou9n*y zZual 
9nne vue bee weIn* ve Gugn's 9945 
otse Ovo blo boSn v= Sign’v gout 
452 so 990 ntSn’ve, o£en'o meet 
2192 S90 * who o@enve e2etn*y nset 
£e92 dao yD TSim°0® Ob0n’y OLot 
Trad $"o bio owln’O Teo ?u nvod2 
fnwe who ako OFCE°O" Haet®o whoz 
$02 Zio © vio fLee"or 4eue ru £02 
400¢ ozo no 9ELE°0" nesgeu s9ve 
tore feo elo £29E°vU" SEnery gtte 
OelE the 906 mENE Ve LIrE’v othe 
COLE $06 oo8 ytng°ve c42e°u ecse2 
e9et vou row 242¢°v" o0eg*u 9gh2 
9o£E fou bee wO2E*ve witc*v vibe 
Gene vee nde ELig°v= QudE TY bide 
L098 ii édv Suve've meve’o sn2e2 
£vLe Thu © Yay fav2"v= e942" Suze 
v9Lh Sw any £942°0" £492" , ooe2 
S464 90w Oiv 2492°0" mese’v éua2 
Lion ov = vey fwS2°ve 4one*u Seng 
98En obs ood 99n2°0" neZ2°u anne 
wSSn 04 med Ev22°0" sote*u nene 
Tear fe. © Lda pob2°u= gst2°u itse 
996n 944 © 496 z2st2°ue Stewie o2s2 
£21s 994 © 09h nbet’ur g2gt to wSS2 
anes 684 © vss Z249T" Ue L9S1%O 2092 
£46 ord = O04 99ST °O" wont *y £192 
4009 efd ed £0mt°ve teat o 2292 
uaer +e aoe OF2t° v= Gwou's me92 
6 © 44 vod “0= 42e0"u obs2 Inge Sbote thus S29S"uve 91SS*u 
tees gee : 9240' 0" be2o"%u 2nd2 = 0082 QbUTe svot SISSs*v= Siss*u 
Us2o"ve fou0ry. owe = inee muut= vor nbig'u= oLes*u 


D9 Unv 3 wviiud vdan ANBIuae Uday 9 GNY 2 uvilog i446 4N32e630 Vad 


£oS *uLtl *2iun’s 
2a4 O€ile Yuds Tavn* be Suggs 
9£6 Swe2te vet nOég°b= Sise*s 
£004 SLebe ines mis2°s= osei’) 
gOtt @rdbe neds @Sub"s= geoyt*s 
obbt Lcdle vids GOST’ b= 4SH0°s 
volt Siete Oe) ySvO° 4 mhou's 
nbs vost Yehi LE90"bo Situ't 
26¢5 Suble éwhs nibu’t= 9946°%u 
S945 buble sass SYL6'U" wElo’L 
eens Ghbbe ndit 4fte°O= SSue*t 
ont C456" doh ° nSvug’vle 19990 
went ovbbe 99bk U99e* us 9E98%U 
nest bybte nye SE9e°U" ESSu°0 
Onst G9bbe byes 2S$u"U= 6£S5n°0 
wees OFbte sbb5 wiSe°ve vst ’v 
boat Yoii= £sht Ldiw’O 2£06% 
S941 2site ines TEve°b= fseL*u 
40ut UMit= Labs 2SeL°ve 2664°0 
£eeh GRbT@ bEbI TEeL°ve 5684°0 
£Sot O&b T= VEL mosi°0" 2s$1°0 
096k oeite sess TSSZ°0" tyEL*u 
q0v2 n@bte sees V9EL°LO™ BnOL yu 
4soe vebio wht AmuL*v= Lo09%u 
$£02 dbebm 4bbh 9009°v= UN6g*y 
ngve 9bbte mest 6£69°v= nies*yv 
sthe Cvite woul Etwo*v= EZL9°u 
wti2 4o0l= novi 2249°0= 9199°%0 
bee fovul= wwul S199°L= Les9*u 
sste 4w0be duul 9689°U" nSsg*u 
69be Guvt® Laut £589"U" 62e59°0 
vtee 94Ube@ woUl w2s9°0= gnng*yu 
onde 4v0Tb@ 2Y¥u1 9NNgG°vVe oLf9°y 
ng2z2 Z¥ut* esus wLi9°v= So29%y 
wo2ed bsule anus noed*ve 9429°%% 
gate envie brut SLE9"v= Ta29°%u 
nang vnute unus wSs2g°u= s029%y 
enne oiute okul n02é9°u= tSt9°o 
ivne orOl= sivi ustg*um 4£09°%% 
obs2 Mmhut= maus 9E09"U= m209%O 
otse2 Eivie= 2hu4 £2v9"v= vwes’v 
4ssé 2f0t= vivi 6LoS*v= 12os*u 
1092 ocute wévi O26S°v= 2098*u 
2192 Leute seu tovs*u= 92uS"y 
292 Gdul= &eul S2us°ue tm4s°O 
£992 2e0te vevl onds°ve 459S°u 
ets2 obule whol 9895 v= 9298°0 


n 
Q 
3 
a 
° 
Z 
— 
2 
a 
wo 
N 
N 
> 
be 
% 
= 
c 
wo 
— 
> 
3 
~~ 
n 
ce 
cs 
s 
— 
ao 
eo 
S 
Z 
~ 
~ 
6 
> 
— 
se 
oe 
-_ 
2 
50 
& 
ms 
3 
ie 
: 
on 


4AVAlBG BA C 3iVAlGa BA @ 


SUB49N TWdJ3cS § Beara 3NWLANUD & vegayad 





b 

cust 
blot 
"Sve 
nélée 
este 
vSé2 
ev2e2 
vweied 
vuor2 
9sre 
tive 
2<¢S2 
anS2 
t9se2 
£292 
nnge 
ws92 
us92 
nde 
n942 
nte2d 
4sse 
tuoce 
enoe 
4So02 
9462 
efvue 
4sug 
440¢ 
4bbe 
oF bf 
4ut¢ 
ool’ 
atée 
922f 
4sct 
woet 
2tte 
vif 
ng9k¢ 
vlog 
tone 
9Sne 
wnSt 
29S¢ 
eoSt 


tout oobi *ESie°u 204¢ 
Otel wbit]= vous 282e°0" nese*u £f4¢ 
£sve ovut= 47u} f2Su°Ce tinw’v 194¢ 
c2te Qnub= rut vlne°ve 6042°u tows 
esté L2Vbe Ocul B044°L= need ®u 9fvt 
on22 weute edul £v2L"0= owo9*u Soe 
te2e T2Ot= Ob04 wbo9°v= 49¥9°%% oSog 
4gc2 woo 9989°U= 0489°0 9t0r 
o6fe Zoo 6989°v= 9219°U 2€0n 
ssv2 n¥o s2to°vue 4ees*o Onur 
eee rs 
tise sis Hesgvos Savas iris 
gns2 9S0 bans°vue u9es*o td2n 
09s2 pSe eSis*v= 4zaes*u n9én 
2a92 se 9EES* Ue gnes°o Suir 
£n92 ore Ln2@s°0e sevs*u 92in 
4s92 906 m£0s’v= 926n°u t9in 
6492 106 S2on'b= gien’v nZon 
eaee efo dten°ve orin®u btSoh 
£94 S26 eidn°’0= 99Sn°u 2esn 
coos fio S9Sh ue 4uSw*0 $99n 
988 bio 90Sn°0= tenn°O nfdn 
esas — o90n"0= 4sin*o L08n 
° 9Sin ve Fksn*v nven 
9802 n¢o 2Ein°’ve C92n°O on0s 
S62 €2o 6Sen° v= BSin®u 95S 
bE0E obo LStn°ue Tibn’u t92s 
9g0¢ 96 Of<tm°v= gSun°l s2ts 
940 eho SS0n"u= S96f°u tak 
Otte Obo P9eE "0 Viok®y si0s 
vote wo o2@6g ue aLee°O snss 
9etf svo Léuf°vue nset*u ub9s 
: ae. coin. , 
eat vos guegies feusse Stas 
s22¢e You Zedg°Or 294E°u tis 
Ss 
vase on ba inst*u 4to9 
mig VU" FbLE-u 9£29 
2tee Vow ebag°u= me9n°o 9129 
S£ce aue £L9E "ve HI9E°O is? 
C9LE vue £b9e°oe t9St°u vLL9 
oont buy O9S¢°O@ guse’u wu0g 
oon uw 9uSE°U= e¥ne®u tud2 
ssrt odu eUre°ve 19ng*v wSdd 
o- se vong*u= wint?o 9798 
4£0€ v= oene*y £t2o $766 ouy 
86S nLu otng’v= g2gceu 9no6 s9se2t wiv 
s29E Cau Zake°ve LZEgc®u 99S21© “Sint ayy 
929¢ = LN9k o%e 9ELE°ve VIEE*U esdni= 26945 439 © sey SZ2t°ve vved*y 
wns p99 we STEE* v= weZe°u Lo94t= nnste ney 2s oSebl*ve dvuv yu 
$995 = 1OLt © s9v Lece’o= grec cv *snss2 zs et TuV0G°L* Tuuu"e 


9 GNV 2 uvIqiG Vise ing3¥3e 13¢ 9 ONY 2 avilud Vide 4n32a30 1134 inTOg 


2ca¢ nye 
694¢ £96 
OOwt eve 
Sftvt u9s 
n2oE Gsu 
eSoft Ssu 
stun Tov 
ton 60 
6Lun {ow 
90bn envy 
gate Ooy 
222 928 
€9en Siv 
n0in tte 
sein baw 
v9in ots 
t2no0 eeu 
vtsp Sev 
beso 0és 
7990 dbe 
{£40 Siv 
96u0 tle 
tren Ow 
wous Guy 
o9ts 664 
692% od 
n2égs mod 
048 fod 
nfns oud 
pss bud 
£1t9s wid 
4248 244 
o4d8 £94 
2fes £2 
9€09 eva 
Si29 osd 
ste9 6nd 
9€S9 avd 
ov.9 ote 
4004 224 
0022 924 
4944 €ez 
S090 ove. 
2126 609 


098 gnég*u= theg*v 
£9 vlec’G= solgtu 
b9u nete°ve wnik?u 
osu ints*ve vevs’y 
You LBUE°ve LL0E%R 
¢Su GOL0E°uU= TEU2°s 
vay OLvE>Oe OFOE%H 
vues OVVE*Ge booz*t 
Low 0662"U= S¥e2%u 
be N9e2°u= geee°u 
siv 2202°v= mev2%e 
yis £ee2°ve Lse2°u 
nie 9Su2"u= 9be"% 
ei SEv2°ve gbw2°u 
baw 9te2°0= Vede*v 
ocy 6uL2°u= oS42°0 
9eu wSt2°Or Ens2°u 
bee 2hee°vr abe2e°u 
ube 9b42°G= Ssud2°0 
¥be n0d2°O= 992° 
obey Se92°0= vxv92°u 
the os92°0" osge*u 
4uy ong2"o= ebg2%u 
vue bb¥e°ve beSe2°u 
ood vgS2°ue sy¥s2°u 
soe n9Ss2*ue vesev 
vod 6tS2°0" gon2*v 
vod Zone°’ve oure*s 
eve were°ue Osne’v 
o42 onne°ve Ssene*u 
£42 weM2°ve Loke°u 
moe Ver2°u= o1se*u 
27% 6U£2°V= Size*u 
£4 rie2°u= 9£22°U 
vye sftZ2°u= gol2°u 
vse 2ob2°ve vode*u 
woe oel2°oe 902°. 
vue 0902"v= etoe°O 
ard 4tve°ue wiet?o 
acd 4263°C" Zoul®u 
nee bowt°o= nget u 
vba CLul°ve evciv 
ved dudt°ue vvat*u 
Gey oo9t*ve wI9t vu 
ody 4093°ve Fost tu 
999 VOST*U=@ neft*o 
us? feet*ve ozei'y 


g@oc 
7am 


WOFecoeNMIMN CH 
MmMAMAMNITaWeIssI II 9 


mo 
mm 


CHnmemsIwetr Ooc amw 
NUNN NNN 


NAmManMeoreao 
oe ed 


oun 
“- 


Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


-NmMIuctreco 


Qileiia BA Jllwida aA 0 


ZiiwadnUd & veyavd ONIndrs9naals § vepavad 





slrn 
ono 
o.on 
olbsn 
wrSn 
4osn 
OL9n 
4490 
vedn 
1940 
evn 
enun 
wuUon 
beon 
uses 
nuts 
ssts 
9otS 
SSeS 
oess 
Boks 
2sns 
91tSs 
vess 
ae9s 
ee 
2£0¥s 
vees 
wios 
wnu9g 
ssig 
nice 
bi09 
voS9 
9ud9 
oLus 
2009 
ond 
92aid 
9934 
9ueL 
£604 
sote 


Lown Asute Ysuh wiog°u= Lvee°o 
winn Ssute £501 9008 "v= 995° 
ebSn Zsute taut S9eE LU" GONE*”v 
40Sp vsute onus 40ve°b= wicerv 
90Sn wDUte anus Lade°ur 9eue*v 
o29n 9nute nnul S2de°vr Lu9e*u 
9490 Envte onus 909g" ue wn9k*o 
olin CLO] wus 4n9g*vue Foss*u 
0940 Ahube shut 2oSc°ur 225° 
town pivie e£u5 Tese°vue nunt®u 
town bhulbe vaul Gunc°ve sene’u 
4V0nN ocvlte oui ming°’ve 2466°u 
Vvton weule weus bAkE°ue Sess*u 
onus Acute veub méxg°vr o42£°0 
Cuts Seut= a£eu1 elec’ vue ts2e°u 
nSis 2cuite sevut OSeg*ve 922g" 
Sots O2ut= whut séég°ur vols*u 
ms2s Lbote vbus Lolg°ue ost£’u 
ot€s SbUbe bhus wSte°ve ThbE*o 
46g ObOTe ovos UbbE*U= SSOE*o 
1Sns weUte 4004 mSog"ve Lbog%u 
Stss Yuute nuot 910g °LV= BY62°0v 
oe8ss Coote bevy wIO2]°U" O062°U 
2u9s O0UL= woo w0o2°u= Enve eu 
T2a8 4o00 © Yoo env2°u= 2082°0 
20us $06 boo TOw2°U= ny¥L2°u 
o.us oo ove £9L2°u= obL2°v 
4206S w¥o = S¥o wbi2°u= s992°0 
4no9 Pwo b¥o mS92°u= 192° 
nSig Ove odo el92°u= GuSzZ*u 
4££9 who 940 S¥S2°u= oss2°o 
Oany $46 © tho BSS2°U" nuse’y 
4689 240 evo LUSZ*ve véine*v 
£049 wvo wo oen2e°vu= 29¢2°0 19in 
vie? ray 2%o b9k2"ue muse °u b1Sn 
2069 2%o vy%o fvr2°u= we22*v S99n 
ay oso sso 42e€2°u= ovt2*u 4oenr 
S2ud nse = <s0 6st2°vue titetu o0s 
$9S4 bao LN obte°ve osod2*u 192s 
Suvd 9n6 wio envz°v= wuve*u bLES 
2604 Ato eto 4002°0* 2nei°u srss 
note bro eo Inet v= evet*u weds 
9958 bdo ilo wOUT°O= OTLE*U ££vs 
4SS8 = 6668 216 = hve Statue Sion u 9629 £4e Z2L71°v= sogs*u 
vude £esS6 0v6 suv mb9t°ve 2usicu 4£S9 4804 24d 294 moit°ve best*u 
mese © 24201 Pus boy TOoSt°ve ¢o2t°o weOL 4824 n94 vse O2ktT°ve “set cu 
£L20b= Sent Ose ecu Zoet*vue “sstt°u BSLL = 2426 ond e242 622t°u= 9401 °u 
9unite ooent tée 424 9Stt°ve 9980" €t2@o = s9s2i baa 2£v~L SLOT v= treb*o 
tognt= <£9S4} Goh be SS¥o°ve 2nto°v 99s2t= 26941 204 990 umeo*v= 20Gu*%u 

on9sat née 24 trbo°ue tuuvurv +6941 s9n = 4 1000°v= fuuL°O 


o 
mn 


1 

thet 
n2be 
vse2 
wie 
gsne 
2ts2 
19S2 
on92 
vgev2 
n9h2 
4Su2 
ened 
9Lo2 
4508 
dive 
4ut¢ 
chee 
49e¢ 
Chee 
n9EEt 
brog 
unst 
ooSt 
wn9E 
2udt 
194E 
Siu 
6seok 
2£0n 
Lutn 
teen 
S0in 


vtot onbel #1069" 
rete Cbebe cdbs 9¥69°vV= 66009" 
onde BLbbe Gobet B6U9"U= S2L$*%u 
4ek2 Shite Lous m2Ls°v" ¥ous*u 
ssne 9oUT@= FLU} SSUS°v= To9n’y 
b£S2 2Lute dsvut VOIn"L™ LLin*v 
v9seé 9Sut= nnVus 9Lin’ v= oeeny 
£ng2 EM0Le vivi v22n*V= buos*u 
oL92 ocule vhui O00E "UV Twig *u 
£942 Shute evvt UelLe°v= suseg’u 
9Sue lu0t= ovo SuSt*v= 2nne*u 
noe vvo = &2¥o. bong°ve outs *u 
Glee evo vLo Svig’u= onzge*u 
990% ovo <%6 Of2g°u= F¥beu 
9bbe 1¥o so 29bE°u= snok?u 
gels éso no Z2nvug*ve 0sed*u 
2tes £16 sto ono2°U= ~iv2*u 
962e 926 = vo 9hb2°u= tegeeu 
eee odo co O@v2°uve weie’u 
£9LE Odo tho L££42°U" S492°0 
Onne 2h6 wo mLy2°u= Sb92%u 
Lnst Lvo = nVo nb92°u= wsseru 
¥oSt {vo cow £sS2°vu= oon2e*u 
Ln9t Bow You gon2°v= ¥9ne*u 
buses Sow vuy s9n2°vu= Olnme*u 
O9LE due vee o0n2°U= “4see*u 
Stvt {vw wiv 9Sf2°vU= Zozg2°u 
eSek Ld elu beg2"u= ty¥2e2"u 
biun bau 998 0822°v= 2222°u 
901bn s9e e%u b222°ue sute*u 
@22n_—C 19u oSv mib2°vue onte’u 
n0gn Tse bSe ect2°vue wub2*u 
09&n Vu 20 Luse°vue owoe*u 
utsp enw boty oLve’u= Snuecu 
nyon viv tiv pnv2e°ve fooel*u 
Foun 2iw Vay LooT°ve inol*u 
gnvs od Lew UMet*u= FLeh°u 
vg9es 9¢8 ray) 2iut°vue gust°u 
oL4eS Stu the Z2uet°ve exci tu 
onss Obs 40 L9LT°U™ Mbt uv 
4248 ue = Vu» Ebb ue sot u 
@fus 604 Lod 9E9T° Ue 9SSt*u 
st29 cot bud SSst°’u= Einiru 
9£S9 ned 


eonmacc=-nmszweoreaoc 
mamamaasaseswsaasa7s 


no 
m 


Cenmaweoracocenms 
NNNANNNNN NNO 


<“nrao 
“ot wt oF 


-nams2 
“SS St et 


wn 
@ 
= 
S 
° 
Zz 
— 
3 
NS 
Ni 
> 
a 
a 
3 
we 
> 
ow 
9 
n 
o 
= 
3 
s 
_ 
© 
ew 
S 
a 
tS 
+ 
o 
> 
— 
nd 
s 
: 
a4 
3 
low 
: 
te 


H-NMR IWIM OF @Oo Cc 
- 


9 GNY 3 uvitud tide 4N3I030 1734 9 ONY 3 avilud wdan LN3J83q “aan 
JAVALaS BA DP Ji itiia BA DP 


ONINSHLDNAUIS § YeLavad SUZIN IWiJ4ab % Heyotd 





‘ 
état 
dunt 
ucheé 
trie 
atse 
wove 
ulbud 
sceoe 
99UE 
D9be 
r4eer 
beee 
esog 
bos 
Le%e 
Whe 
994e 
det 
buon 
S2Un 
bibo 
vibno 
wien 
s2in 
ston 
oi0n 
s0So 
Vt9n 
vein 
eusn 
vlonr 
usus 
ssts 
gs¢s 
wots 
Miss 
aug9s 
£0us 
wioS 
s$t9 
bang 
9ud9 
£669 
92t2 
9uBed 
soty 
v0vE 
gaceutb 


oes esuyt *¥olu't 
TES nugle nont Loto°s™ 4£046°u 
ut font= ynvs 90L0° b= wulo®u 
98ul Ssvnte= sunt Lulo°vue LZ9nw*yv 
ntoz2 SUPL= 9th 99NE°L™ Sues tu 
olte Serie <9ri T¥OL" 0 duSL°u 
wle2 T9fb= 928) 98S2°V= voeL*u 
ented Scale chai 4£0€4°0" EnuUL yu 
nnd bIEi@= Zoek Znug?u= 4az9°yu 
91se 9odTte@ ove) 9249°U= 4oS9°u 
ot92 web esci 96S9°vLU= SY¥g¥ eu 
Love 2s2h2 wtel n9ig°v= wiey*u 
9912 d22be tees 4£e9°ve Inty*v 
Ltwe Ocel= evel dPtg*vu= 2yosS*u 
9see2 SVEt= uve} buoS*u= 0Ues*u 
4202 Coble ToHs 6boeS*l= 9¥48%uU 
0662 toble vol S9LS°L= Lo9S°uU 
S90 ovite eubt 969S°U= 2o0Ss°0 
routs Tebbe siti beoSS*v= Zéss*u 
€9bE nibs= e9bs Tess*v= esns*s 
hues t9bT= Ssbt wSTS°u= voxs*u 
eset vsbie bobs ovts*ve fogs*o 
bu2t Usbi= wis o9as*v= <€iEs*u 
ogee dnite noobs 2425 °u= ones*v 
900 Erbte unbi wh@S°v= vsty*u 
1Sve oLbbe= srbi o9ts"ue Sbis*y 
20st Preble bros ThhsS°ve gy0s*u 
unset G2bt= wdbi 990S°u= S00S*y 
n9st Lelie cess nu0S*U= oSon*u 
929¢ bette veil wSon°v= gkon*y 
bL9E obbbe whos Tien ve 24en*u 
20dt Lbbbe sibs b9un°ve= nien’o 
pedi mbbbe ebbs Ebun’v= gyin*v 
S¥dt bhibe oubs 99in"ve e@in’u 
bout BVT] yubs v2in°ve Fu9n*u 
9nee GSubt= pult 2u9n° v= SE9n*u 
bev LVbTe cous nE9n° ve Z9Sn°u 
vget woul] You; 19Sn°vu= TESn°u 
L¥oL Soule rout O€Sn°ve oonn®y 
néun Z2oVb= ovel vorn°’ve tinny 
9900 #YUT] SwUl Ofnn’ ve eugn*o 
ulin mudb= buus Tein’ve onin’y 
nolo LwOt= odus okin’ve 8L42n°u 
{Ltn esube ydui SLe@n*v= 2ken"yu 
v0en Sdute mdus TEen°v= Guin tu 
4fén €L0b@ bau Subn’vue Bitn®’y 
wldn OL0te w9ul Libm°ue ggun°u 
nein L49ub] syus SL0n°U= phun ty 


btst +ouyrt *l2oL°u ( t 

Savi #¥9le vist y2ou°u= YSev*u 2oet 
otte vso} oneg*’ve nsi9*y 2tsi 
énge whol £529" stos*o 404t 
91se evil mEoS°ve L4uLS*u duul 
4092 + anei 904S°¥= Luss*u Stvue 
Ltee bhis 90SS°0= sres°o v2ete 
4262 over mEes*ve 2bos*u olde 
s9us e9eh bb0S°Ue Onen’y Enk2 
£9tE umes eftn’ v= woon's S2nz2 
esee viet £69n°0= gusn yu 4is2 
O€et abel Srsn’ve ysnn*u 0292 

TS0t <cuel SSPn°ve 2okn’v wood 

Onst votl boin°’ve Fein®y 4942 
929% east 22tn*ve geen*y etu2 
OLE vdbl S22n°ve Enin®u £Sud 
$94f sob) Z2ntm°oe uur’ Bveo2 
onet fiset 040n° v= eoet*u vo0s 
vot enki Book’ be Lovs*u 990¢ 

nen 2ast 9608S" FuLE°U Sous 

utbo i ecst 2e4E°C" Fo9E*v ngts 

Sabo obts Zo9E* ve £296°0 2vuee 
4t20 gubt 229E°v= 9gSk°u £seE 

pein Lous SSSE*U= none*y 2ves 

nino uel TIME" Ve OVEE®” TEeE 

eLon ‘ odvt w9LE UV] SuzZe*u 4on¢ 

4nso 2404 bweg°O= edeg*u esne 

o29n o9ut b2zZ2E°vue eotgcu £0S¢ 

obst dus b9be*ue ovigeu bnSs 

toen 4nut Bube°’ve ogve*u S9S¢ 

dvon 420} e2ug°ve 4ee2°u L29¢ 

ovus bivs y2o2°U= Lsez°u ele 

vsts adult 9Su2°l= S¥L2°u nods 

nS2éS nbut n9L2°ve 2uL2e°u Stee 

4oas peut bod2"u= us92°u 994E 

stss nee 9£92°L= eSS2°u 208s 

2098 Nwo eSS2°u= n4n2°0 dnee 

Z20es SLo far2"v= vulve*u Zuwe 

4260S 2190 o0n2°0= off2°u b£oe 

ste tso eff2°u= osz2°u Bvoe 

0409 sno wSe2"v= “49k2°u S20n 

S0L9 90 99T2°u= ives 490n 

2609 abo Gfv2°ve= s261°o tite 

sets now m2ot"ve gust *u Suin 

SOwd ody 2uLt°O= 9295 °U nile 

n0iv vse S29t°v= Sust*u t0én 

ooow ovy = scu mOSt"b= obft*u 8f2n 

eLeul née = 194 BTET "Le of6u°O 642n 

suet ots 7 < 8£60 "v= L000 S2in 69En nyob= bout LbUn°u= wret’u 
b 0400°0= Ty00"U OL4an pion vyebe wSul L90E°U" or6%°u 


3 OnVv 3 4V 1100 Usan 4N3Ie30 U8 9 UNV 3 4vilou lide 433830 040 


Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


3iVAlgo oa 7 SLVAI aa YA D 


SU33N WidacS § Helaiad INALNUD & ye,ayd 





iis ening ebony 
= $4e 7 
nieces peta saaetas Stun iy 
wulee ovve gipetes Tiree 
apene kane etae enn? 
Ow0Ze whe 99fn° ve sare’ 
Lbuze oot Luin’ oe —e,* 
esol ccol 904g °U= $M 
teote abot gnte*o eR T oe 
Zhot= viet gotg® > tepe’e 
Sdvute sodt oaaal oe téog 
noite aval 4202" + we Pd 
Leite suyi Z2u2"ue Gennes 
nU9te= Uist vu2°ve fue 
6UST= vont Lese’ue pees Y 
sonb= gynt nSL2°ue Petree 
gynte bynk opur’ cn Zane’ 
ognte gant gnre’ a pire ye 
sete thet oak ,v~ tote o 
2inte gent oektGe seers 
gente wort rena ec case .° 
Loate vii pannus a 
ovale veal eeaess mSe2'y 
Seite vitt oases eb 
white shes gente” i pe Pl 
2igi= twit estes oor 
Owbt= 9th Seek Gs: ceek*s 
at te ante ete, 4ev2%o 
BObT= wObt prot” erer.’ 
Fe eee peed oe iet*o 
Shen eed setae fivt*o 
Toute gbut S69 oo vere. 
2hute yuus ae ree Lv9t°o 
Ceuik tes 4 S4st*o 
soa a adiae eee sist*o 
sie & £86 sant *s fort vu 
9to0 © bo ieee be 
vce 94 vSet°ue erg” 
094 ond oaat*s geet 
wsd 994 i2ettue rit 
S>4 92d vol pena 
9-10-000» 3009 ONITIIG art ele gsuttus ees 
Sa [we ob:8 :28-02-1 Patia o80z-ze 900 Hal oat uve tthe? on Sita 
+ . ; 
oszz - 107z O8Tr'o - oe os hoy a. ates. or ano ce 
set = ; Z ase 9niv°ve 6090°O 
2S6£°0 = 061Z°0 eur reer es : 
9NET = O8tT ‘ + te eb ; vnEo"o 
681Z°0 = 0£00°0 61 tun Sor ware. > umtu*d 
6Z00°0 = 1000°0 l not < ekSe. oP votury 
: = Sobo*U= ost0°o 
#Sbo°us tuuu’o 


n 
® 
= 
io 
Z 
— 
N 
& 
— 
N 
N 
E 
ow 
= 
c 
= 
> 
wo 
a] 
na 
o 
c 
oc 
2D 
= 
_— 
© 
wo 
6 
a 
tS 
vw 
S 
> 
— 
he 
2 
3 
ms 
— 
o 
be 
3 
A 


SuvVii10d 
aqgan Niod 
4avliug UasaNn 
AN39896 Usa 
di. 


Q11aMd aLynavud 
aLVAIYd aLvAdvad 


SQ33N TvI0adS : 
SUgagN ivVid3es & yeLsyg, 





3834 


DEPARTMENT OF ENERGY 
Energy Information Administration 


American Statistical Association 
Committee on Energy Statistics; 
Meeting 


Pursuant to the provisions of the 
Federal Advisory Committee Act (Pub. 
L. 92-463, 86 Stat. 770), notice is hereby 
given that the American Statistical 
Association’s Committee on Energy 
Statistics will meet with representatives 
of the Energy Information (EIA) on 
Friday, February 12, 1982, at the Hotel 
Washington, 15th and Pennsylvania 
Avenue, NW., Washington, D.C., from 
9:00 a.m. to approximately 3:30 p.m.,.in 
the Capitol Room. 

The purpose of the meeting is to 
enable the EIA to utilize the American 
Statistical Association’s Committee on 
Energy Statistics to obtain advice on 
EIA programs and to benefit from the 
Committee’s expertise concerning other 
energy statistical matters. 


The tentaive agenda is as follows: 

A. Opening Remarks. 

B. Major Topics: 

1. Production Decline of U.S. Surveillance 
Oil Fields. 

2. A Methodology for EIA’s 1982 Evaluation 
Report of the Accuracy of Principal Energy 
Data Series. 

3. A simplified Approach to Extending 
Short-Term Projections for the Next Five 
Years. 

4. Problems in Estimating World Oil 
Inventories. 

5. Quick Response Capabilities for Use 
Prior to and During a Supply Interruption. 

6. EIA’s Changing Role in Light of New 
Directives. 

C. Other Business: 

1. Topics for Future Meetings. 

2. Public Comments. 


The meeting is ppen to the public. Any 
member of the public may file a written 
statement with the EIA for forwarding to 
the Committee, either before or after the 
meeting. Members of the public who 
wish to make oral statements pertaining 
to agenda items should inform Mr. Bruce 
D. Dwyer, EIA Committee Liaison, (202) 
252-6460, or Dr. Fred C. Leone, 
Executive Director of the American 
Statistical Association, (202) 393-3253, 
at least five days prior to the meeting — 
and reasonable provisions will be made 
to include their presentations on the 
agenda. Subsequent to approval by the 
Committee, minutes and an executive 
summary of the meeting will be 
available for public review and copying 
at the Office of Planning and Resources, 
EI-32, EIA, 1000 Independence Avenue, 
SW., Room 2H055, Washington, D.C, 
20585, (202) 252-6460, between the hours 
of 8:00 a.m. and 4:40 p.m., Monday 
through Friday. 


Issued at Washington, D.C., on January 21, 
1982. 
J. Erich Evered, 


Administrator, Energy Information 
Administration. 

[FR Doc. 82-1984 Filed 1-26-82; 8:45 am] 
BILLING CODE 6450-01-M 





Federal Energy Regulatory 
Commission 


[Docket No. ER82-215-000] 


Bangor Hydro-Electric Co.; Filing 


January 20, 1982. 

Take notice that the Bangor Hydro- 
Electric Company (Bangor) on January 8, 
1982 tendered for filing as a rate 
schedule an executed agreement dated 
as of November 1, 1981 between Bangor 
and Fitchburg Gas and Electric Light 
Company (Fitchburg). The agreement 
provides for sale of unit power by 
Bangor to Fitchburg from January 1, 1982 
through January 31, 1982, according to 
Bangor. 

Bangor requests an effective date of 
January 1, 1982, and therefore requests 
waiver of the Commission’s notice 
requirements. - 

Bangor states that copies of this filing 
have been mailed to Fitchburg. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission 825 
North Capitol Street, N.E., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 5, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

{FR Doc. 82-1930 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


Project No. 3584-000] 


Continental Hydro Corp.; Surrender of 
Preliminary Permit 


January 21, 1982. 

Take notice that Continental Hydro 
Corporation (Continental), Permittee for 
the Trenton Dam, Project No. 3584, has 
requested that its preliminary permit be 
terminated. The preliminary permit for 
Project No. 3584-was issued on May 21, 
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1981, and would have expired on 
November 1, 1982. the project would 
have been located on the Republican 
River in Hitchcok County, Nebraska. 
Continental's review of the 
reconnaissance estimates on the energy 
potential of the site, as well as the flow 
records supplied by the Nebraska State 
Department of Water Resources 
indicates that the releases are relatively 
low and irregular, and that the release 
period is less than 3 months each year. 
Continental concluded that these 
findings suggest that the sites is not 
feasible for hydropower development. 
Continental filed its request for 
Project No. 3584 on October 28, 1981, 
and the surrender of Project No. 3584 
has been deemed accepted as of the 
date of this notice. 
Lois D. Cashell, 
Acting Secretary. 
{FR Doc. 82-1931 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER82-217-000] 


Detroit Edison Co.; Proposed Tariff 
Change 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that the Detroit Edison 
Company (Detroit) on January 4, 1982, 
tendered for filing an Amendment to the 
Interconnection Agreement between the 
City of Detroit and Detroit. This 
amendment will increase the rates for 
Emergency Power, Short Term Power, 
and Displacement Power, and 
Transmission Service to normal current 
industry levels and also will bring the 
agreement into compliance with the 
Commission's Rule 84B. 

Detroit states that the proposed 
changes are desirable by the parties to 
assure.adequate and fair compensation 
for services rendered and to encourage 
the availability of the full range of 
service. Detroit proposes an effective 
date of January 1; 1982. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with 1.8 and 
1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 8, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
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intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D.Cashell, 

Acting Secretary. 

{FR Doc. 82-1932 Filed 1-26-82; 8:45 am] 

BILLING CODE 6717-01-M 


[Docket No. ER82-219-000] 


Florida Power & Light Co.; Filing 
January 20, 1982. 


The filing Company submits the 
following: 

Take notice that on January 11, 1982, 
Florida Power & Light Company (FP&L) 
tendered for filing an initial rate and 
executed contract entitled “Contract for 
Interchange Service Between Florida 
Power & Light Company and Sebring 
Utilities Commission.” FP&L states that 
under the contract, FP&L and the 
Sebring Utilities Commission will 
engage in the interchange of electric 
capacity and energy indirectly through 
the electric transmission systems of 
other utilities. 

FP&L requests that the proposed 
Contract be made effective no later than 
60 days from the date of filing. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, N.E., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 5, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 62-1933 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER82-218-000] 


idaho Power Co.; Filing 
January 20, 1982. 


The filing Company submits the 
following: 

Take notice that on January 8, 1962, 
‘the Idaho Power Company (Idaho) 
tendered for filing in'compliance with 
the Federal Energy Regulatory 
Commission's Order of October 7, 1978, 
a summary of sales made under the 


Company's ist Revised FERC Electric 
Tariff, Volume No. 1 (Supersedes 
Original Volume No. 1) during 
November, 1981, along with cost 
justification for the rate charged. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission 825 
North Capitol Street, N.E., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 5, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1934 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


{Project No. 5786-000] 


Lawrence J. McMurtrey; Application 
for Preliminary Permit 


January 21, 1982. 

Take notice that Lawrence J. 
McMurtrey (Applicant) filed on 
December 17, 1981, an application for 
preliminary permit [pursuant to the 
Federal Power Act, 16 U.S.C. 791{a)- 
825(r)] for Project No. 5786 to be known 
as the Circle Creek Power Project 
located on Circle Creek in Snohomish 
County, Washington. The application is 
on file with the Commission and is 
available for public inspection. 
Correspondence with the Applicant 
should be directed to: Mr. Lawrence J. 
McMurtrey, 12122 196th NE., Redmond, 
Washington 98052. 

Project Description—The proposed 
project would consist of: (1) multiple 
diversion structures on Circle Creek; (2) 
a 7,000-foot long diversion conduit; (3) a 
powerhouse with a total installed 
capacity of 2.4 MW; and (4) a 115-kV 
transmission line from the powerhouse 
to an existing transmission line. The 
Applicant estimates that the average 
annual energy production would be 15.0 
GW)h. The proposed project is located 
entirely on U.S. Forest lands owned by 
Snoqualmie-Mt. Baker National- Forest. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. The 
Applicant seeks issuance of a 
preliminary permit for a period of 36 


months during which it would conduct 
technical, environmental and economic 
studies; and also prepare an FERC 
license application. The Applicant 
estimates that the cost of undertaking 
these studies would be $20,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before April 5, 
1982, the competing application itself, or 
a notice of intent to file such an 
application [see: 18 CFR 4.30 et. seq. 
(1981); and Docket No. RM81-15, issued 
October 29, 1981, 46 FR 55245, November 
9, 1981]. 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted to the Cémmission on 
or before April 5, 1982, and should 
specify the type of application 
forthcoming. Any application for license 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [see: 18 CFR 
4.30 et. seq. or 4.101 et. seq. (1981), as 
appropriate]. 

Submission of a timely notice of intent 
to file an application for preliminary 
permit, allows an interested person to 
file an acceptable competing application 
for preliminary permit no later than June 
3, 1982. 

Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 5, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 





Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commissien’s 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to:'Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Seoretary. 

[FR Doc. 62-1935 Filed 1-26-82; 8:45 am] 

BILLING CODE 6717-01-M 


[Docket No. ER82-214-000] 


Nevada Power Co.; Filing 


January 20, 1982. 

The filing Company submits the 
following: 

Take notice that on January 8, 1982, 
Nevada Power Company (Nevada) 
tendered for filing an Interconnection 
Agreement between it and the City of 
Riverside (Riverside) dated July 15, 1980. 
Nevada states that the primary purpose 
of this Interconnection Agreement is to 
provide for the exchange of generating 
capacity and energy between the 
electric systems of the parties. 

Nevada further states that service 
may be provided under three Service 
Schedules: 


1. Service Schedule A—Emergency 
Assistance 

2. Service Schedule B—Economy Energy 
Interchange 

3. Service Schedule C—Banked energy 


Nevada requests an effective date of 
July 15, 1980, and therefore requests 
waiver of the Commission's notice 
requirements. 

Copies of this filing were served upon 
Nevada's jurisdictional customer, the 
CP-National Corporation and upen the 
Public Service Commission of Nevada 
and the Public Utilities Commission of 
the State of California. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure {18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 5, 


1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1936 Filed 1-26-82; 8:45 am} 

BILLING CODE 6717-01-M 





[Docket No. ER82-213-000] 


Nevada Power Co.; Filing 


January 21, 1982. 

‘The filing Company submits the 
following: 

Take notice that on January 8, 1982, 
Nevada power Company {Nevada) 
tendered for filing an Interconnection 
Agreement between it and the City of 
Anaheim (Anaheim) dated June 17, 1980. 
Nevada states that the primary purpose 
of this Interconnection Agreement is to 
provide for the exchange of generating 
capacity and energy between the 
electric systems of the parties. 

Nevada states that service may be 
provided under three Services 
Schedules: 


1. Service Schedule A—Emergency 
Assistance 

2. Service Schedule B—Economy Energy 
Interchange 

3. Service Schedule C—Banked Energy 


Nevada requests an effective date of 
June 17, 1980, and therefore requests 
waiver of the Commission's notice 
requirements. 

Copies of this filing were served upon 
Nevada's jurisdictional customer, the 
CP-National Corporation, and upon the 
Public Service Commission of Nevada 
and the Public Utilities Commission of 
the State of California. 

Any person desiring to be heard or to 
rotest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.4, 
1.10). All such petitions or protests 
should be filed on or before February 8, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 


Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1937 Filed 1-26-82; 8:45 am} 

BILLING CODE 6717-01-M 


[Docket No. ER82-212-000] 


Nevada Power Co.; Filing 


January 20, 1982. 


The filing Company submits the 
following: 

Take notice that on January 28, 1982, 
Nevada Power Company (Nevada) 
tendered for filing an Interconnection 
Agreement between it and the City of 
Vernon (Vernon) dated December 15, 
1981. Nevada states that the primary 
purpose of this Interconnection 
Agreement is to provide for the 
exchange of generating capacity and 
energy between the electric systems of 
the parties. 

Nevada further states that the service 
may be provided under three Service 
Schedules: 


1. Service Schedule A—Emergency 
Assistance 

2. Service Schedule B—Economy Energy 
Interchange 

3. Service Schedule C—Banked Energy 


Nevada requests an effective date of 
January 1, 1982, for this Agreement. 

Copies of this filing were served upon 
Nevada's jurisdictional customer, the CP 
National Corporation, and upon the 
Public Service Commission of Nevada 
and the Public Utilities Commission of 
the State of California. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 5, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a pe‘:‘ion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1938 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


[Project No. 5649-000] 


The Bar 717 Ranch, Inc.; Application 
for Exemption for Smali Hydroelectric 
Power Project Under 5 MW Capacity 


January 21, 1982. 

Take notice that on November 16, 
1981, The Bar 717 Ranch, Inc. 
(Applicant) filed an application under 
Section 408 of the Energy Security Act of 
1980 (Act) (16 U.S.C. 2705 and 2708 as 
amended), for exemption of a proposed 
hydroelectric project from licensing 
under Part I of the Federal Power Act. 
The proposed small hydroelectric | 
project (FERC Project No. 5649) would 
be located at Corral Creek in Trinity 
County near Hayfork, California. 
Portions of the proposed project would 
be located within the Trinity National 
Forest. Correspondence with the 
Applicant should be directed to: Mr. J. 
M. Noda, Sverdrup & Parcel and 
Associates, Inc., 417 Montgomery Street, 
San Francisco, California 94104. 

Project Description—The proposed 
project would consist of: 

(1) A 5-foot high diversion structure; 

(2) An 11,000-foot long, 48-inch 
diameter, low pressure steel pipe; 

(3) A 3,500-foot long, 36-inch diameter 
penstock; 

(4) A powerhouse with a total 
installed capacity of 4,600 kW; and 

(5) A 0.75-mile long transmission line 
interconnecting with an existing Pacific 
Gas and Electric transmission line. 

The Applicant estimates that the 
average annual energy output would be 
8.1 million kWh. 

Purpose of Exemption—An 
exemption, if issued, gives the Exemptee 
priority of control, development, and 
operation of the project under the terms 
of the exemption from licensing, and 
protects the Exemptee from permit or 
license applicants that would seek to 
take or develop the project. 

Agency Comments—The U.S. Fish and 
Wildlife Service, The National Marine 
Fisheries Services, and the California 
Department of Fish and Game are 
requested, for the purposes set forth in 
Section 408 of the Act, to submit within 
60 days from the date of issuance of this 
notice appropriate terms and conditions 
to protect any fish and wildlife 
resources or to otherwise carry out the 
provisions of the Fish and* Wildlife 
Coordination Act. General comments 
concerning the project and its resources 
are requested; however, specific terms 
and conditions to be included as a 
condition of exemption must be clearly 
identified in the agency letter. If an 
agency does not file terms and 
conditions within this time period, that 
agency will be presumed to have none. 


Other Federal, State, and local agencies 
are requested to provide any comments 
they may have in accordance with their 
duties and responsibilities. No other 
formal requests for‘comments will be 
made. Comments should be confined to 
substantive issues relevent to the 
granting of an exemption. If an agency 
does not file comments within 60 days 


from the date of issuance of this notice, 


it will be presumed to have no 
comments. One copy of an agency's 
comments must also be sent to the 
Applicant's representatives. 

Competing Applications—Any 
qualified license applicant desiring to 
file a competing application must submit 
to the Commission, on or before March 
10, 1982, either the competing license 
application that proposes to develop at 
least 7.5 megawatts in that project, or a 
notice of intent to file such a license 
application. Submission of a timely 
notice of intent allows an interested 
person to file the competing license 
application no later than 120 days from 
the date that comments, protests, etc. 
are due. Applications for preliminary 
permit will not be accepted. 

A notice of intent must conform with 
the requirements of 18 CFR 4.33 (b) and 
(c) (1980). A competing license 
application must conform with the 
requirements of 18 CFR 4.33 (a) and (b) 
(1980). 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of its Rules of Practice and 
Procedure, 18 CFR 1.8 or 1.10 (1980). In 
determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before March 10, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 


3837 


Federal Energy Regulatory Commission, 
Room 208 RB, 825 North Capitol Street, 
NE., Washington, D.C. 20426. A copy of 
any notice of intent, competing 
application, or petition to intervene must 
also be served upon each 
representataive of the Applicant 
specified in the first paragraph of this 
notice. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1939 Filed 1-26-82; 8:45 amj 

BILLING CODE 6717-01-™ 


[Docket No. CP82-127-000) 


Transcontinental Gas Pipe Line Corp., 
and United Gas Pipe Line Co.; 
Application 


January 22, 1982. 

Take notice that on December 18, 
1981, Transcontinental Gas Pipe Line 
Corporation (Transco) , P.O. Box 1478, 
Houston, Texas 77251, and United Gas 
Pipe Line Company (United), P.O. Box 
1478, Houston, Texas 77001, filed in 
Docket No. CP82-127-000 a joint 
application pursuant to Section 7{c) of 
the Natural Gas Act for a certificate of 
public convenience and necessity 
authorizing the transportation and 
exchange of natural gas, all as more 
fully set forth in the application which is 
on file with the Commission and open to 
public inspection. 

It is stated that Transco and United 
entered into an agreement dated 
September 24, 1981, which would assist 
them in receiving into their respective 
systems natural gas from various 
production sources. Under the ‘ 
agreement Transco and United would 
exchange up to 6 billion Btu equivalent 
of gas per day and could exchange 
additional quantities tendered if 
capacity therefor is available. United’s 
gas would be delivered to Transco from 
Tarton Oil and Gas Company’s T.N. 
Menefee Estate No. 1 well, Wharton 
County, Texas, Howell Petroleum 
Corporation's Thibodaux Field, 
LaFourche Parish, Louisiana, and Texas 
Oil and Gas’ Adcock #2, #3, and #4 
wells, Richard Adcock Field, Victoria 
County, Texas, with redelivery at an 
existing interconnection between 
Esperanza Transmission Company and 
Transco in Wharton County, Texas, at 
Exxon’s Thibodaux Plant, LaFourche 
Parish, Louisiana, and at Transco’s 
measuring and regulating station, 
Victoria County, Texas. Transco’s gas 
would be delivered to United at the 
Tomlinson Interest, Inc. #1 Crosby 6-10 
and #1 Southern Minerals wells, Pistol 
Ridge Field, Forrest County, Mississippi, 
with redelivery at an existing delivery 





point in Forrest County, Mississippi. 
Any balancing required would be 
accomplished on a thermal basis 
monthly with Transco’s delivering 
balancing gas to United at the existing 
interconnection between their systems 
near Inez, Victoria County, Texas, and 
United's delivering balancing gas to 
Transco at the existing interconnection 
between Transco and U-T Offshore 
System near Johnson's Bayou, Cameron 
Parish, Louisiana. 

It is further stated that the agreement 
provides that additional supply sources 
could be added as necessary to 
facilitate exchanges of other production- 
area gas. Transco and United therefore 
request blanket authority to exchange 
gas from such additions without further 
authorization from the Commission. It is 
stated that any minor connection 
facilities required, if not within the the 
gathering exemption of the Natural Gas 
Act, would be constructed and operated 
under Transco’s and United's respective 
budget-type authorizations. 

It is stated that there would be no 
charge to either party by the other 
because the benefits derived from the 
exchange are substantially equal and 
mutually beneficial. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
February 12, 1982, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 1.8, 1.10) and the 
Regulations under the Natural Gas Act 
(18 CFR 157.10). All protests filed with 
the Commission will be considered by it 
in determining the appropriate action to 
be taken but will not serve ot make the 
protestants parties to the proceeding. 
Any person wishing to become a party 
to a proceeding or to participate as a 
party in any hearing therein must file a 
petition to intervene in accordance with 
the Commission's Rules. 

Take further notice that, pursuant to 
the authority contained in the subject to 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
Sections 7 and 15 of the Natural Gas Act 
and the Commission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this 
application if no petition to intervene is 

- filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the 
certificate is required by the public 
convenience and necessity. If a petition 
for leave to intervene is timely filed, or if 
the Commission on its own motion 


believes that a formal hearing is 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicants to appear or 
be represented at the hearing. 

Lois D. Cashell, 

Acting Secretary. 

{FR Doc. 82-1940 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. CP82-125-000] 


Transcontinental Gas Pipe Line Corp.; 
Appiication 


January 22, 1982 

Teke notice that on December 18, 
1981. Transcontinental Gas Pipe Line 
Corporation (Applicant), P.O. Box 1396, 
Houston, Texas 77251, filed in Docket 
No. CP82-125-000 an application 
pursuant to Sections 3 and 7(c) of the 
Natural Gas Act for authorization to 
import natural gas from Canada and for 
a certificate of public convenience and 
necessity authorizing the construction 
and operation of pipeline facilities 
necessary therfor, all as more fully set 
forth in the application which is on file 
with the Commission and open to public 
inspection. 

Applicant proposes to import from 
Canada into the United States 300,000 
Mcf of natural gas per day which it has 
contracted to purchase from 4 
TransCanada Pipe Lines Limited 
(TransCanada), for a term of 10 years 
and 75,000 Mcf of gas per day which it 
has contracted to purchase from 
Sulpetro Limited (Sulpetro) for a term of 
eight years. 

In order to facilitate such importation 
of natural gas from Canada, Applicant 
proposes to construct and operate 
approximately 158 miles of primarily 42- 
inch pipe (the Transco Niagara Pipeline 
System) extending from a point on the 
United States-Canada border near 
Niagara Falls, New York, to Applicant's 
existing system at the Leidy Storage 
Field near Tamarack, Pennsylvania. It is 
stated that the proposed pipeline would 
traverse Niagara, Erie, Wyoming, 
Allegany, and Cattaraugus Counties, 
New York; and McKean, Potter, and 
Clinton Counties, Pennsylvania. In 
addition, Applicant proposes to 
construct and operate two compressor 
stations, one of 38,000 horsepower near 
Lewiston, New York, and one of 19,000 
horsepower near Tamarack, 
Pennsylvania, along with appurtenant 
metering and regulating stations. 

Applicant submits that in addition to 
the above described purchased gas the 
Transco Niagara Pipeline System would 
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be utilized to transport up to 600,000 Mcf 
per day of storage withdrawal gas for 
which Applicant has contracted in 
Michigan and Ontario, Canada, with 
ANR Storage Company and Union Gas 
Limited, respectively. 

Applicant States that the maximum 
daily throughput at the point of 
importation would be 413,000 Mef of 
purchased gas and 600,000 Mcf of 
storage withdrawal quantities. 
Applicant further indicates that the 
maximum throughput capability of the 
proposed facilities would be 1,162,830 


. Mcf of gas per day under the above- 


described conditions; but that with the 
installation of additional compression 
the ultimate capacity of the proposed 
pipeline would be in excess of 2,000,000 
Mcf of gas per day which capacity 
would be utilized for transportation of 
additional Canadian supplies which 
may be arranged by Applicant or others. 

Applicant estimates the cost of the 
proposed facilities to be $405,305,000 
which would be financed initially by 
revolving credit agreements, with - 
permanent financing to be undertaken 
as part of an overall long-term program 
at a later date. 

Applicant states that it intends to 
reflect the cost of gas purchased from 
TransCanada and Sulpetro in 
subsequent purchased gas adjustment 
filings by Applicant and requests that 
the Commission specifically approve 
such method of recovery of purchased 
gas costs. 

Applicant asserts that the proposed 
importation of natural gas and the 
construction and operation of the 
facilities are needed to augment 
Applicant's total gas supply available to 
its customers as well as to make 
available to Applicant's customers an 
important new storage service. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
February 12, 1982, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 1.8 or 1.10) and the 
Regulations under the Natural Gas Act 
(18 CFR 157.10). All protests filed with 
the Commission will be considered by it 
in determining the appropriate action to 
be taken, but will not serve to make the 
protestants parties to the proceeding. 
Any person wishing to become a party 
to a proceeding or the participate as a 
party in any hearing therein must file a 
petition to intervene in accordance with 
the Commission's Rules. 
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Take further notice that, pursuant to 
the authority contained in and subject to 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
Sections 7 and 15 of the Natural Gas Act 
and the Commission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee-on this 
application if no petition to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the 
certificate is required by the public 
convenience and necessity. If a petition 
for leave to intervene is timely filed, or if 
the Commission on its own motion 
believes that a formal hearing is . 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1941 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER8&2-209-000) 


Tucson Electric Power Co.; Filing 


January 20, 1982. 


The filing Company submits the 
following: 

Take notice that Tucson Electric 
Power Company (Tucson) on January 7, 
1982, tendered for filing Amendment No. 
1 to the “Tucson-Edison 1980 Nonfirm 
Energy Agreement” between Tucson 
and Southern California Edison 
Company (Edison). Tucson states that 
the primary purpose of Amendment No. 
1 is to extend the term of the Agreement 
by advancing the termination date from 
December 31, 1981, to May 31, 1982. 

Tucson further states that copies of 
the filing were served upon Edison. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8 and 
1.10). All such petitions or protests 
should be filed on or before February 5, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of filing are on file 


with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 62-1942 Filed 1-26-82; 8:45 am] 

BILLING CODE 6717-01-M 


[Docket No. ER78-522) 


Virginia Electric and Power Co.; 
Compliance Filing 


January 20, 1982. 

The filing Company submits the 
following: 

Take notice that on January 8, 1982, 
Virginia Electric and Power Company 
(VEPCO) filed a revised refund report in 
compliance with the Commission's order 
of October 21, 1981. The report consists 
basically of VEPCO’s original 
calculations plus a revised calculation 
showing compound interest and a 
summary sheet. 

Any person desiring to be heard or to 
protest this filing should file comments 
with the Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426, on or 
before February 5, 1982. Comments will 
be considered by the Commission in 
determining the appropriate action to be 
taken. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1943 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER82-216-000) 


The Washington Water Power Co.; 
Filing 
January 21, 1982. 

The filing Company submits the 
following: 

Take notice that on January 6, 1982, 
The Washington Water Power Company 
(Washington) tendered for filing copies 
of a service schedule applicable to what 
Washington refers to as a “Letter 
Agreement” dated October 1, 1981, 
between Washington and Southern 
California Edison Company, which 
applies to the sale of energy from 
Washington’s purchase from Arizona 
Public Service Company. 

Washington requests that the 
requirements of prior notice be waived 
and the effective date be made 
retroactive to October 1, 1981, and 
therefore requests waiver of the 
Commission’s notice requirements. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 


Energy Regulatory Commission, 825 
North Capitol Street NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8 and 
1.10). All such petitions or protests 
should be filed on or before February 8, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1944 Filed 1-26-82; 8:45 am] 

BILLING CODE 6717-01-M 


[Projet No. 5062-000) 


Diamond Power Corp.; Application for 
License (5 MW or Less) 


January 22, 1982. 

Take notice that the Diamond Power 
Corporation (Applicant) filed on June 22, 
1981, an application for license 
[pursuant to the Federal Power Act, 16 
U.S.C. 791(a)-825(r)] for construction 
and operation of a water power project 
to be known as the Quinebaug—Five 
Mile Pond Project No. 5062. The praject 
would be located on the Quinebaug and 
Five Mile Rivers in Windham County, 
Connecticut. Correspondence with the 
Applicant should be directed to: Mr. 
Peter Kasch, Barkan Properties, 1330 
Boylston Street, Chestnut Hill, 
Massachusetts 02167. 

Project Description—The proposed 
project would consist of: (1) two existing 
dams, the Rojak Dam being 14 feet high 
and 250 feet long and the Five Mile Pond 
Dam being 16.5 feet high and 135 feet 
long; (2) two old canals, one 20 to 30 feet 
wide, 7 feet deep and 450 feet long and 
one 30 feet wide, 7 feet deep and 900 
feet long; (3) a new penstock 72 inches 
in diameter and 420 feet long; (4) three 
new powerhouses, the two major ones 
containing units totaling 1,960 kW and 
238 kW and the minor one having one 
75-kW unit; (5) two new 2.3-kV 
transmission lines, one 120 feet long and 
one 250 feet long; and (6) appurtenant 
facilities. 

Purpose of Project—The project's 
annual generation of 1.68 million kWh 
would be sold to the Connecticut Light 
and Power Company. 

Agency Comments—Federal, State, 
and local agencies that receive this 
notice through direct mailing from the 
Commission are requested to provide 
comments pursuant to the Federal 





Power Act, the Fish and Wildlife 
Coordination Act, the Endangered 
Species Act, the National Historic 
Preservatiion Act, the Historical and 
Archeological Preservation Act, the 
National Environmental Policy Act, Pub. 
L. No. 88-29, and other applicable 
statutes. No other formal requests for 
comments will be made. 

Comments should be confined to 
substantive issues relevant to the 
issuance of a license. A copy of the 
application may be obtained directly 
from the Applicant. If an agency does 
not file comments within the time set 
below, it wil! be presumed to have no 
comments. 

Competing Applications—Anyone 
desiring to file a competing application 
must submit to the Commission, on or 
before April 5, 1982, either the 
competing application itself [See 18 CFR 
4.33(a) and (d)] or a notice of intent [See 
18 CFR 4.33(b) and (c)] to file a 
competing application. Submission of a 
timely notice of intent allows an 
interested person to file an acceptable 
competing application no later than the 
time specified in 4.33(c) or 4.101 et seq. 
(1981). 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 5, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission’s 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 


of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

|FR Doc. 82-1947 Filed 1-26-82; 8:45 am] 

BILLING CODE 6717-01-M 


[Project No. 5627-000] 


Energenics Systems, Inc.; Application 
for Preliminary Permit 


January 21, 1982. 

Take notice that ENERGENICS 
SYSTEMS, INC. (Applicant) filed on 
November 10, 1981, an application for 
preliminary permit [pursuant to the 
Federal Power Act, 16 U.S.C. 791(a)- 
825(r)] for Project No. 5627 to be known 
as the Orwell Dam Project to be located 
at the U.S. Army Corps of Engineers’ 
Orwell Dam and reservior, a flood 
control project, on the Otter Tail River 
near Fergus Falls, in Otter Tail County, 
Minnesota. The application is on file 
with the Commission and is available 
for public inspection. Correspondence 
with the Applicant should be directed 
to: Mr. Thomas H: Clarke, Jr., President, 
ENERGENCIS SYSTEMS, INC., 1727 Q 
Street, NW., Washington, D.C. 20009. 

Project Description—The proposed 
project would utilize an existing U.S. 
Army Corps of Engineers’ dam and 
reservior. Project No. 5627 would consist 
of: (1) A proposed penstock extending 
from the outlet works; (2) a proposed 
powerhouse located on the 
northwestern bank of the river; (3) 
transmission lines; and (4) appurtenant 
facilities. Applicant estimates the 
capacity of the proposed project to be 
approximately 2 MW, and the annual 
energy outout to be 7 GWh. 

Purpose of Project—Energy produced 
at the proposed project would be sold to 
Otter Tail Power Company. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. The 
Applicant seeks issuance of a 
preliminary permit for a period of 36 
months, during which time studies 
would be*made to determine the 
engineering, environmental, and 
economic feasibility of the project. In 
addition, historic and recreational 
aspects of the project would be 
determined, along with consultation 
with Federal, State, and local agencies 
for information, comments, and 
recommendations relevant to the 
project. The Applicant estimates the 
cost of the work studies would be 
$35,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
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the Commission, on or before March 3, 
1982, the competing application itself 
[See 18 CFR 4.30 et seq. (1981)]}. A notice 
of intent to file a competing application 
for preliminary permit will not be 
accepted for filing. 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted to the Commission on 
or before April 5, 1982, and should 
specify the type of application 
forthcoming. Applications for licensing 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [See 18 CFR 
4.30 et seq. or 4.101 et seq. (1981), as 
appropriate]. 

Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 5, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title ‘COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each 
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representataive of the Applicant 
specified in the first paragraph of this 
notice. 

Lois D. Cashell, - 

Acting Secretary. 

[FR Doc. 82-1948 Filed 1-26-82; 8:45 am] 

BILLING CODE 6717-01-M 


[Project No. 5770-000] 


Energenics Systems Inc.; Application 
for Preliminary Permit 


January 21, 1982 

Take notice that Energenics System 
Inc. (Applicant) filed on December 15, 
1981, an application for preliminary 
permit [pursuant to the Federal Power 
Act, 16 U.S.C. 791{a)-825(r)] for Project 
No. 5770 to be known as the Keyhole 
Dam Project located on the Belle 
Fourche River in Crook County, 
Wyoming. The application is on file with 
the Commission and is available for 
public inspection. Correspondence with 
the Applicant should be directed to: 
Thomas H. Clarke, Jr., Energenics 
System, Inc., 1727 Q Street NW., 
Washington, D.C. 20009. 

Project Description—The Applicant 
would utilize an existing dam and 
reservior owned by the United States 
under the jurisdiction of the Bureau of 
Reclamation. The proposed project 
would consist of: (1) A proposed 
powerhouse with an installed generating 
capacity of 900 kW; (2) a proposed 1.5- 
mile long transmission line; (3) a 
proposed 120-foot long penstock; (4) a 
- proposed 75-foot long tailrace; and (5) 
appurtenant facilities. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of 36 
months, during which time it proposes to 
conduct economic and environmental 
studies, prepare application for 
necessary State and Federal permits, 
and to develop designs of the project. 
The Applicant estimates the cost of the 
proposed studies would be $30,000. 

Competing application—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before May 3, 
1982, the competing application itself 
[see: 18 C.F.R. 4.30 et seq. (1981]. A 
notice of intent to file a competing 
application for preliminary permit will 
not be accepted for filing. 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 


must be submitted to the Commission on 
or before April 5, 1982, and should 
specify the type of application 
forthcoming. Applications for licensing 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [see: 18 C.F.R. 
4.30 et seq. or 4.101 et seq. (1981), as 
appropriate]. 

Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the approprite action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commissioin’s Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 5, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

(FR Doc. 82-1949 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Project No. 5665-000] 


Essex County industrial Development 


Agency; Application for Preliminary 
Permits 


January 22, 1982. 

Take notice that Essex County 
Industrial Development Agency 
(Applicant) filed on November 17, 1981, 
an application for preliminary permit 
{pursuant to the Federal Power Act, 16 
U.S.C. 791(a)-825(r)] for Project No. 5665 
to be known as the Alice Falls Water 
Power Project located on the Ausable 
River in Essex and Ciinton Counties, 
New York. The application is on file 
with the Commission and is available 
for public inspection. Correspondence 
with the Applicant should be directed 
to: County of Essex, New York, Ms. 
Barbara Boster, Executive Director, 
Essex County Industrial Development 
Agency, Church Street, Elizabethtown, 
New York 12932. 

Project Description—The proposed 
run-of-the-river project would consist of: 
(1) The existing stone masonry dam with 
a height of 50 feet and a length of 215 
feet owned by the New York State 
Electric & Gas Corporation; (2) the 
existing reservoir having a surface area 
of less then 20 acres, with a normal 
maximum surface elevation of 350 feet 
m.s.1; (3) two new 9-foot diameter steel 
penstocks; (4) a proposed powerhouse 
with two generating units with a total 
installed capacity of 2,800 kW; (5) a 
proposed 600-foot long transmission 
line; and (6) appurtenant facilities. The 
applicant estimates that the annual 
energy output would be 12,000,000 kWh. 
Project energy would be used to offset 
energy costs of the local citizenry. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of three 
years, during which the Applicant would 
perform a study to determine feasibility, 
of the project. Depending upon the 
outcome of the studies, the Applicant 
would decide whether to proceed with 
an application for FERC license. The 
Applicant estimates the cost of the 
studies under the permit would be 
$75,000. 

Competing Applications—This 
application was filed as a competing 
application to the preliminary permit for 
the Alice Falls Project No. 4696 filed on 
May 18, 1981, by New York State 
Electric & Gas Corporation. Public 
notice of the filing of the initial 
application, which has already been 
given, established the due date for filing 
competing applications or notices of 
intent. In accordance with the 
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Commission's regulations, no competing 
application for preliminary permit, or 
notices of intent to file an application 
for preliminary permit or license’ will be 
accepted for filing in response to this 
notice. Any application for license or 
exemption from licensing, or notice of 
intent of to file an exemption 
application, must be filed in accordance 
with the Commission's regulations [see: 
18 CFR 4.30 et seq. or 4.101 et seq. (1981) 
as appropriate]. 


Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 


Commenis, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before March 9, 1982. 


Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
project Number of this notice. Any of the 
above named documents must be filed 
by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
825 North Capitol Street N.E.,Room.208 
RB at the above address. A copy. of any 
notice of intent, competing application, 
or petition to intervene must also be 
served upon each representataive of the 
Applicant specified in the first 
paragraph of this notice. 


Lois D. Cashell, 

Acting Secretary. 

(FR Doc. 82-1950 Filed 1-26-82; 8:45.am] 
BILLING CODE 6717-01-M 


[Project No. 5690-000] 


Groveton Papers Co.; Application For 
Preliminary Permit 


January 22, 1982. 

Take notice that Groveton Papers 
Company (Applicant) file on November 
25, 1981, an application for preliminary 
permit [pursuant to the Federal Power 
Act, 16 U.S.C. 791(a)-825{r)] for Project 
No. 5690 to be known as the Brooklyn 
Dam Project located on the Upper 
Ammonoosuc River near the Town of 
Northumberland in Coos County, New 
Hampshire. The application is on file 
with the Commission and is available 
for public inspection. Correspondence 
with the Applicant should be directed 
to: Mr. George Pascale, Vice President, 
Groveton Papers Company, c/o 
Diamond International Corporation, 733 
Third Avenue, New York, New York 
10017. 

Project Description—The proposed 
run-of-river project would consist of: (1) 
the Applicant’s existing rock crib dam, 
90 feet long, creating no storage or 
pondage but providing.13 feet of head 
when topped by 3-foot flashboards; (2) 
an existing powerhouse on the east 
bank housing two 250 kW units; (3) a 
620-foot long, 4.16-kV transmission line; 
and (4) appurtenant facilities. 

The average annual generation of 2.0 
million kWh would probably be sold to 
the Public Service Company of New 
Hampshire. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of three 
years, during which time it would 
perform surveys and geological 
investigations, determine the economic 
feasibility of the project, reach final 
agreement on sale of project power, 
secure financing commitments, consult 
with Federal, State, and local 
government agencies concerning the 
potential environmental effects of the 
project, and prepare an application for 
FERC license, including an 
environmental report. Applicant 
estimates the cost of studies under the 
permit would be $50,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for prelimary permit must submit to the 
Commission, on or before May 3, 1982 
the competing application itself [see: 18 
CFR 4.30 et. seq. (1981)]. A notice of 
intent to file a competing application for 
preliminary permit will not be accepted 
for filing. 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
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submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted. to the Commission on 
or before April 2, 1982, and should 
specify the types of application 
forthcoming. Application for licerise or 
exemption from licensing must be filed 
in accordance with the Commission's 
regulations [see: 18 CFR 4.30 et. seq. or 
4.101 et. seq. (1981), as appropriate]. 


Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 


Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must © 
be received on or before April 2, 1982. 


Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825. North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2951 Filed 1-26-82; 8:45 am} 
BILLING CODE 6717-01-M ; 
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[Project No. 5692-000] 


Groveton Papers Co.; Application for 
Preliminary Permit 


January 22, 1982 


Take notice that Groveton Papers 
Company (Applicant) filed on November 
25, 1981, an application for preliminary 
permit [pursuant to the Federal Power 
Act, 16 U.S.C. 791(a)-825(r)] for Project 
No. 5692 to be known as the Weston 
Project located on the Upper 
Ammonoosuc River near the Town of 
Northumberland in Coos County, New 
Hampshire. The application is on file 
with the Commission and is available 
for public inspection. Correspondence 
with the Applicant should be directed 
to: Mr. George Pascale, Vice President, 
Groveton Papers Company, c/o 
Diamond International Corporation, 733 
Third Avenue, New York, New York 
10017. 


Project Description—The pr“ posed 
run-of-river project would consist of: (1) 
The Applicant's existing rock crib dam, 
115 feet long, creating no storage or 
pondage but providing 11 feet of head 
when topped by 4-foot flashboards; (2) a 
new powerhouse built on the site of a 
previously washed away powerhouse on 
the west bank housing two 250-kW 
horizontal turbine/generator units; (3) a 
new 0.75-mile long, 4.16-kV transmission 
line; and (4) appurtenant facilities. 

The average annual generation of 1.9 
million kWh.would probably be sold to 
the Public Service Company of New 
Hampshire. 


Proposed Scope of Studies under 
Permit—A preliminary permit, if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of 36 
months during which time it would 
perform surveys and geological 
investigations, determine the economic 
feasibility of the project, reach final 
agreement on sale of project power, 
secure financing commitments, consult 
with Federal, State, and local 
government agencies concerning the 
potential environmental effects of the 
project, and prepare an application for 
FERC license, inclucing an 
environmental report. Applicant 
estimates the cost of studies under the 
permit would be $50,000. 


Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before May 3, 
1982, the competing application itself 
[see 18 CFR 4.30 et. seq. (1981)]. A notice 
of intent to file a competing application 


for preliminary permit will not be 
accepted for filing. 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 


must be submitted to the Commission on , 


or before April 2, 1982, and should 
specify the type of application 
forthcoming. Applications for licensing 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [see: 18 CFR 
4.30 et. seq. or 4.101 et. seq. (1981), as 
appropriate}. 


Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 


, comments within the time set below, it 


will be presumed to have no comments. 


Comments, Protests, or Petitions to 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 2, 1982. 


Filing and Service of Responsive 
Documents—Any fililngs must bear in 
all capital letters the title 
“COMMENTS”, “NOTICE OF INTENT 
TO FILE COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
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of the Applicant specified in the first 
paragraph of this notice. 


| Lois D. Cashell, 


Acting Secretary. 
[FR Doc. 82-1952 Filed 1-26-82; 8:45 amj 
BILLING CODE 6717-01-M 


{Project No. 5661-000] 


Hydro Management, Inc.; Application 
for Preliminary Permit 
January 21, 1982. 

Take notice that Hydro Management, 
Incorporated (Applicant) filed on 
November 16, 1981, an application for 
preliminary permit [pursuant to the 
Federal Power Act, 16 U.S.C. 791{a}- 
825(r)] for Project No. 5661 to be known 
as the Kopsi Creek Power Project 
located on Kopsi Creek in Lincoln 
County, Montana. The application is on 
file with the Commission and is 
available for public inspection. 
Correspondence with the Applicant 
should be directed to: Mr. M. H. 
Edelman, III, president, Hydro 
Management, Incorporated, Route 1, Box 
169, Ronan, Montana 59864. 

Project Description—The proposed 
project would consist of: (1) an 18-foot 
long, 3-foot high diversion structure on 
Kopsi Creek; (2) an 11,600-foot long, 12- 
inch diameter penstock; (3) a 
powerhouse with a total installed 
capacity of 500 kW; and (4) a 5,000-foot 
long, 14.4-kV transmission line from the 
powerhouse to the Blue Sky Creek 
transmission line. The Applicant 
estimates that the average annual 
energy production would be 3.024 
million kWh. The proposed project is 
located entirely on Federal lands owned 
by Kootenai National Forest. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. The 
Applicant seeks issuance of a 
preliminary permit for a period of 36 
months during which it would conduct 
technical, environmental and economic 
studies, and also prepare an FERC 
license application. The Applicant 
estimates that the cost of undertaking 
these studies would be $5,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before April 5, 
1982, the competing application itself, or 
a notice of intent to file such an 
application [see: 18 CFR 4.30 et seq. 
(1981); and Docket No. RM81-15, issued 
October 29, 1981, 46 FR 55245, November 
9, 1981.) 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
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submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted to the Commission on 
or before April 5, 1982, and should 
specify the type of application 
forthcoming. Any application for license 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [see: 18 CFR 
4.30 et seq. or 4.101 et seq. (1981), as 
appropriate]. 

Submission of a timely notice of intent 
to file an application for preliminary 
permit, allows an interested person to 
file an acceptable competing application 
for preliminary permit no later than June 
3, 1982. 

Agency Comments-—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 5, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission’s 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 


of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1953 Filed 1-26-82; 8:45 am} 

BILLING CODE 6717-01-M 


~ Project No. 5408-000 


Richard K. Linville; Application for 
Preliminary Permit 


January 21, 1982. 

Take notice that Richard K. Linville 
(Applicant) filed on September 22, 1981, 
an application for preliminary permit 
[pursuant to the Federal Power Act, 16 
U.S.C. 791(a)-825(r)] for Project No. 5408 
to be known as the Mann Creek Dam 
Project located on Mann Creek in 
Washington County, Idaho, on lands of 
the United States. The application is on 
file with the Commission and is 
available for public inspection. 
Correspondence with the Applicant 
should be directed to: Mr. Richard K. 
Linville, 7021 Sand Point Way, NE., #B- 
305, Seattle, Washington 98115. 

Project Description—The proposed 
project would consist of: (1) The existing 
Mann Creek Dam and reservoir; {2) new 
1,000-foot long penstock; (3) a 
powerhouse containing generating 
equipment with a capacity of 1225 kw 
and annual energy production of 2.52 
GwWh,; (4) transmission line; and (5) 
appurtenant facilities. Generated power 
would be sold to the Idaho Power 
Company. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. The 
Applicant seeks issuance of a 
preliminary permit for a term of 36 
months, during which time engineering, 
economic and environmental studies 
will be conducted to ascertain project 
feasibility and to support application for 
a license to construct and operate the 
project. The estimated cost of these 
activities is $40,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before April 5, 
1982, the competing application itself, or 
a notice of intent to file such an 
application [see: 18 CFR 4.30 et seq. 
(1981)}. 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license of exemption 
must be submitted to the Commission on 
or before April 5, 1982, and should 
specify the type of application 
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forthcoming. Any application for license 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [see: 18 CFR 
4.30 et seq. or 4.101 et seq. (1981), as 
appropriate]. 

Submission of a timely notice of intent 
to file an application for preliminary 
permit, allows an interested person for 
file an acceptable competing application 
for preliminary permit no later than June 
3, 1982. 

Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18°CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests of other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 5, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE TO FILE COMPETING 
APPLICATION”, “COMPETING 
APPLICATION”, “PROTEST”, or 
“PETITION TO INTERVENE”, as 
applicable, and the Project Number of 
this notice. Any of the above named 
documents must be filed by providing 
the original and those copies required by 
the Commission's regulations to: 
Kenneth F. Plumb, Secretary, Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426. An additional copy must be 
sent to: Fred E. Springer, Chief 
Applications Branch, Division of 
Hydropower Licensing, Federal Energy 
Regulatory Commission, Room.208 RB at 
the above address. A copy of any notice 
of intent, competing application, or 
petition to intervene must also be served 
upon each representative of the 
Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

{FR Doc. 82-1954 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 
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[Project No. 5793-000] 


Lawrence J. McMurtrey; Application 
for Preliminary Permit 


January 21, 1982. 

Take notice that Lawrence J. 
McMurtrey (Applicant) filed on 
December 17, 1981, an application for 
preliminary permit [pursuant to the 
Federal Power Act, 16 U.S.C. 791(a)}- 
825(r)] for Project No. 5793 to be known 
as the Owl Creek Power Project located 
on Owl Creek in Snohomish County, 
Washington. The application is on file 
with the Commission and is available 
for public inspection. Correspondence 
with the Applicant should be directed 
to: Mr. Lawrence J. McMurtrey, 12122— 
196th NE, Redmond, Washington 98052. 

Project Description—The proposed 
project would consist of: {1} multiple 
diversion structures on Owl Creek; (2) 
an 11,200-foot long diversion conduit; (3) 
a powerhouse with a total installed 
capacity of 1.1 MW; and (4) a 115-kV 
transmission line from the powerhouse 
to an existing transmission line. The 
Applicant estimates that the average 
annual energy production would be 6.8 
GWh. The proposed project is located 
entirely on U.S. Forest lands owned by 
Snoqualmie-Mt. Baker National Forest. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. The 
Applicant seeks issuance of a 
preliminary permit for a period of 36 
months during which it would conduct 
technical, environmental and economic 
studies; and also prepare an FERC 
license application. The Applicant 
estimates that the cost of undertaking 
these studies would be $20,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before April 5, 
1982, the competing application itself, or 
a notice of intent to file such an 
application [see: 18 CFR 4.30 et seq. 
(1981); and Docket No. RM81-15, issued 
October 29, 1981, 46 FR 55245, November 
9, 1981.] 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted to the Commission on 
or before April 5, 1982, and should 
specify the type of application 
forthcoming. Any application for license 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [see: 18 CFR 
- 4.30 et seq. or 4.101 et seg. (1981), as 
appropriate]. 


Submission of a-timely notice of intent 
to file an application for preliminary 
permit, allows an interested person to 
file an acceptable competing application 
for preliminary permit no later than June 
3, 1982. 

Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be persumed to have no comments. 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10. (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protest or other comments filed, but only 
those who file a petition to intervene in 
accordance with the Commission's 
Rules may become a party to the 
proceeding. Any comments, protests, or 
petitions to intervene must be received 
on or before April 5, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capital Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

(FR Doc. 62-1955 Filed 1-26-82; 8:45 amj 
BILLING CODE 6717-01-M 


[Project No. 5440-000] 


Lawrence J. McMurtrey; Application 
for Preliminary Permits 
January 22, 1982. 

Take notice that Lawrence J. 
McMurtrey (Applicant) filed on 


September 39, 1981, and revised on 
November 30, 1981, an application for 
preliminary permit [pursuant to the 
Federal Power Act, 16 U.S.C. 791(a)- 
825(r)] for Project No. 5440 to be known 
as the Upper Troublesome Creek Project 
located on East Fork and West Fork 
Troublesome Creeks inSnohomish_~ - 
County, near Index, Washington. The 
application is on file with the 
Commission and is available for public 
inspection. Correspondence with the 
Applicant should be directed to: Mr. 
Lawrence J. McMurtrey, 12122 196th 
N.E., Redmond, Washington 98052. 

Project Description—The proposed 
project would consist of: (1) an intake 
structure placed in the bed of; (2) Blanca 
Lake, a natural lake; (3) two intake 
structures placed in the streambed of 
West Fork and East Fork Troublesome 
Creeks; (4) 20,000 feet of combination 
pipeline and penstock; (5) a powerhouse 
to contain two turbine-generating units 
with a total rated capacity of 4.8 MW; 
and (6) a 2-mile long, 115-kV 
transmission line. The project would be 
located within the boundaries of the 
Snoqualmie-Mt. Baker National Forest. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. The 
Applicant seeks issuance of a 36-month 
permit to study the feasibility of 
constructing and operating the proposed 
project. No new road would be required 
to conduct the studies. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before April 2, 
1982 either the competing application 
itself or a notice of intent to file such an 
application [see: 18 CFR 4.30 et seq. 
(1981)}. 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted to the Commission on 
or before April 2, 1982 and should 
specify the type of application 
forthcoming. Any application for license 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [see: 18 CFR 
4.30 et seq. or 4.101 et seq. (1981), as 


. appropriate]. 


Submission of a timely notice of intent 
to file an application for preliminary 
permit, allows an interested person to 
file an acceptable competing application 
for preliminary permit no later than 
June 1, 1982. 

Agency Comments—Federal, State, 
and local agencies are invited to submit 


. 
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comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 
Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requiremen:s of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 2, 1982. 
Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 
Lois D. Casheil, 
Acting Secretary. 
[FR Doc. 82-1956 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Project No. 5788-000] 


Lawrence J. McMurtrey; Application 
for Preliminary Permit 


January 22, 1982. 

Take notice that Lawrence J. 
McMurtrey (Applicant) filed on 
December 17, 1981, an application for 
preliminary permit [pursuant to the 
Federal Power Act, 16 U.S.C. 791(a)- 
825(r)} for Project No. 5788 to be known 
as the Crystal Creek Project located on 
Crystal Creek, in Snohomish County, 
Washington in the Snoqualmie-Mt. 
Baker National Forest. The application 


is on file with the Commission and is 
available for public inspection. 
Correspondence with the Applicant 
should be directed to: Mr. Lawrence J. 
McMurtrey, 12122-196th N.E., Redmond, 
Washington 98052.  ~ 

Project Description—The proposed 
project would consist of: (1) a 36-inch 
concrete inlet structure in the streambed 
at elevation 3,000 feet; (2) a diversion 
pipeline 5,000 feet long; (3) a 
powerhouse containing a turbine 
generator with 1.47 MW capacity and 
9.1 GWh annual energy output; and (4) 
transmission line. The potential market 
for project-generated power includes 
Puget Sound Power & Light Company 
and the Snohomish Public Utility 
District. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. The 
Applicant seeks issuance of a 
preliminary permit for a term of 36 
months, during which engineering, 
economic and environmental studies 
will be conducted to ascertain project 
feasibility and to support an application 
for an FERC license to construct and 
operate the project. The estimated cost 
of permit activities is $20,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before April 5, 
1982, the competing application itself, or 
a notice of intent to file such an 
application [see: 18 CFR 4.30 et seq. 
(1981); and Docket No. RM81-15, issued 
October 29, 1981, 46 FR 55245, November 
9, 1981.] 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted to the Commission on 
or before April 5, 1982, and should 
specify the type of application 
forthcoming. Any application for license 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [see: 18 CFR 
4.30 et seq. or 4.101 et seq. (1981), as 
appropriate]. 

Submission of a timely notice of intent 
to file an application for preliminary 
permit, allows an interested person to 
file an acceptable competing application 
for preliminary permit no later than June 
4, 1982. 

Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
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comments within the time set below, it 
will be presumed to have no comments. 
Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission’s Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 5, 1982. 
Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE", as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE.,, Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 
Lois D. Cashell, 
Acting Secretary. 
[FR Doc, 82-1957 Filed 1-26-82; 6:45 am| 
BILLING CODE 6717-01-M 


[Project No. 5767-000) 


Pigeon Cove Power Co.; Application 
for Exemption for Small Hydroelectric 
Power Project Under 5 MW Capacity 


January 21, 1982. 

Take notice that on December 15, 
1981, Pigeon Cove Power Company 
(Applicant) filed an application under 
Section 408 of the Energy Security Act of 
1980 (Act) (16 U.S.C. 2705 and 2708 as 
amended), for exemption of a proposed 
hydroelectric project from licensing 
under Part I of the Federal Power Act. 
The proposed small hydroelectric 
project (FERC Project No. 5767) would 
be located on LQ and LS. Drains near the 
town of Twin Falls, in Twin Falls 
County, Idaho. Correspondence with the 
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Applicant should be directed to: Mr. 
Paul C. Turnipseed; Box 128, Filer, Idaho 
83328 and Mr: John Lorain, Jr., Rte. 2, 
Filer, Idaho 83328. 

Project Description—The proposed 
project would consist of: (1) a 5-foot high 
inlet structure and 3-foot high inlet 
structure; (2) a 42-inch diameter, 1,700- 
foot long penstock and an 18-inch 
diameter, 1,000-foot long penstock 
leading to; (3) a powerhouse to contain 
three generating units with a combined 
rated capacity of 1,790 kW; and (4) a 
1.25-mile long, 12.5-kV transmission line. 
The average annual energy output 
would be 11 million kWhs. 

Purpose of Exemption—An 
exemption, if issued, gives the Exemptee 
priority of control, development, and 
operation of the project under the terms 
of the exemption from licensing, and 
protects the Exemptee from permit or 
license applicants that would seek to 
take or develop the project. 

Agency Comments—The U.S. Fish and 
Wildlife Service, The National Marine 
Fisheries Service, and the Idaho 
Department of Fish and Game are 
requested, for the purposes set forth in 
Section 408 of the Act, to submit within 
60 days from the date of issuance of this 
notice appropriate terms and conditions 
to protect any fish and wildlife 
resources or to otherwise carry out the 
provisions of the Fish and Wildlife 
Coordination Act. General comments 
concerning the project and its resources 
are requested; however, specific terms 
and conditions to be included as a 
condition of exemption must be clearly 
identified in the agency letter. If an 
agency does not file terms and 
conditions within this time period, that 
agency will be presumed to have none. 
Other Federal, State, and local agencies 
are requested to provide any comments 
they may have in accordance with their 
duties and responsibilities. No other 
formal requests for comments will be 
made. Comments should be confined to 
substantive issues relevant to the 
grating of an exemption. If an agency 
does not file comments within 60 days 
from the date of issuance of this notice, 
it will be presumed to have no 
comments. One copy of an agency's 
comments must also be sent to the 
Applicant's representatives. 

Competing Applications—Any 
qualified license applicant desiring to 
file a competing application must submit 
to the Commission, on or before March 
10, 1982 either the competing license 
application.that proposes to develop at 
least 7.5 Megawatts in that project, ora 
notice of intent to file such a license 
application. Submission of a timely 
notice of intent allows an interested -- 
person to file the competing license 


application no later than 120 days from 
the date that comments, protests, etc. 
are due. Applications for 

permit will not be accepted. 

A notice of intent must conform with 
the requirements of 18 CFR 4.33 (b) and 
(c) (1980). A competing license 
application must conform with the 
requirements of 18 CFR 4.33 (a) and (d) 
(1980). 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
coments, a protest, or a petition to 
intervene in accordance with the 
requirements of its Rules of Practice and 
Procedure, 18 CFR 1.8 or 1.10 (1980). In 
determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before March 10, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB, 825 North Capitol Street, 
NE., Washington, D.C..20426. A copy of 
any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1958 Filed 1-26-82; 8:45 am} 
BILLING CODE 6717-01-M 


[Project No. 5219-000) 


Spring River Power Developers and 
the City of Searcy, Arkansas; 
Application for Preliminary Permit 
January 21, 1982. 

Take notice that Spring River Power 
Developers and the City of Searcy, 
Arkansas (Applicants) filed on August 
11, 1981, an application for preliminary 
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permit [pursuant to the Federal Power 
Act, 16 U.S.C. 791{a)-825(r)] for Project 
No. 5219 to be known as the Dam No. 3 
Project located on the Spring River near 
Mammoth Spring in Fulton County, 
Arkansas. The application is on file with 
the Commission and is available for 
public inspection. Correspondence with 
the Applicants should be directed to: 
Mr. Glenn N. Sink, P.O. Box 1052, 
Searcy, Arkansas 72143. 

Project Description—The proposed 
project would consist of: (1) An existing 
concrete dam owned by the Arkansas 
Power & Light Company, 150 feet long 
and 30 feet high; (2) an impoundment 
with a storage of approximately 350 
acre-feet at an elevation of 240 msl; (3) 
new trash racks and inlet works; (4) a 
rehabilitated wood frame powerhouse, 
20 by 30 feet, containing two turbine/ 
generating units with a total capacity of 
350 kW; (5) a rehabilitated switchyard 
at the east end of the dam; and (6) an 
existing 33-kV transmission line 200 
yards long. The average annual 
generation of 1.5 million kWh would 
probably be sold to the Arkansas- 
Missouri Power Corporation. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. 
Applicants seek issuance of a 
preliminary permit for a period of three 
years, during which time it would 
perform surveys and geological 4 
investigations, determine the economic 
feasibility-of the project, reach final 
agreement on sale of project power, 
secure financing commitments, consult 
with Federal, State, and local 
government agencies concerning the 
potential environmental effects of the 
project, and prepare an application for 
FERC license, including an : 
environmental report. Applicants 
estimate the cost of the studies under 
the permit would be $19,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before April 5, 
1982, the competing application itself, or 
a notice of intent to file such an 
application [see: 18 CFR 4.30 et seq. 
(1961)}. 

, The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted to the Commission on 
or before April 5, 1982 and should 
specify the type of application 
forthcoming. Any application for license 
or exemption from licensing must be 
filed in accordance with the 
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Commission's regulations [see: 18 CFR 
4.30 et seq. or 4.101 et seq. (1981), as 
appropriate]. 

Submission of a timely notice of intent 
to file an application for preliminary 
permit, allows an interested person to 
file an acceptable competing application 
for preliminary permit no later than June 
3, 1982. 


Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 


Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests or petitions to intervene must 
be received on or before April 5, 1982. 


Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION ”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 62-1959 Filed 1-26-62; 6:45 am| 
BILLING CODE 6717-01-M 


[Project No. 5704-000) _ 


James H. Stephens; Application for 
Preliminary Permit 


January 22, 1982. 

Take notice that James H. Stephens 
(Applicant) filed on December 1, 1981, 
an application for preliminary permit 
[pursuant to the Federal Power Act, 16 
U.S.C. 791(a)-825(r)] for Project No. 5704 
to be known as the Stephens Project 
located on Sweetwater Creek, in 
Garfield County, Colorado. The 
application is on file with the 
Commission and is available for public 
inspection. Correspondence with the 
Applicant should be directed to: Mr. Eric 
Reus Jacobsen, Hydro-West/Colorado, 
Box 2162, Grand Junction, Colorado 
81502. é 

Project Description—The proposed 
project would occupy lands 
administered by the Bureau of Land 
Management and would consist of: (1) 
The existing Stephens diversion, 12 feet 
long and 4 feet high, formed by a loose 
fill rock weir and headgates; (2) a new 
21-inch, 1,200-foot long steel penstock; 
(3) a new 8- by 10-foot powerhouse 
containing one 90-kW turbine/generator 
unit operating under an effective head of 
92 feet; (4) a 600-foot long, 4.4-kV 
transmission line; and (5) appurtenant 
facilities. 

The average annual generation of 1.2 
million kWh would be sold to the Holy 
Cross Electric Association. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. 
Applicant seeks issuance of a 
preliminary permit for a period of three 
years, during which time it would 
perform surveys and geological 
investigations, determine the economic 
feasibility of the project, reach final 
agreement on sale of project power, 
secure financing commitments, consult 
with Federal, State and local 
government agencies concerning the 
potential environmental effects of the 
project, and prepare an application for 
FERC license, including an 
environmental report. Applicant 
estimates the cost of studies under the 
permit would be $27,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commission, on or before May 10, 
1982, the competing application itself 
[see: 18 CFR 4.30 et seq. (1981)]. A notice 
of intent to file a competing application 
for preliminary permit will not be 
accepted for filing. 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
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submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted to the Commission on 
or before April 9, 1982, and should 
specify the type of application 
forthcoming. Application for licensing or 
exemption from licensing must be filed 
in accordance with the Commission's 
regulations [see: 18 CFR 4.30 et seq. or 
4.101 et seq. (1981), as appropriate]. : 


Agency Comments—Federal, State, 
and local agencies are invited to submit , 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 


Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 9, 1982. 


Filing and Service of Responsive 
Documents—Any filings must bear in all ~ 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

{FR Doc. 82-1960 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 
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[Project No. 5244-000] 


Western Hydro Electric Inc.; 
for Short-Form License 
(Minor) 


January 22, 1982. 

‘ Take notice that Western Hydro 
Electric Incorporated (Applicant) filed 
on August 18, 1981, an application for 
license [pursuant to the Federal Power 
Act, 16 U.S.C. 791(a)-825(r)] for 
construction and operation of a water 
power project to be known as Causey 
Hydro Project No, 5244. The project 
. would be located on the South Fork of 


the Ogden River in Weber County, Utah. 


Correspondence with the Applicant 
should be directed to: J. Kirk’Rector, 
Attorney at Law, 4832 Colony Circle, 
Salt Lake City, Utah 84117. 

Project Description—The proposed 
project would utilize the existing Bureau 
of Reclamation’s Causey Dam and 
Reservoir, operated and maintained by 
the Weber Basin Water Conservation 
District, and would consist of: (1) A 42- 
inch diameter steel penstock utilizing 
the existing outlet works near the left 
dam abutment and leading to (2) a new 
powerhouse containing two generating 
units having a rated capacity of 300 kW 
and 1,100 kW, respectively, for a total 
rated capacity of 1,400 kW; (3) a 
tailrace; (4) new and replacement 12.5- 
kV transmission lines; (5) a switchyard; 
and (6) appurtenant facilities. The 
Applicant estimates that the average 
annual energy output would be 5,393,760 
kWh. 


Purpose of Project—Project energy 
would be sold to the Utah Power and 
Light Company. 

Agency Comments—Federal, State, 
and local agencies that receive this 
notice through direct mailing from the 
Commission are requested to provide 
comments pursuant to the Federal 
Power Act, the Fish and Wildlife 
Coordination Act, the Endangered 
Species Act, the National Historic 
Preservation Act, the Historical and 
Archeological Preservation Act, the 
National Environmental Policy Act, Pub. 
L. No. 88-29, and other applicable 
statutes. No other formal requests for 
comments will be made. 

Comments should be confined to 
substantive issues relevant to the 
issuance of a license. A copy of the 
application may be obtained directly 
from the Applicant. If an agency does 
not file comments within the time set 
below, it will be presumed to have no 
comments. 

Competing Applications—Anyone 
desiring to file a competing application 
must submit to the Commission, on or 
before April 2, 1982, either the 


competing application itself [See 18 CFR 
4.33(a) and (d)] or a notice of intent [See 
18 CFR 4.33(b) and (c)] to file a 
competing application. Submission of a 
timely notice of intent allows an 
interested person to file an acceptable 
competing application no later than the 
time specified in § 4.33(c) or § 4.101 et 
seq. (1981). 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's Rules may become a 
party to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 2, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission’s 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory - 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-1961 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


{Docket No. ER82-229-000] 


Alabama Power Co.; Proposed Tariff 
Change 
January 21, 1982. 

The filing Company submits the 
following: 

Take notice that Alabama Power 
Company (Alabama) on January 18, 
1982, tendered for filing the proposed 
changes in its FERC Electric Tariff, 
Original Volume No. 1. The proposed 


changes would increase revenues from 
jurisdictional sales and service by 
$9,430,610 based on the calendar year 
1982. 

Alabama states that the rate increase 
is necessary to cover the increased cost 
of providing service to its distribution 
cooperative and municipal customers. 
Alabama cites increased expenses, 
increased utility plant investment and 
increased cost of capital,.as the major 
reasons for the requested increase. 
Alabama requests an effective date of 
March 19, 1982. 

Copies of the filing were served upon 
the affected distribution cooperatives 
and municipalities, Alabama Public 
Service Commission and Southeastern 
Power Administration. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission’s Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 12, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2034 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Dockgt No. ER82-228-000] 


Allegheny Power Service Corp.; Filing 
January 21, 1982. 

The filing Company submits the 
following: 

Take notice that Allegheny Power 
Service Corporation, (Allegheny) on 
January 15, 1982, tendered for filing on 
behalf of Monongahela Power Company, 
the Potomac Edison Company and West 
Penn Power Company, the electric 
utilities which make the integrated 
Allegheny Power System, Amendment 
No. 5 dated January 1, 1982, to the Power 
Supply Agreement dated January 1, 1968 
between Monongahela Power Company, 
the Potomac Edison Company and West 
Penn Power Company, designated 
Monongahela Rate Schedule FERC No. 
27, Potomac Edison Rate Schedule FERC 
No. 29 and West Penn Rate Schedule 
FERC No. 25. 





Allegheny states that Amendment No. 
5 increases the rates, after provision for 
federal and state income taxes, so as to 
provide an overall rate of return of 10.7% 
rather than the 9.1% factor presently 
included in the Agreement. 

Allegheny further states that since 
capacity equalization charges depend 
upon the load capacity situations of 
each of the parties from time to time, it 
is impossible tg estimate the increase in 
revenue of each of them which would 
result from Amendment No. 5. 

Allegheny requests an effective date 
of January 1, 1982, and therefore 
requests waiver of the Commission's 
notice requirements. 

According to Allegheny the change 
proposed is for the purpose of reflecting 
increased costs of financing incurred by 
the companies. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 12, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2035 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER80-592] s 


Allegheny Power Service Corp.; 
Compliance Filing 


January 21, 1982. 

The filing company submits the 
following: 

Take notice that on January 11, 1982, 
Allegheny Power Service Corporation 
filed a revised Schedule-A Emergency 
Service in compliance with the 
Commission's order of December 18, 
1981. 

Any person desiring to be heard or to 
protest this filing should file comments 
with the Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426, on or 
before February 12, 1982. Comments will 
be considered by the Commission in 
determining the appropriate action to be 
taken. Copies of this filing are on file 


with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

{FR Doc. 82-2036 Filed 1-26-62; 8:45 am] 

BILLING CODE 6717-01-M 


[Docket No. ER82-227-000] 


Central Illinois Light Co.; Filing 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that on January 15, 1982, 
Central Illinois Light Company (CILCO) 
tendered for filing Modification No. 3, 
dated December 15, 1981 to the 
Interconnection Agreement between 
CILCO and the City of Springfield, 
Illinois (Springfield) (CILCO Rate 
Schedule FERC No. 21). 

Modification No. 3 increases the 
demand rates for Scheduled 
Maintenance, Short-Term Firm and 
Short-Term Non-Firm Power in Service 
Schedules C, E and F to the 
Interconnection Agreement. 

CILCO requests waiver on the 
Commission's notice requirements in 
order to allow for an effective date of 
March 15, 1982. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with $§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 12, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2037 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER82-224-000) 


Cincinnati Gas & Electric Co.; 
Proposed Tariff Change 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that The Cincinnati Gas & 
Electric Company (Cincinnati) tendered 
for filing on January 12, 1982, a Fourth 
Supplemental Agreement dated as of 


- 
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Ccstober 1, 1981 to the Interconnection 
Agreement dated September 15, 1969, 
between Cincinnati and the City of 
Hamilton, Ohio designated Cincinnati's 
Rate Schedule FPC No. 32. 

Cincinnati states that the Fourth 
Supplemental Agreement increases the 
Demand Charge for Short-Term Power 
from $0.70 per kilowatt per week to $1.05 
per kilowatt per week, increases the 
Capacity Charge for Capacity 
Reservation Power Service from $3.75 
per kilowatt per month to $5.50 per 
kilowatt per month and adds a provision 
that the costs of Capacity Reservation 
Energy purchased by Cincinnati from a 
third party shall be Cincinnati's out-of- 
pocket costs for such purchased Energy 
plus 1 mill per kilowatt-hour. There is no 
estimate of increased revenues from the 
proposed charges since Short-Term 
Power and Capacity Reservation Power . 
Service transactions will occur only as 
load and capacity conditions dictate. 

Cincinnati further states that the 
reason for the increase is to establish 
equitable rates for Short-Term Power 
and Capacity Reservation Power 
Service for the City of Hamilton. 

Cincinnati requests an effective date 
of October 1, 1981, and therefore 
requests waiver of the Commission’s 
notice requirements. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 12, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2038 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Project No. 5641-000] 


Hydro Resource Co.; Application for 
Preliminary Permit 


January 22, 1982. 

Take notice that Hydro Resource 
Company (Applicant) filed on November 
12, 1981, an application for preliminary 
permit [pursuant to the Federal Power 
Act, 16 U.S.C. 791(a)-825(r)} for Project 
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No. 5641 to be known as the Harlan 
Creek Project located on Harlan Creek, 
near Skykomish, within the lands of 
Snoqualmie National Forest in King 
County, Washington. The application is 
on file with the Commission and is 
available for public inspection. 
Correspondence with the Applicant 
should be directed to: Mr. Jerry L. 


Johnson, Hydro Resource Company, P.O. 


Box 485, Lynden, Washington 98264. 

Project Description—The proposed 
project would consist of: (1) An 8-foot 
high, 50-foot long concrete gravity dam; 
(2) a reservoir with no active storage 
and less than 1-acre surface area; (3) a 
3,800-foot long, 24-inch diameter 
pipeline; (4)a 1,850-foot long, 24-inch 
diameter penstock, (5) a powerhouse 
with total installed capacity of 2,000 kW 
and (6) a 20,000-foot long, 345-kV 
transmission line from the powerhouse 
to an existing powerline. The Applicant 
estimates that the average annual 
energy production would be 17.5 million 
kWh. 

Proposed Scope of Studies Under 
Permit—A preliminary permit, if issued, 
does not authorize construction. The 
Applicant seeks issuance of a 
preliminary permit for a period of 24 
months during which it would conduct 
technical, environmental and economic 
analysis; and prepare an FERC license 
application. No new roads would be 
required for conducting these studies. 
The Applicant estimates that the cost of 
undertaking these studies would be 
$150,000. 

Competing Applications—Anyone 
desiring to file a competing application 
for preliminary permit must submit to 
the Commisison, on or before April 5, 
1982, the competing application itself, or 
a notice of intent to file such an 
application [see: 18 CFR 4.30 et seq. 
(1981); and Docket No. RM81-15, issued 
October 29, 1981, 46 FR 55245, November 
9, 1981.] 

The Commission will accept 
applications for license or exemption 
from licensing, or a notice of intent to 
submit such an application in response 
to this notice. A notice of intent to file 
an application for license or exemption 
must be submitted to the Commisison on 
or before April 5, 1982, and should 
specify the type of application 
forthcoming. Any application for license 
or exemption from licensing must be 
filed in accordance with the 
Commission's regulations [see: 18 CFR 
4.30 et seq. or 4.101 et seq. (1981), as 
appropriate]. 

Submission of a timely notice of intent 
to file an application for preliminary 
permit, allows an interested person to 
file an acceptable competing application 


for preliminary permit no later than June 
3, 1982. 

Agency Comments—Federal, State, 
and local agencies are invited to submit 
comments on the described application. 
(A copy of the application may be 
obtained by agencies directly from the 
Applicant.) If an agency does not file 
comments within the time set below, it 
will be presumed to have no comments. 

Comments, Protests, or Petitions To 
Intervene—Anyone may submit 
comments, a protest, or a petition to 
intervene in accordance with the 
requirements of the Rules of Practice 
and Procedure, 18 CFR 1.8 or 1.10 (1980). 
In determining the appropriate action to 
take, the Commission will consider all 
protests or other comments filed, but 
only those who file a petition to 
intervene in accordance with the 
Commission's rules may become a party 
to the proceeding. Any comments, 
protests, or petitions to intervene must 
be received on or before April 5, 1982. 

Filing and Service of Responsive 
Documents—Any filings must bear in all 
capital letters the title “COMMENTS”, 
“NOTICE OF INTENT TO FILE 
COMPETING APPLICATION”, 
“COMPETING APPLICATION”, 
“PROTEST”, or “PETITION TO 
INTERVENE”, as applicable, and the 
Project Number of this notice. Any of 
the above named documents must be 
filed by providing the original and those 
copies required by the Commission's 
regulations to: Kenneth F. Plumb, 
Secretary, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426. An 
additional copy must be sent to: Fred E. 
Springer, Chief, Applications Branch, 
Division of Hydropower Licensing, 
Federal Energy Regulatory Commission, 
Room 208 RB at the above address. A 
copy of any notice of intent, competing 
application, or petition to intervene must 
also be served upon each representative 
of the Applicant specified in the first 
paragraph of this notice. 

Lois D. Cashell, 

Acting Secretry. 

[FR Doc. 82-2039 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER82-210-000] 


Mid-Continent Area Power Pool; Filing 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that on January 7, 1982, 
Mid-Continent Area Power Pool (MAPP) 
tendered for filing Amendment No. 14 to 
the Mid-Continent Area Power Pool 


Agreement. 
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MAPP states that this filing is on 
behalf of the following who are the 
jurisdictional parties of the subject 
Agreement: 

Interstate Power Company 

Iowa Electric Light and Power Company 
Iowa-lIllinois Gas and Electric Company 
Iowa Power and Light Company 

Iowa Public Service Company 

Iowa Southern Utilities Company 

Lake Superior District Power Company 
Minnesota Power and Light Company 
Montana-Dakota Utilities Company 
Northwestern Public Service Company 
Otter Tail Power Company 

MAP?P further states that Amendment 
No. 14 is the result of review of Pool 
Service Schedules by the Rates 
Subcommittee of the Pool 
Administrative Committee. Specifically 
Agreement Amendment No. 14 revisions 
can be summarized as follows: 

1. Increase the demand charge rate for 
Service Schedule B. 

2. Inctease demand charge rates for 
Service Schedule K. 

MAPP proposes an effective date of 
May 1, 1982. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 8, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2040 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER81-779-000] 


January 21, 1982. 

On October 7, 1981, Pennsylvania 
Power Company (Penn Power) tendered 
for filing a proposed two-step increase 
in wholesale rates, comprised of Rate 
Level A and Rate Level B, for service to 





five customers.' The proposed Level A 
rates would result in increased revenues 
of approximately $1,671,950 (40.1%) for 
the twelve-month period ending 
December 31, 1961. The proposed Level 
B rates would result in an additional 
increase in revenues of approximately 
$652,870. Penn Power requests that the 
Level A rates be permitted to become 
effective, subject to refund, on January 
23, 1982. The company further requests 
waiver of the requirements of 

§ 35.13{d)(3){ii){A) of the Commission's 
regulations since the proposed effective 
date is more than nine months from the 
commencement of Period II. The 
company, however, seeks to implement 
the Level B increase prospectively only, 
with that increase of any other increase 
above Level A found to be justified on 
the basis of an Initial Decision in this 
proceeding, to become effective from the 
date of such Initial Decision and subject 
to refund pending Commission 
determination of the just and reasonable 
rate level. The stated purpose of this 
bifurcated rate request is to reduce Penn 
Power's potential refund liability. 

Notice of the filing was issued on 
October 19, 1981, with responses due on 
or before November 9, 1981. On 
November 9, 1981, the Boroughs of 
Ellwood City, Grove City, Wampum, 
New Wilmington and Zelienople 
(Boroughs) filed a petition to intervene, 
protest and motion to reject the filing as 
patently discriminatory and 
anticompetitive.” Boroughs allege price 
squeeze and move for summary 
disposition of certain issues.* In 
addition, Boroughs requests a five 
month suspension and an order 
compelling the company to file complete 
justification and explanation of the 


See Attachmont A for rate schedule designations. 

*In support of the motion to reject, Boroughs state 
that the proposed rates exacerbate the price 
squeeze found to exist by the initial Decision in 
Docket No. ER77-277 which is currently before the 
Commission for decision. 

*The requests for summary disposition address 


Penn Power's: (1) Use of a rate tilt in the rate design: 


(2) inclusion of a tax adjustment clause in the 
proposed rates; (3) a rate schedule provision which 
allows Penn Power sole discretion to refuse to 
increase the capacity of service facilities in order to 
furnish off-peak demands; (4) a rate schedule 
provision which allows Penn Power sole discretion 
to change peak periods for billing demand purposes; 
(5) a rate schedule provision which requires that 
Penn Power only attempt and not guarantee to 
supply continuous service to Boroughs; (6) inclusion 
of permanent and interim nuclear fuel disposal 
costs in the cost of service; (7) inclusion of 
decommissioning costs (reflecting a total 
dismantlement method of decommissioning) in the 
cost of service; (8) inclusion of amortization costs 
for cancelled nuclear units in the cost of service; (9) 
the recovery of above-market coal costs in the fuel 
adjustment clause; and (10) the recovery of 
replacement power costs due to outages of Beaver 
Valley Unit No. 1. 


claims presented by its filing. Also, 
Boroughs request that the price squeeze 
issue not be phased. 


Penn Power filed an answer on 
December 8, 1981, in which the company 
challenges Boroughs’ motions for 
summary disposition, disputes the claim 
of price squeeze, and states that the 
issues raised by Boroughs are proper for 
consideration at hearing. 


Discussion 


Initially, we find that participation in 
this proceeding by Boroughs is in the 
public interest. Therefore,-we shall grant 
the petition to intervene. 


We decline to grant Boroughs’ motion 
to require the filing of additional 
information of their motion to reject the 
filing as anticompetitive and 
discriminatory because the submittal 
substantially complies with the 
Commission's filing requirements ‘ and 
because the issues which have been 
identified present questions of fact 
which should be addressed on the basis 
of an evidentiary record. Further, we 
shall deny the motions for summary 
disposition inasmuch as each of the 
issues raised requires analysis of a 
hearing record. However, with respect 
to the tax adjustment clause which has 
been challenged by the Boroughs, we 
note that implementation of this 
provision will require timely notice and 
filing pursuant to § 35.13 of the 
Commission's regulations. 


As noted, Penn Power has requested 
waiver of that portion of § 35.13 which 
provides that the test period shall begin 
no earlier than nine months prior to a 
utility's proposed effective date. 
According to the company, it has 
selected a calendar year 1981 test period 
and a January 23, 1982 proposed 
effective date so that both the test year 
and the effective date would correspond 
precisely to those proposed for purposes 
of its retail rates. The intent of the 
company is to thereby alleviate 
concerns which have previously arisen 
regarding anticompetitive effects 
stemming from disparite effective dates. 
Under these limited circumstances, we 
find that good cause exists to grant the 
request for waiver. 


Our analysis indicates that Penn 
Power's proposed rates have not been 
shown to be just and reasonable and 
that they may be unjust, unreasonable, 
unduly discriminatory or preferential, or 
otherwise unlawful. Accordingly, we 


‘See Municipal Light Boards of Reading and 
Wakefield, Massachusetts v. FPC, 450 F2d 1341 
(D.C. Cir. 1971). 
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shall accept the rates for filing and 
suspend them as ordered below. 

In a number of suspension orders,® we 
have addressed the considerations 
underlying the Commission's policy 
regarding rate suspensions. For the 
reasons given there, we have concluded 
that rate filings should generally be 
suspended for the maximum period 
permitted by statute where preliminary 
study leads the Commission to believe 
that the filing may be unjust and 
unreasonable or that it may run afoul of 
other statutory standards. We have 
acknowledged, however, that shorter 
suspensions may be warranted in 
circumstances where suspension for the 
maximum period may lead to harsh and 
inequitable results. Such circumstances 
are presented here. While the 
intervenors have raised issues 
warranting further inquiry at hearing, 
our preliminary review of the filing 
suggests that Penn Power's Level A 
rates may not produce excessive 
revenues. The company has agreed to 
collect these rates subject to refund and 
has proposed to collect the Level B rates 
only after a hearing. Accordingly, we 
shall suspend the Level A rates for one 
day, to become effective on January 24, 
1982, subject to refund. In accordance 
with Penn Power's request, the Level B 
rates will be set for hearing along with 
the Level A rates, with the rates found 
by an Initial Decision in this proceeding 
to be just and reasonable to become 
effective from the date of such Initial 
Decision, subject to refund pending final 
Commission order. 

We shall deny the Boroughs’ request 
not to phase the price squeeze issue and, 
in accordance with the Commission's 
policy established in Arkansas Power 
and Light Company, Docket No. ER79- 
339 (August 6, 1979), we shall phase the 
proceeding so that the matter of price 
squeeze may be considered following a 
determination of the otherwise just and 
reasonable rates. As we have previously 
noted, we believe that the proper rates 
to be analyzed for purposes of cost- 
revenue price squeeze comparisons are 
those rates which would be considered 
just and reasonable in the absence of a 
price squeeze. Thus, it is necessary for a 
decision first to be reached on the cost 
of service, capitalization, and rate of 
return issues. ® If, in the view of the 


5 E.g., Boston Edison Co., Docket No. ER80-508 
(August 29, 1980) (five month suspension); Alabama 
Power Co., Docket Nos. ER80-506, ef a/. (August 29, 
1980) (one day suspension); Cleveland Electric 
Iluminating Co., Docket No. ER80-488, (August 22, 
1980) (one day suspension). 

® This is true notwithstanding the Boroughs’ 
reliance on the earlier Initial Decision in Docket No. 
ER77-277. That decision remains under 

Continued 
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intervenors or staff, a price squeeze 
persists following the preliminary 

portion of this proceeding, a second 
phase of the proceeding may follow. 


The Commission Orders 


(A) The Boroughs’ motions for 
rejection or summary disposition are 
hereby denied. 

(B) Penn Power's regest for waiver of 
§ 35.13(d)(3)(ii)(A) of the Commission's 
regulations is hereby granted. 

(C) Penn Power's proposed Level A 
rates are hereby accepted for filing and 
are suspended for one day, to-become 
effective on January 24, 1982, subject to 
refund. 

(D) Penn Power's proposed Level B 
rate increase is hereby accepted for 
filing, with the rates found by an Initial 
Decision in this docket to be just and 
reasonable to become effective from the 
date of that Initial Decision, subject to 
refund pending final Commission order 
in this proceeding. 

(E) Pursuant to the authority 
contained in and subject to the 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
section 402(a) of the DOE Act, and by 
the Federal Power Act, particularly 
sections 205 and 206 thereof, and 
pursuant to the Commission's Rules of 


Practice and Procedure and the 
regulations under the Federal Power Act 
[18 CFR Chapter I], a public hearing 
shall be held concerning the justness 
and reasonableness of Penn Power's 
rates and rate schedule provisions. . 

(F) Boroughs are hereby permitted to 
intervene in this-proceeding subject to 
the rules and regulations of the 
Commission; Provided, however, That 
participation by the intervenors shall be 
limited to matters set forth in their 
petitions to intervene; and Provided, 
further, That the admission of any 
intervenor shall not be construed as 
recognition by the Commission that it 
might be aggrieved by any order of the 
Commission in this proceeding. 

(G) The Commission staff shall serve 
top sheets in this proceeding on or 
before January 22, 1982. 

(H) A presiding administrative law 
judge to be designated by the Chief 
Administrative Law Judge shall convene 
a conference in this proceeding to be 
held within approximately fifteen (15) 
days after the service of top sheets in a 
hearing room of the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street NE., Washington, D.C. 
20426. The designated law judge is 
authorized to establish procedural dates 
and to rule on dll motions (except 


3853 


motions to consolidate or sever and 
motions to dismiss), as provided for in 
the Commission’s Rules of Practice and 
Procedure. 

(I) Penn Power is hereby informed that 
implementation of its tax adjustment 
clause will require timely notice and 
filing with the Commission pursuant to 
section 35.13 of the regulations, together 
with appropriate cost data to support 
such change. 

(J) We hereby order initiation of price 
squeeze procedures and further order 
that this proceeding shall.be phased so 
that the price squeeze procedures begin 
after issuance of a Commission opinion 
establishing the rate which, but for a 
consideration price squeeze, would be 
just and reasonable. The presiding judge 
may order a change in this schedule for 
good cause. The price squeeze portion of 
this case shall be governed by the 
procedures set forth in § 2.17 of the 
Commisson’s regulations as they may be 
modified prior to the initiation of the 
price squeeze phase of this proceeding. 

(K) The Secretary shall promptly 
publish this order in the Federal 
Register. 


By the Commission. 
Lois D. Cashell, 
Acting Secretary. 


Attachment A—Pennsyivania Power Co. Rate Schedule Designations 


[Docket No. ER81-779-000) 
Filed: October 7, 1981 





Deatenes 





Supplement No. 2 to rate schedule FPC No..30 (supersedes supplement No. 1)......... 
Supplement No. 2 to rate schedule FPC No. 31 (supersedes supplement No. 1)... 


Supplement No. 2 to rate schedule FPC No. 32 


supplement No. 1)... 


(supersedes 
Supplement No. 2 to rate schedule FPC No. 33 (supersedes supplement No. 1).... 
Supplement No. 2 to rate schedule FPC No. 34 (supersedes supplement No. 1)... 


Supplement No. 3 to rate schedule FPC No. 30 (supersedes 


supplement No. 2)... 


Supplement No. 3 to rate schedule FPC No. r= aoeleae supplement No. 2)... 


Supplement No. 3 to rate schedule FPG 


Supplement No. 2a ae stl FPC No.9 presen spre No ain 


1FR Doc. 82-2041 Filed 1-26-82; 8:45 am} 
BILLING CODE 6717-01-M 


[Docket No. ER82-225-000] 


Resources Recovery (Dade County), 
Inc.; Filing 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that.on January 12, 1982, 
Resources Recovery (Dade County), Inc., 
(RRD) tendered for filing pursuant to 18 
CFR 35.1 and 35.12. proposed FERC Rate 


consideration by the Commission and, in.any.event,- 
will pertain to-a locked-in period. Penn Power has 





Schedule No. 1, applicable to sales of 
energy and capacity to Florida Power 
and Light Company (FPL) from a solid 
waste resource recovery facility 
operated by RRD in Dade County, 
Florida. 

RRD proposes that the rates under its 
rate schedule shall be the full avoided 
costs as determined by the Florida 
Public Service Commission for FPL 
purchases from qualifying facilities in 
Florida under Orders 9970, 10198 and 
10331 of the Florida Public Service 
Commission, and generally applicable 


since filed to inerease both its wholesale and retail 
rates, thus necessitating renewed rate comparisons. 


orders amending those orders. For the 
period from October 1, 1981 through 
March 31, 1982, the Florida Public 
Service Commission mandates the 
following rates for purchases of energy 
by FPL from qualifying facilities with 
installed capacity of 0.1 megawatts or 
more: (1) on peak at 6.492¢ per kWh, (2) 
off peak at 5.093¢ per kWh, and (3) 
average at 5.443¢ per kWh. Under 
Florida Public Service Commission 
orders, those are minimum payment 
rates, subject to upward true-revisions 
to reflect the hourly actual decremental 


where good cause exists. 





costs. These true-ups are to be 
determined every six months in 
conjunction with FPL's semiannual fuel 
adjustment hearing. 

RRD requests waiver of the 
Commission's notice requirements so 
that the rate schedule may take effect as 
of the date of RRD’s initial delivery to 
FPL. 

Additionally, RRD seeks waiver of the 
Commission's regulations regarding cost 
of service documentation, accounting 
practices, reporting requirements, and 
annual charges, as well as waiver as to 
property dispositions and 
consolidations, securities issuances or 
assumptions of liability, the holding of 
interlocking positions and such other 
matters as the Commission deems 
appropriate. 

Copies of the filing were served upon 
the Florida Power & Light Company. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 12, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

{FR Doc. 82-2042 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-m 


[Docket No. CP82-38] 


Tennessee Gas Pipeline Co.; Informal 
Conference 


January 21, 1982. ' 

On October 23, 1981, Tennessee filed 
an application pursuant to Section 7 of 
the Natural Gas Act for a certificate of 
public convenience and necessity 
authorizing interruptible sales of excess 
natural gas to Tennessee's existing on- 
system customers. On November 13, 
1981, Equitable Gas Company filed a 
petition for leave to intervene and 
requested a hearing be held in this 
proceeding. On December 17, 1981, New 
England Customer Group filed a petition 
for leave to intervene, a protest, and a 
request for an informal conference. In an 
answer filed December 23, 1981, 
Tennessee requested an informal 


conference be convened for the purpose 
of discussing the issues raised by the 
petitions to intervene. 

Take notice that an informal 
conference in the above-captioned 
docket will be convened at 10:00 a.m., 
on February 3, 1982, at the offices of the 
Federal Energy Regulatory Commission, 
825 North Capitol Street, NE., 
Washington, D.C. 20426. 

Customers and other interested 
persons will be permitted to attend, but 
if such persons have not previously been 
permitted to intervene by order of the 
Commission, attendance at the 
conference will not be deemed to 
authorize intervention as a party in the 
proceeding. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2043 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER82-223-000] 


Washington Water Power Co.; 
Proposed Tariff Change 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that The Washington 
Water Power Company (WWP) on 
January 12, 1982, tendered for filing 
proposed changes in its FERC Electric 
Service Tariff, Schedule 61. The 
proposed changes would increase 
revenues from jurisdictional sales and 
service by approximately $997,000 based 
on the 12-month period ending 
September 30, 1981. 

WWP states that the proposed rate 
change is submitted for the purpose of 
compensating The Washington Water 
Power Company for increases in its cost 
of capital, labor, materials, supplies and 
taxes. . 

WWP requests an effective date of 
March 13, 1982, 

Copies of the filing have been served 
upon the five WWP wholesale 
customers affected by this filing. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§1.8 
and 1.10 of the Commission's Rules of 


. Practice and Procedure (18 CFR 1.8, 


1.10). All such petitions or protests 
should be filed on or before February 12, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
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intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2047 Filed 1-26-82; 6:45 am] 

BILLING CODE 6717-01-M 


[Docket No. ER82-23-001] 


West Texas Utilities Co.; Compliance 
Filing 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that on January 13, 1982, 
West Texas Utilities Company filed 
revised rate schedules in compliance 
with the Commission’s December 15, 
1981 order. 

Any person desiring to be heard or to 
protest this filing should file comments 
with the Federal Energy Regulatory 
Commission, 825 North Capitol Street 
NE., Washington, D.C. 20426, on or 
before February 12, 1982. Comments will 
be considered by the Commission in 
determining the appropriate action to be 
taken. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2048 Filed 1-26-82; 6:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER82-222-000] 


Wisconsin Power and Light Co.; Filing 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that on January 12, 1982, 
Wisconsin Power and Light Company 
(WPL) tendered for filing supplements 
and amendments to Service Schedules B 
and D (Emergency Energy and Short 
Term Power respectively) dated 
December 1, 1981 between the 
Wisconsin Public Service Corporation 
and WPL. WPL states that this filing 
constitutes an amendment and 
supplement to the Service Schedules 
between the parties on file with the 
Commission. 

WPL requests an effective date of 
December 1, 1982, and therefore 
requests waiver of the Commission's 
notice requirements. 

WPL further states that copies of the 
filing were sent to the Wisconsin Public 
Service Corporation and the Public 
Service Commission of Wisconsin. 

Any person desiring to be heard or-to 
protest this filing should file a petition to 
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intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure. All such 
petitions or-protests should be filed on 
or before February 10, 1982. Protests. will 
be considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a petition to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Lois D. Cashell, 

Acting Secretary. 

{FR Doc. 82-2044 Filed 1-26-82; 8:45 am} 

BILLING CODE 6717-01-M 


[Docket No. ER82-221-000] 


Wisconsin Power and Light Co.; Filing 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that on January 12, 1982, 
Wisconsin Power and Light Company 
(WPL) tendered for filing supplements 
and amendments to Service Schedules B 
and D (Emergency Energy and Short 
Term Power respectively) dated 
December 1, 1981 between the 
Wisconsin Public Service Corporation, 
Madison Gas and Electric Company and 
WPL. WPL states that this filing 
constitutes an amendment and 
supplement to the Service.Schedules 
between the parties on file with the 


_ Commission: 


WPL requests an effective date of 
December 1, 1981, and therefore 
requests. waiver of the Commission's 
notice of requirements. 

WPL further states that copies of the 
filing were sent to the Wisconsin Public 
Service Corporation, Madison Gas and 
Electric Company and the Public Service 
Commission of Wisconsin. 

Any person desiring to be heard or to 
protest this filing should file a petition to 
intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE., Washington, 
D.C. 20426. In accordance with §§ 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure. All such 
petitions or protests should be filed on 
or before February 10, 1982. Protests will 
be-considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a petition to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Lois D. Cashell, 

Acting Secretary. 

[FR Doc. 82-2045 Filed 1-26-82; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. ER&2-220-000} 


Wisconsin Power and Light Co.; Filing 


January 21, 1982. 

The filing Company submits the 
following: 

Take notice that on January 12,.1982, 
Wisconsin Power and Light Company 


| (WPL) tendered for filing supplements 


and amendments to Service Schedules B 
and D (Emergency Energy and Short 
Term Power respectively) dated 
December 1, 1981 between the Madison 
Gas and Electric Company and WPL. 
WPL states that this filing constitutes an 
amendment and supplement to the 
Service Schedules between the parties 
on file with the Commission. 

WPL requests:an effective date of 
December 1, 1981, and therefore 
requests waiver of the Commission's 
notice requirements. 

WPL further states that copies of the 
filing were sent to the Madison Gas and 
Electric Company and the Public Service 
Commission of Wisconsin. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street NE., Washington, 
D.C. 20426, in accordance with §§ 1.8 
and 1.10 of the Commission’s Rules of 
Practice and Procedure (18 CFR 1.8, 
1.10). All such petitions or protests 
should be filed on or before February 10, 
1982. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file-a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection: 


Lois D: Cashell, 
Acting Secretary. 
[FR Doc. 82-2046 Filed 1-26-82; 8:45 am] 
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Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


The above notices of determination 
were received from the indicated 
jurisdictional agencies by the Federal 
Energy Regulatory Commission pursuant 
to the Natural Gas Policy Act of 1978 
and 18 CFR 274.104. Negative 
determinations are indicated by a “D” 
before the section code. Estimated 
annual production (PROD) is in million 
cubic feet (MMCF). An (*) before the 
Control (JD) number denotes additional 
purchasers listed at the end of the. 
notice. 

The applications for determination are 
available for inspection except to the 
extent such material is confidential 


under 18 CFR 275.206, at the 
Commission's Division of Public 
Information, Room 1000, 825 North 
Capitol St., Washington, D.C. Persons 
objecting to any of these determinations 
may, in accordance with 18 CFR 275.203 
and 275.204, file a protest with the 
Commission on or before February 11, 
1982. 

Categories within each NGPA section 
are indicated by the following codes: 
Section 102-1: New OCS lease 

102-2: New well (2.5 mile rule) 

102-3: New well (1000 ft rule) - 

102-4: New onshore reservoir 

102-5: New reservoir on old OCS lease 


Section 107-DP: 15,000 feet or deeper 
107-GB: Geopressured brine 
107-CS: Coal seams 
107-DV: Devonian shale 
107-PE: Production enhancement 
107-TF: New tight formation 
107-RT: Recompletion tight formation 

Section 108: Stripper well 
108-SA: Seasonally affected 
108-ER: Enhanced recovery 
108-PB: Pressure buildup 


Kenneth F. Plumb, 

Secretary. 

[FR Doc. 82-1967 Filed 1-26-82: 6:45 am] 
BILLING CODE 6717-01-™ 
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The above notices of determination 
were received from the indicated 
jurisdictional agencies by the Federal 
- Energy Regulatory Commission pursuant 
to the Natural Gas Policy Act of 1978 
and 18 CFR 274.104. Negative 
determinations are indicated by a “D” 
before the section code. Estimated 
annual production (PROD) is in million 
cubic feet (MMCF). An (*) before the 
Control (JD) number denotes additional 
purchasers listed at the end of the 
notice. 

The applications for determination are 
available for inspection except to the 
extent such material is confidential 
under 18 CFR 275.206, at the 
Commission's Division of Public 
Information, Room 1000, 825 North 
Capitol St., Washington, D.C. Persons 
objecting to any of these determinations 
may, in accordance with 18 CFR 275.203 
and 275.204, file a protest with the 
Commission on or before February 11, 
1982. 


Categories within each NGPA section 
are indicated by the following codes: 


Section 102-1: New OCS lease 
102-2: New Well (2.5 mile rule) 
102-3: New well (1000 ft rule) 
102-4: New onshore reservoir 
102-5: New reservoir on old OCS lease 
Section 107-Dp: 15,000 feet or deeper 
107-GB: Geopressured brine 
107-CS: Coal seams 
107-DV: Devonian shale 
107-PE: Production enhancement 
107-TF: New tight formation 
107-RT: Recompletion tight formation 
Section 108: Stripper well 
108-SA: Seasonally affected 
108-ER: Enhanced recovery 
108-PB: Pressure buildup 
Kenneth F. Plumb, 
Secretary. 
(FR Doc. 82-1968 Filed 1-25-82: 8:45 am] 
BILLING CODE 6717-01-M 


Office of Energy Research 


Conservation Panel, Energy Research 
Advisory Board; Meeting 

Notice is hereby given of the following 
meeting: 


Name: Conservation Panel of the Energy 
Research Advisory Board (ERAB). ERAB is 
a Committee constituted under the Federal 
Advisory Committee Act (Pub. L. 92-463, 86 
Stat. 770). 

Date and time: February 26, 1982, 9 a.m. to 5 
p.m. 

Place: Department of Energy, Forrestal 
Building, Room 4A-110, 1000 Independence 
Avenue SW., Washington, DC 20585 

Contact: Mary Gant, Energy Research 
Advisory Board, Department of Energy, 
Forrestal Building, ER-6, 1000 
Independence Avenue SW., Washington, 
DC 20585, Telephone: 202/252-8933 


. 


Purpose of the parent board: To advise the 
Department of Energy on the overall 
research and development conducted in 
DOE and to provide long-range guidance in 
these areas to the Department. 

Tentative agenda: Discussion of draft report 
of Conservation Panel 

Public participation: The meeting is open to 
the public. Written statements may be filed 
with the Panel either before or after the 
meeting. Members of the public who wish 
to make oral statements pertaining to 
agenda items should contact the Energy 
Research Advisory Board at the address or 
telephone number listed above. Requests 
must be received five days prior to the 
meeting and reasonable provision will be 
made to include the presentation on the 
agenda. The Chairperson of the Panel is 
empowered to conduct the meeting in a 
fashion that will facilitate the orderly 
conduct of business. 

Transcripts: Available for public review and 
copying at the Freedom of Information 
Public Reading Room, 1E-190, Forrestal 
Building, 1000 Independence Avenue, SW, 
Washington, DC, between 8:30 a.m.‘and 4 
p.m. Monday through Friday, except 
Federal holidays. 


Issued at Washington, DC, on January 21, 
1982. 


J. Ronald Young, 
Associate Director for Management, Office of 
Energy Research. 


{FR Doc. 62-2011 Filed 1-26-82; 8:45 am] 
BILLING CODE 6450-01-M 


Multiprogram Lab Panel, Energy 

Research Advisory Board; Meeting 
Notice is hereby given of the following 

meeting: 

Name: Multiprogram Lab Panel of the Energy 
Research Advisory Board ). ERAB is 
a Committee constituted under the Federal 
Adivsory Committee Act (Pub. L. 92-463, 86 
Stat. 770) 

Date and Time: February 17, 1982, 9 a.m. to 5 


p.m. 

Place: Department of Energy, Forrestal 
Building, Room 4A-110, 1000 Independence 
Avenue SW., Washington, DC 20585 

Contact: Mary Gant, Energy Research 
Advisory Board, Department of Energy, 
Forrestal Building, ER-6, 1000 
Independence Avenue SW., Washington, 
DC 20585, Telephone: 202/252-9833 

Purpose of the parent board: To advise the 
Department of Energy on the overall 
research and development conducted in 
DOE and to provide long range guidance in 
these areas to the Department. 

Tentative agenda: Discussion of draft report 
of Multiprogram Lab Panel 

Public participation: The meeting is open to 
the public. Written statements may be filed 
with the Panel either before or after the 
meeting. Members of the public who wish 
to make oral statements pertaining to 
agenda items should contact the Energy 
Research Advisory Board at the address or 
telephone number listed above. Requests 
must be received five days prior to the 
meeting and reasonable provision will be 
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made to include the presentation on the 
agenda. The Chairperson of the Panel is 
empowered to conduct the meeting in a 
fashion that will facilitate the orderly 
conduct of business. 

Transcripts: Available for public review and 
copying at the Freedom of Information 
Public Reading Room, 1E-190, Forrestal 
Building, 1000 Independence Avenue, SW, 
Washington, DC, between 8:30 a.m. and 4 
p.m. Monday through Friday, except 
Federal holidays, 

Issued at Washington, DC, on January 21, 

1982. 

J. Ronald Young, 

Office of Energy Research. 

[FR Doc. 82-2010 Filed 1-26-82; 8:45 am} 

BILLING CODE 6450-01-M 


Office of Fossil Energy 


implementation of the Advisory 
Committee on Federal Assistance for 
Alternative Fuel Demonstration 
Facilities 


The Federal Nonnuclear Energy 
Research and Development Act (the 
Act) (Pub. L. 93-577), as amended by 
Pub. L. 95-238, established an advisory 
panel to advise the Secretary of Energy 
on matters relating to the development 
of alternative fuels. 

As required by Pub. L. 95-238, the 
Committee will include Governors or 
their designees which are designated by 
the Chairman of the National Governors 
Conference; and representatives of 
Indian tribes, industry, environmental 
organizations, and the general public 
designated by the Secretary of Energy. 

Further information concerning this 
Advisory Committee may be obtained 
by contacting the DOE Advisory 
Committee Management Office at (202) 
252-5187. 


Issued at Washington, D.C. on January 28, 
1982. 


James B. Edwards, 

Secretary of Energy. 

[FR Doc. 82-2280 Filed 1-26-82; 10:59 am] 
BILLING CODE 6450-01-M 


ENVIRONMENTAL PROTECTION 
AGENCY 


[OPP 55000 PH-10-FRL-2032-2] 


idaho; Intent To Approve State Pian 
for issuance of Experimental Use 
Permits 


AGENCY: Environmental Protection 
Agency (EPA). 
AcTiION: Notice. 


summary: Section 5(f) of the Federal 
Insecticide, Fungicide, and Rodenticide 
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Act (FIFRA), as amended (Pub. L. 95- 
396, 92 Stat. 819; 7 U.S.C. 136 et seq.) and 
the implementing regulations of 40 CFR 
Part 172, Subpart B, require each State 
desiring to issue experimental use 
permits to submit a plan to EPA for its 
experimental use permit program. Any 
State experimental use program under 
this section shall be maintained in 
accordance with the State Plan 
approved under this section. This is a 
notice of intent to approve such a plan 
for the State of Idaho. 


DATE: Comments.should be received on 
or before February 26, 1982. 


ADDRESS: Written comments should be 
submitted to: Document Control Officer 
(TS-793), Office of Pesticides and Toxic 
Substances, Environmental Protection 
Agency, Rm. E-401, 401 M St., SW., © 
Washington, D.C. 20460. 


Comments should bear the identifying 
notation OPP 55000. The administrative 
record supporting this action is 
available for public inspection in Rm. E- 
107 at the address noted above from 8:00 
a.m. to 4:00 p.m. Monday through Friday, 
except legal holidays. Complete copies 
of the Idaho State Plan are available for 
public inspection at: 


Idaho Department of Agriculture, 120 
Klotz Lane, Boise, Idaho 83701; 

U.S. Environmental Protection Agency, 
Region X, 1200 6th Avenue, Séattle, 
Washington 98101. 


FOR FURTHER INFORMATION CONTACT: 
Lyn Frandsen, U.S. Environmental 
Protection Agency, Region X, 1200 6th 
Avenue, Seattle, Washington 98101, 
(206-442-1090). 

SUPPLEMENTARY INFORMATION: Section 
5(f) of FIFRA as amended, and the 
implementing regulations at 40 CFR Part 
172 Subpart B, require each State 
desiring to issue experimental use 
permits to submit a plan for its 
experimental use permit program to EPA 
for approval. Any State experimental 
use permit program shall be maintained 
in accordance with the State Plan 
approved under this section. 

On September 19, 1980, EPA received 
such a plan from the State of Idaho. EPA 
finds that the idaho State Plan satisfies 
the requirements of section 5(f) of the 
amended FIFRA and 40 CFR Part 172, 
Subpart B, and EPA intends to approve 
the Idaho State Plan. 

Complete copies of the Idaho State 
Plan are available for public inspection, 
and public comment is solicited. 
Accordingly, this intent to approve shall 
become effective immediately. 


Dated: December 8, 1981. 
John R. Spencer, 
Regional Administrator, Region X. 
[FR Doc. 82-1444 Piled 1-26-62; 8:45 am] 
BILLING CODE 6560-38-M 


[OPP 55001; A-1-FRL-1991-3] 


Vermont; intent To Approve State Plan 
for Issuance of Experimental Use 
Permits 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Notice. 


SUMMARY: Section 5(f) of the Federal 


Insecticide, Fungicide, and Rodenticide 
Act (FIFRA), as amended (Pub. L. 95- 
396, 92 Stat. 819; 7 U.S.C. 136 et seq.) and 
the implementing regulations of 40 CFR 
Part 172, Subpart B, require each State 
desiring to issue experimental use 
permits to submit a plan to EPA for its 
experimental use permit program. Any 
State experimental use program 
authorized under this section of FIFRA 
shall be maintained in accordance with 
the State Plan as approved. This is a 
notice of intent to approve such a plan 
for the State of Vermont. 

DATE: Comments should be received on 
or before February 26, 1982. 

ADDRESS: Written comments should be 
submitted to: Document Control Officer 
(TS-793), Office of Pesticides and Toxic 
Substances, Environmental Protection 
Agency, Rm. E-401, 401 M Street SW., 


‘Washington, D.C. 20460. 


Comments should bear the identifying 
notation OPP 55001. The administrative 
record supporting this action is 
available for public inspection in Rm. E- 
107 at the address noted above from 8:00 
a.m. to 4:00 p.m. Monday through Friday, 
excépt legal holidays. Complete copies 
of the Vermont State Plan are available 
for public inspection at: 

Vermont Department of Agriculture, 116 
State Street, Montpelier, Vermont 
05602; 

U.S. Environmental Protection Agency, 
Region I, John F. Kennedy Federal 
Building, Boston, Massachusetts 
02203. 

FOR FURTHER INFORMATION CONTACT: 

Dr. Harold E. Kazmaier, U:S. 

Environmental Protection Agency, 

Region I, John F. Kennedy Federal 

Building, Boston, Massachusetts 02203, 

(617) 223-5126. 

SUPPLEMENTARY INFORMATION: Section 

5(f) of FIFRA as amended, and the 

implementing regulations at 40 CFR Part 

172 Subpart B, require each State 

desiring to issue experimental use 

permits to submit a plan for its 
experimental use permit program to EPA 
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for approval. Any State experimental 
use permit program shall be maintained 
in accordance with the State Plan 
approved under this section. 


On March 23, 1981, EPA received such 
a plan from the State of Vermont. EPA 
finds that the Vermont State Plan 
satisfies the requirements of section 5(f) 
of the amended FIFRA and 40 CFR Part 
172, Subpart B, and EPA intends to 
approve the Vermont State Plan. 

Complete copies of the Vermont State 
Plan are available for public inspection, 
and public comment is solicited. The 
Office of Management and Budget 
(OMB) has granted EPA an exemption 
from OMB Review [under the authority 
of Executive Order 12291, section 8{b)} 
of notice of intent to approve [and final 
approval] State Plans for issuing state 
experimental use permits. Accordingly, 
this intent to approve shall become 
effective upon publication. 


Dated: November 4, 1981. 
Lester A. Sutton, 
Regional Administrator, Region I. 
[FR Doc. 82-1443 Filed 1-26-82; 8:45 am] 
BILLING CODE 6560-38-M 


[OPP-C30210; PH-FRL-2036-3] 


Certain Companies; Applications to 
Conditionally Register Pesticide 
Products Containing New Active 
Ingredients 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Notice. 


SUMMARY: This notice announces receipt 
of applications to conditionally register 
pesticide products containing active 
ingredients not included in any 
previously registered pesticide product 
pursuant to the provisions of section 
3(c)(4) of the Federal Insecticide, 
Fungicide, and Rodenticide Act (FIFRA), 
as amended. 


pate: Comments by January 26, 1982. 


ADDRESS: Written comments, identified 
by the document control number [OPP- 
C30210] and the file number, should be 
submitted to: William Miller, Product 
Manager (PM-16), Registration Division 
(TS-767C), Office of Pesticide Programs, 
Environmental Protection Agency, 401 M 
St., SW., Washington, DC 20460. 

FOR FURTHER INFORMATION CONTACT: 
William Miller (PM-16), (703-557-2600). 
SUPPLEMENTARY INFORMATION: EPA 
received applications to conditionally 
register the following pesticide products 
containing active ingredients not 
included in any previously registered 
pesticide product in accordance with the 
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provisions of section 3(c)(4) of FIFRA. 
Notice of receipt of these applications 
does not imply a decision by the Agency 
on the applications. 


Applications Received 

1. File Symbol: 46693-E. 

Applicant: Borregaard Industries Ltd., c/o 
International Pheromones Ltd., 21-24 
Cockspur St., London, England. Agent: 
Henley and Co., Inc., 750 3rd Ave., New York, 
NY 10017. . 

Product name: Methyl Eugenol. 

Active ingredient: Methyl eugenol 95%. 

Proposed classification: Insecticide. 
General use for formulation of methyl 
eugenol malathion combinations. 

2. File Symbol: 46693-L. 

Applicant: Borregaard Industries Ltd. 

Product name: Dorsalurmal/IPL Blocks. 

Active ingredients: Methyl eugenol 62%; 
malathion 19.1%. 

Proposed classification: Insecticide. For 
general use to control oriental fruit fly on 
noncropland (rural and urban). 

3. File Symbol: 46693-R. 

Applicant: Borregaard Industries Ltd. 

Product name: Dorsalurmal/IPL Tips. 

Active ingredients: Methyl eugenol 62%; 
malathion 19.1%. 

Proposed classification: Insecticide. 
General use to control oriental fruit fly on 
cropland (rural). 

4. File Symbol: 46693-U. 

Applicant: Borregaard Industries Ltd. 

Active Ingredients: Methyl eugenol 62%; 
malathion 19.1%. 

Proposed classification: Insecticide. 
General use to control oriental fruit fly on 
cropland (rural). 

5. File Symbol: 46693-G. 

Applicant: Borregaard Industries Ltd. 

Product name: Dorsalurmal/IPL Jel. 

Active ingredients: Methy! eugenol 62%; 
malathion 21%. 

Proposed classification: Insecticide. 
General use to control oriental fruit fly on 
cropland and noncropland (urban and rural). 


Notice of approval or denial of an 
application to register a pesticide 
product will be announced in the 
Federal Register. Except for such 
material protected by section 10 of 
FIFRA, the test data and other scientific 
information deemed relevant to the 
registration decision may be made 
available after approval under the 
provisions of the Freedom of 
Information Act. The procedure for 
requesting such data will be given in the 
Federal Register if an application is 
approved. 

Comments received within the 
specified time period will be considered 
before a final decision is made; 
comments received after the time 
specified will be considered only to the 
extent possible without delaying 
processing of the application. 

The label furnished by the applicant, 
as well as all written Comments filed 
pursuant to this notice, will be available 
in the product manager's office between 


8:00 a.m. to 4:00 p.m., Monday through 
Friday, except legal holidays. It is 
suggested that persons interested in 
reviewing the application file, telephone 
the product manager's office to ensure 
that the file is available on the date of 
intended visit. 


(Sec. 3(c)(4) of FIFRA, as amended) 
Dated: January 12, 1982. 

Douglas D. Campt, 

Director, Registration Division, Office of 

Pesticide Programs. 

[FR Doc. 82-1831 Filed 1-26-82; 8:45 am] 

BILLING CODE 6560-32-M 


[OPP-30107B; PH-FRL-2036-4] 


Rousse! Corp.; Approval of Application 
To Register a Pesticide Product 
Containing New Active Ingredient 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Notice. 


summMaAnry: EPA has approved the 
application by Roussel Corp. to register 
the pesticide product Paraclox Slimicide 
containing an active ingredient not 
included in any previously registered 
pesticide product pursuant to the 
provisions of section 3(c)(4) of the 
Federal Insecticide, Fungicide, and 
Rodenticide Act (FIFRA), as amended. 
FOR FURTHER INFORMATION CONTACT: 
Arturo Castillo, Product Manager (PM) 
32, Registration Division (TS-767C), 
Office of Pesticide Programs, 
Environment Protection Agency, CM#2 
Rm. 303, 1921 Jefferson Davis Highway, 
Arlington, VA 22202, (703-557-7170). 
SUPPLEMENTARY INFORMATION: EPA 
issued a notice published in the Federal 
Register of March 1, 1976 (41 FR 8823) 
that Roussel Corp., 155 E. 44th St., New 
York, NY 10017, had submitted an 
application to register the pesticide 
product PIROR R80 Slimicide containing 
15 percent of the active ingredient 
paraclox (parahydroxy-2- 
oxophenylacethy-droxymic acid 
chloride). 

The application was approved on 
November 17, 1981 under the name 
“Paraclox Slimicide.” The active 
ingredient was redesignated as (N,4- 
dihydroxy-alpha-oxobenzene- 
ethanimidoy] chloride). The product was 
assigned EPA registration No. 5086-11. 

A copy of the approved label and the 
list of data references used to support 
registration are available for public 
inspection in the office of the product 
manager. The data and other scientific 
information used to support registration, 
except for the material specifically 
protected by section 10 of the Federal 
Insecticide, Fungicide, and Rodenticide 


3875 


Act (FIFRA), as amended (92 Stat. 819; 7 
U.S.C. 136), will be available for public 
inspection in accordance with section 
3(c)(2) of FIFRA within 30 days after 
registration date. Requests for data must 
be made in accordance with the 
provisions of the Freedom of 
Information Act.and must be addressed 
to the Freedom of Information Office 
(A-101), EPA, 401 M St., SW., 
Washington, D.C. 20460. Such requests 
should: (1) identify the product name 
and registration number and (2) specify 
the data or information desired. 


(Sec. 3(c)(2) FIFRA, as amended) 
Dated: January 11, 1982. 

Edwin L. Johnson, 

Director, Office of Pesticide Programs. 

[FR Doc. 82-1830 Filed 1-26-82; 8:45 am} 

BILLING CODE 6560-32-™ 


[PH-FRL-2036-2; PF-254] 


Certain Companies; Notice of Filing of 
pesticide Petitions 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Notice. 


SUMMARY: This notice announces that 
certain companies have filed pesticide 
petitions with the EPA proposing that 
tolerances be established for certain 
pesticide chemicals in or on certain raw 
agricultural commodities. 


ADDRESS: Written comments to the 
product manager (PM) cited in each 
petition at the address below: 
Registration Division (TS-767C), Office 
of Pesticide Programs, Environmental 
Protection Agency, 401 M St., SW.., 
Washington, DC 20460, 

Written comments may be submitted 
while the petitions are pending before 
the agency. The comments are to be 
identified by the document control 
number “[PF-254]" and the specific 
petition number. All written comments 
filed in response to this notice will be 
available for public inspection in the 
product manager's office from 8:00 a.m. 
to 4:00 p.m., Monday through Friday, 
except legal holidays. 

FOR FURTHER INFORMATION CONTACT: 
The product manager cited in each 
specific petition at the telephone number 
provided. 


SUPPLEMENTARY INFORMATION: EPA 
gives notice that the following pesticide 
petitions have been submitted to the 
agency proposing establishment of 
tolerances for certain pesticide 
chemicals in or on certain raw 
agricultural commodities in accordance 
with the Federal Food, Drug, and 
Cosmetic Act. The analytical method for 
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determining residues, where required, is 
given in each petition. 

PP 2F2607. The Upjohn Co., 7171 
Portage Rd., Kalamazoo, MI 49001. 
Proposes amending 40 CFR 180.200 by 
establishing tolerances for the combined 
residues of the fungicide 2,6-dichloro-4- 
nitroaniline in or on peanuts at 0.5 part 
per million (ppm); peanut hulls at 5.0 
ppm; peanut hay (vines) at 50.0 ppm; fat, 
meat, and meat byproducts of cattle, 
goats, hogs, horses, and sheep at 0.06 
ppm; and milk at 0.01 ppm. The 
proposed analytical method for 
determining residues is mass 
spectrometry in combination with gas 
chromatograpy. (PM 21, Henry M. 
Jacoby, 703-557-1900). 

PP 8E2100. Janssen R&D, Inc., 501 
George St., New Brunswick, NJ 08903. 
Proposes amending 40 CFR Part 180 by 
establishing tolerances for the combined 
residues of the fungicide 1-[2-(2,4- 
dichloropheny])-2-(2-propenyloxy)ethyl]- 
1H-imidazole and its metabolites a-(2,4- 
dichloropheny])-1H-imidazole-1-ethanol 
and 3((1-(2,4-dichloropheny]-2-(1H- 
imidazole-1-yl) ethoxyl))-1,2-propanediol 
in or on bananas (whole) at 2.0 ppm of 
which no more than 0.2 ppm is in the 
edible pulp. The proposed analytical 
method for determining residues is high- 
pressure liquid chromatography with a 
reverse phase system using an - 
ultraviolet detector. (PM 21, Henry M. 
Jacoby, 703-557-1900). 

PP 2F2608. American Cyanamid Co., 
P.O. Box 400, Princeton, NJ 08540. 
Preposes amending 40 CFR 180.352 by 
establishing a tolerance for the 
combined residues of the insecticide 
terbufos (S-[{[(1,1-dimethylethyl) 
thio}methyl] O,O-diethyl- 
phosphorodithioate) and its 
cholinesterase-inhibiting metabolites in 
or on the raw agricultural commodity 
soybean grain at 0.05 ppm. The 
proposed analytical method for 
determining residues is a gas 
chromatographic procedure equipped 
with a flame photometric detector in the 
phosphorus mode. (PM 16, William H. 
Miller, 703-557-2600). 

PP 2F2609. American Cyanamid Co. 
Proposes amending 180.395 by 
establishing tolerances for residues of 
the insecticide tetrahydro-5,5-dimethyl- 
2(1H)-pyrimidinone (3-[4- 
(trifluoromethy!)pheny]]-1-(2-[4- 
(trifluoromethyl)pheny]]-etheny])-2- 
propenylidene)hydrazone in or on the 
raw agriculture commodities pineapple 
and sugarcane at 0.05 ppm. The 
proposed analytical method for 
determining residues is high pressure 
liquid chremategraphy (HPLC) utilizing 
an electron capture detector. (PM 15, 
Georgia LaRocca, 703-557-2400). 


(Sec. 408(d)(1)}, 68 Stat. 512, (7 U.S.C. 136) 
Dated: January 11, 1982. 

Douglas D. Campt, 

Director, Registration Division, Office of 

Pesticide Programs. 

[FR Doc. 82-1832 Filed 1-26-82; 8:45 am| 

BILLING CODE 6560-32-M 


FEDERAL COMMUNICATIONS 
COMMISSION 


National Industry Advisory Committee, 
Domestic and International Common 
Carrier Communications Services 
Subcommittee; Meeting 


Pursuant to the provisions of Pub. L. 
92-463, announcement is made of a 
public meeting of the Domestic and 
International Common Carrier 
Communications Services Subcommittee 
of the National Industry Advisory 
Committee (NIAC) to be held 
Wednesday, February 10, 1982. The 
Subcommittee will meet in Commission 
Meeting Room 856, at the Federal 
Communications Commission, 1919 M 
Street, NW.. Washington, D.C. at 10:00 
a.m. 


Purpose: To consider emergency 
communications matters. 

Agenda: As follows: 

Items: 1. Opening remarks by Chairman. 

2. Establishment of a Mutual Aid system 
for domestic communications common 
carrier companies. 

a. Report,by satellite carriers of procedures 
used in the event of a major satellite 
failure by any cause. 

b. Present and proposed safeguards to 
protect facilities from terrorist activities. 

c. Identification of requirements needed to 
develep and implement a domestic 
mutual aid system. 

3. Subcommittee and NCS/FEMA report on 
progress and actions necessary to 
develop a survivable communications 
network as stated in Presidential 
Directive # 53. 

a. On a voluntary basis by carriers. 

b. On a reimbursable basis. 

Note: All subcommittee members should 
come prepared to comment regarding the 
above on behalf of their companies. 

4. Update of RP’s certified by FCC. 

5. Report by representatives of the 
Broadcast Services Subcommittee 
regarding problems associated with 
reconfiguration of the National level 
Emergency Broadcast System. 

6. Other business. 

7. Adjournment. 


Any member of the general public 
may attend or file a written statement 
with the Committee either before or 
after the meeting. Any member of the 
public wishing to make an oral 
statement must consult with the 
Committee prior to the meeting. Those 
desiring more specific.information about 
the meeting may telephone the 


Emergency. Communications Division, 
FCC, (202) 632-7232. 

The Commission's Advisory 
Committee Management Officer has 
reviewed this notice and agrees that the 
desirability of holding this meeting on 
the assigned date requires this notice be 
given with less than the usual 15-day 
advance. 

William J. Tricarico, 
ecretary, Federal Communications 
sommission. 


[FR Doc. 82-2012 Filed 1-26-82; 8:45 am] 
BILLING CODE 6712-01-M 


[Report No. 1329] 


Petitions for Reconsideration and 
Applications for Review of Actions in 
Rule Making Proceedings 


January 21, 1982. 


The following listings of petitions for 
reconsideration and applications for 
review filed in Commission rulemaking 
proceedings is published pursuant to 
CFR § 429(e). Oppositions to such 
petitions for reconsideration and 
applications for review must be filed 
within 15 days after publication of this 
Public Notice in the Federal Register. 
Replies to an opposition must be filed 
within 10 days after the time for filing 
oppositions has expired. 


Subject: Amendment of Section 64.702 of the 
Commission's Rules and Regulations 
(Second Computer Inquiry). (Docket No. 
20828) 

Filed by: Thomas J. O'Reilly, Attorney for 
United States Independent Telephone 
Association on 1-8-82. Thomas L. Jones, 
Attorney for Continental Telephone 
Corporation, James R. Hobson, Attorney 
for GTE Service Corporation and John M. 
Lothschuetz, Attorney for United 
Telephone Systems, Inc., on 1-8-82 

Subject: Amendment of Policies and 
Procedures for Amending the FM Table of 
Assignments, Section 73.202(b) of the 
Commission's Rules (BC Docket No. 80- 
130) 

Filed by: Jonathan D. Blake & Jonathan L. 
Wiener, Attorneys for Association of 
Maximum Service Telecasters, Inc., on 1-7— 


82 

Subject: Amendment of Section 73.202(b) 
Table of Assignments, FM Broadcast 
Stations. (Natchitoches, Louisiana) (BC 
Docket No. 81-436, RM-3772) 

Filed by: Arthur Stambler, Attorney for 
Natchitoches Broadcasting Company, Inc. 
(KNOC/KDBH-FM) on 1-15-82. 
(Application for Review). 

William J. Tricarico, 

Secretary, Federal Communications 

Commission. 


[FR Doc. 82-2013 Filed 1-26-82: 8:45 am] 
BILLING CODE 6712-01-4 
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FEDERAL EMERGENCY 
MANAGEMENT AGENCY 


[FEMA-651-DR] 


California; Amendment to Notice of 
Major Disaster Declaration 


AGENCY: Federal Emergency 
Management Agency. 


ACTION: Notice 


SUMMARY: This notice amends the 
Notice of a major disaster for the State 
of California (FEMA-651-DR), dated 
January 7, 1982, and related 
determinations. 
DATED: January 15, 1982 
FOR FURTHER INFORMATION CONTACT: 
Sewall H. E. Johnson, Disaster 
Assistance Programs, Federal 
Emergency Management Agency, 
Washington, D.C. 20472, (202) 287-0501. 

Notice: The Notice of a major disaster 
for the State of California dated January 
7, 1982, is hereby amended to include 
the following areas among those areas 
determined to have been adversely 
affected by the catastrophe declared a 
major disaster by the President in his 
declaration of January 7, 1982: 

Alameda County for Individual Assistance 
and Public Assistance. 

San Joaquin and Santa Clara Counties for 
Public Assistance only. 
(Catalog of Federal Domestic Assistance No. 
83.300, Disaster Assistance) 
Lee M. Thomas, 
Associate Director, State and Local Programs 
and Support, Federal Emergency 
Management Agency. 
[FR Doc. 82-1986 Filed 1-26-82; 8:45 am] 
BILLING CODE 6718-03-M 


FEDERAL MARITIME COMMISSION 
[Docket No. 82-8] 


Compliance With General Order 7, 
Revised, Self-Policing; Order To Show 
Cause 


Section 15 of the Shipping Act, 1916, 
(Act) (46 U.S.C. 814) requires the 
disapproval of conference and 
ratemaking agreements which are not 
adequately self-policed. In 1963, the 
Commission promulgated rules which 
prescribed general reporting 
requirements and directed conferences 
and ratemaking groups to include in 
their agreements a general description 
of the methods used to police their 
activities under these agreements (46 
CFR 528 et seq.). Subsequent trade 
investigations conducted by the 
Commission over a ten-year period, 
however, revealed that malpractices 
remained a major problem in some 
trades. Consequently, the Commission 


determined that greater guidance should 
be given to the industry concerning the 
scope and type of self-policing required 
to fulfill the obligations of conference 
and ratemaking groups under the Act. 
Accordingly, on February 23, 1973, the 
Commission issued a notice of Proposed 
Rulemaking to revise regulations 
governing section 15 agreements and to 
specifically amend those portions of 
General Order 7 dealing with self- 
policing systems.' This Proposed Rule 
required: (1) conferences to engage a 
policing body independent of the 
conference; (2) policing bodies to inspect 
conferences’ books and records; and (3) 
availability of all self-policing records 
for Commission inspection. After receipt 
of comments, the Commission issued a 
further notice of Proposed Rulemaking 
on October 17, 1973 to amend the self- 
policing regulations.? These 
amendments basically proposed to 
broaden the original reporting 
requirements set forth in General Order 


After permitting interested parties an 
opportunity to comment on these 
proposed rules, the Commission 
promulgated its “Final Rules” relating to 
General Order 7 on April 28, 1978. 
However, the Commission subsequently 
entertained nineteen petitions for 
reconsideration. After evaluating these 
petitions, the Commission issued its 
“Reconsideration and Modification of 
Final Rules” on September 14, 1978.* The 
Commission denied petitioners’ Request 
for Reconsideration of the September 
Rules and affirmed these rules on 
December 18, 1978. 

General Order 7, revised (46 CFR 528), 
was intended to establish minimum 
standards for judging the adequacy of 
self-policing activities, assist ocean 
carriers in obtaining expeditious 
approval of the self-policing aspects of 
their section 15 agreements, provide the 
Commission with access to reliable 
information concerning the nature and 
performance of self-policing systems, 
and curtail rebating and other 
malpractices by ocean carriers (46 CFR 
528.0{a)). It requires that every section 
15 ratemaking agreement filed with the 
Commission contain provisions 
establishing and describing a system for 
self-policing its members, that these 
provisions establish a policing authority 
and an impartial “arbitrator” or 
“adjudicator” and describe their 
functions, and that the conferences be 
prohibited from inserting provisions in 
their Agreement which deny the 


138 FR 4982 (1973). 

238 FR 28,841 (1973). 
943 FR 18,175 (1978). 
443 FR 42,757 (1978). 
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Commission access to self-policing 
records. (46 CFR Part 528) 

Many conferences challenged these 
revisions to General Order 7 on both 
substantive and procedural grounds, 
appealing to the United States Court of 
Appeals, District of Columbia Circuit. 
Their appeal challenged those 
provisions of General Order 7 requiring 
Agreement members to engage an 
independent self-policing body, granting 
self-policing entities certain 
investigative authority, and prohibiting 
Agreement members from denying the 
Commission access to self-policing 
records or documents. On September 11, 
1980, the court upheld the Commission’s 
neutral body self-policing rules in Trans- 
Pacific Freight Conference of Japan/ 
Koreaa v. FMC, — F. 2d —, 15 SRR 775 
(D.C. Cir. 1980), cert. denied, — U.S. —, 
May 20, 1981. The court stated that: 


Commission regulations prescribing the 
kind of self-policing body that the 
conferences must employ, as well as dictating 
to that body the procedures that must be 
followed for investigating and adjudicating 
breaches of conference agreements, the type 
of reports that must be submitted to the 
Commission, were not taken as a whole, 
contrary to congressional intent that the 
conferences engage in self-regulation. In view 
of the widespread failure on the part of the 
conferences to secure their members’ 
adherence to the obligations in the 
conference agreements and to the Shipping 
Act, the Commission was authorized to adopt 
as a general rule more detailed and 
comprehensive provisions concerning the 
type and scope of the self-policing systems 
that the Commission deemed necessary to 
ensure that malpractices in the industry were 
curtailed. 

Since the date of this final decision, 
the conferences listed in Appendix A 
have taken no action whatsoever to 
comply with the requirements of 
General Order 7. Because section 15 of 
the Shipping Act, 1916, requires the 
disapproval of agreements which are not 
adequately self-policed, it is therefore 
necessary to institute formal 
proceedings and require the conferences 
listed in Appendix A to show cause why 
their agreements should not be 
disapproved for failure to comply with 
the requirements of General Order 7. 

Therefore, it is ordered, That pursuant 
to sections 15 and 22 of the Shipping 
Act, 1916, the Respondents listed in 
Appendix A, and their member lines, are 
ordered to show cause why their 
Agreements should not be disapproved 
for failure to comply with General Order 
7 (46 CFR Part 528); 

It is further ordered, That in 
accordance with Rule 42 of the 
Commission's Rules of Practice and 
Procedure (46 CFR 502.42), the Bureau of 





3878 


Hearings and Field Operations shall be 
a party to this proceeding; 

It is further ordered, That this 
proceeding shall be limited to the 
submission of affidavits of fact and 
memoranda of law and replies thereto 
pursuant to the following schedule: 

By the close of business March 10, 
1982, affidavits of fact and memoranda 
of law shall be filed by Respondents and 
served upon all parties. 

By the close of business April 9, 1982, 
reply affidavits and memoranda shall be 
filed by the Commission's Bureau of 
Hearings and Field Operations and 
served upon all parties. 

By the close of business April 16, 1982, 
all parties must file requests for 
evidentiary hearing and/or discovery, if 
desired, which requests must be 
accompanied by a statement setting 
forth in detail the facts to be proven or 
developed, their relevance to the issues 
in this proceeding and why such proof 
cannot be submitted through further 
affidavit. 

Oral argument will be scheduled at a 
later date if requested and/or deemed 
necessary by the Commission. 

It is further ordered, That notice of 
this Order be published in the Federal 
Register and that a copy thereof be 
served upon Respondents; 

It is further ordered, That persons 
other than those already parties to this 
proceeding who desire to become 
parties to this proceeding and to 
participate therein shall file a petition to 
intervene pursuant to Rule 72 of the 
Commission's Rules of Practice and 
Procedure (46 CFR 502.72) no later than 
close of business February 19, 1982. 

It is further ordered, That persons 
permitted to intervene in support of 
Respondents’ position shall conform to 
the filing schedule assigned to 
Respondents; and, that persons 
permitted to intervene in opposition to 
Respondents’ position shall*conform to 
the filing schedule assigned to the 
Commission's Bureau of Hearings and 
Field Operations. 

It is further ordered, That all 
documents submitted by any party of 
record in this proceeding shall be 
directed to the Secretary, Federal 
Maritime Commission, Washington, D.C. 
20573, in an original and fifteen copies 
as well as being mailed directly to all 
other parties of record. 


By the Commission. 
Francis C. Hurney, 
Secretary. 
Appendix A 
International Household Goods Rate 


Agreement (No. 8470), Household Goods 
Carriers’ Bureau, Agent, Francis L. Wyche, 


Executive Secretary, 2425 Wilson 
Boulevard, Arlington, Virginia 22201 

U.S. Hawaii/Puerto Rico/Guam Household 
Goods Rate Agreement (No. 8480), 
Household Goods Carriers’ Bureau, Agent, 
Francis L. Wyche, Executive Secretary, 
2425 Wilson Boulevard, Arlington, Virginia 


22201 

U.S. Alaska Household Goods Rate 
Agreement (No. 8490), Household Goods 
Carriers’ Bureau, Agent, Francis L. Wyche, 
Executive Sécretary, 2425 Wilson 
Boulevard, Arlington, Virginia 22201 

Pacific India Rate Agreement (No. 8760), H. 
P. Blok, Secretary, 417 Montgomery Street, 
San Francisco, California 94104 

Pacific India Rate Agreement (No. 9247), H. 
P. Blok, Secretary, 417 Montgomery Street, 
San Francisco, California 94104 


[FR Doc. 82-1965 Filed 1-26-82; 8:45 am] 
BILLING CODE 6730-01-M 


independent Ocean Freight Forwarder 
License Applicants 


Notice is hereby given that the 
following applicants have filed with the 
Federal Maritime Commission 
applications for licenses as independent 
ocean freight forwarders pursuant to 
section 44(a) of the Shipping Act, 1916 
(75 Stat. 522 and 46 U.S.C. 841(c)). 


Persons knowing of any reason why 
any of the following applicants should 
not receive a license are requested to 
communicate with the Director, Bureau 
of Certification and Licensing, Federal 


Maritime Commission, Washington, D.C. 


20573. 
James Robert McDermott, P.O. Box 2871 
El Cajon, CA 92021 
Logistics International, Inc., 8508 Cedar 
Street, Silver Spring, MD 20910, 
Officers: Quang Luong Phan, 
President, Arnold Davidson, 
Secretary/Treasurer, David Mayer, 
Director 
Mighal International, Inc., 223 Sunshine 
Drive, Pacifica, CA 94044, Officers: 
Miguel W. Heras, President/Director, 
Halford M. Kekuewa, Executive Vice 
President/Lirector, Fiordelis B. 
Kekuewa; Secretary, Rosalinda S. 
*Sapinoso, Treasurer, Lee Ann K. 
Certeza, Assistant Treasurer, Brian K. 
Shih, Director/Vice President of 
Administration. 
By the Federal Maritime Commission. 
Dated: January 22, 1982. 
Francis C. Hurney, 
Secretary. 
[FR Doc. 82-2016 Filed 1-26-62; 6:45 am| 
BILLING CODE 6730-01-M 
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[independent Ocean Freight License No. 
221) 


intercontinental Transport; Order of 
Revocation 


On January 8, 1982, Intercontinental 
Transport, 1650 Pacific Coast Highway, 
P.O. Box 65, Redondo Beach, CA 90277 
requested the Commission to revoke its 
Independent Ocean Freight Forwarder 
License No. 221. 

Therefore, by virtue of authority 
vested in me by the Federal Maritime 
Commission as set forth in Manual of 
Orders, Commission Order No. 1 
(revised), § 10.01(e) dated November 12, 
1981; 

It is ordered, that Independent Ocean 
Freight Forwarder License No. 221 
issued to Intercontinental Transport, be 
revoked effective January 8, 1982 
without prejudice to reapplication for a 
license in the future. 

It is further ordered, that Independent 
Ocean Freight Forwarder License No. 
221 issued to Intercontinental Transport 
be returned to the Commission for 
cancellation. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon 
Intercontinental Transport. 

Albert J. Klingel, Jr., 

Director Bureau of Certification and 
Licensing. 

{FR Doc. 82-2015 Filed 1-26-82; 8:45 am] 
BILLING CODE 6730-01-M 


[Independent Ocean Freight Forwarder 
kicense No. 2191] 


R. P. C. Shipping Co.; Order of 
Revocation 


On January 21, 1982, R. P. C. Shipping 
Company, 2401 N.W. 33rd Avenue, 
Miami, FL 33142 requested the 
Commission to revoke its Independent 
Ocean Freight Forwarder License No. 
2191. 

Therefore, by virtue of authority 
vested in me by the Federal Maritime 
Commission as set forth in Manual of 
Orders, Commission Order No. 1 


- (revised), § 10.01(e) dated November 12, 


1981; 

It is ordered, that Independent Ocean 
Freight Forwarder License No. 2191 
issued to R. P. C. Shipping Company, be 
rovoked effective January 21, 1982. 

It is further ordered, that Independent 
Ocean Freight Forwarder License No. 
2191 issued to R. P. C. Shipping 
Company be returned to the 
Commission for cancellation. 

It is further ordered, that a copy of 
this Order be published in the Federal 
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Register and served upon R. P. C. 
Shipping Company. 

Albert J. Klingel, Jr., 

Director, Bureau of Certification and 
Licensing. 

[FR Doc. 82-2018 Filed 1-26-82; 8:45 am] 

BILLING CODE 6730-01-M 


» 


{Independent Ocean Freight Forwarder 
License No. 1870-R] E 


Sea Cargo, Inc.; Order of Revocation 


On January 15, 1982, Sea Cargo, Inc., 
4302 East St. Joseph Way, Phoenix, AZ 
85018 surrendered its Independent 
Ocean Freight Forwarder License No. 
1870-R for revocation. 

Therefore, by virtue of authority 
vested in me by the Federal Maritime 
Commission as set forth in Manual of 
Orders, Commission Order No. 1 
(revised), § 10.01(e) dated November 12, 
1981; 

It is ordered, that Independent Ocean 
Freight Forwarder License No. 1870-R 
issued to Sea Cargo, Inc. be revoked 
effective January 15, 1982, without 
prejudice to reapplication for a license 
in the future. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon Sea Cargo, 
Inc. 

Albert J. Klingel, r., 

Director, Bureau of Certification and 
Licensing. 

{FR Doc. 82-2017 Filed 1-26-82; 8:45 am] 
BILLING CODE 6730-01-M 


[Independent Ocean Freight Forwarder 
License No. 2236] 


Mary Y. Upton, d.b.a. Houston 
Expeditors; Order of Revocation 


Section 44{c), Shipping Act, 1916, 
provides that no independent ocean 
freight forwarder license shall remain in 
force unless a valid bond is in effect and 
on file with the Commission. Rule 
510.15(d) of Federal Maritime 
Commission General Order 4 further 
provides that a license shall be 
automatically revoked for failure of a 
licensee to maintain a valid bond on file. 

The bond issued in favor of Mary Y. 
Upton d.b.a. Houston Expeditors, 8144 
Niles, Houston, TX 77017 was cancelled 
effective January 15, 1982. 

By letter dated December 21, 1981, 
Mary Y. Upton d.b.a. Houston 
Expeditors was. advised by the Federal 
Maritime Commission that Independent 
Ocean Freight Forarder License No. 2236 
would be automatically revoked unless 
a valid surety bond was filed with the 
Commission. 


Mary Y. Upton d.b.a. Houston 
Expeditors has failed to furnish a valid 
bond. 

By virtue of authority vested in me by 
the Federal Maritime Commission as set 
forth in Manual of Orders, Commission 
Order No.-1 (revised), section 10.01(f) 
dated November 12, 1981; 

Notice is hereby given, that 
Independent Ocean Freight Forwarder 
License No. 2236 be and is hereby 
revoked effective January 15, 1982. 

It is ordered, that Independent Ocean 
Freight Forwarder License No. 2236 
issued to Mary Y. Upton d.b.a. Houston 
Expeditors be returned to the 
Commission for cancellation. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon Mary Y. Upton 
d.b.a. Houston Expeditors. 

Albert J. Klingel, Jr., 

Director, Bureau of Certification and 
Licensing. 

[FR Doc. 82-2014 Filed 1-26-82; 8:45 am] 
BILLING CODE 6730-01-M 





[independent Ocean Freight Forwarder 
License No. 2033] 


W. F. Whelan & Co.; Order of 
Revocation 


Section 44(c), Shipping Act, 1916, \ 
provides that no independent ocean 
freight forwarder license shall remain in 
force unless a valid bond is in effect and 
on file with the Commission. Rule 
510.15{d) of Federal Maritime 
Commission General Order 4 further 
provides that a license shall be 
automatically revoked for failure of a 
licensee to maintain a valid bond on file. 

The bond issued in favor of W. F. 
Whelan & Co., P.O. Box 484222 
International Terminal, Room 241, 
Metropolitan Airport, Detroit, MI 48242 
was cancelled effective January 15, 1982. 

By letter dated December 21, 1981, 

W. F. Whelan & Co. was advised by the 
Federal Maritime Commission that 
Independent Ocean Freight Forwarder 
License No. 2033 would be automatically 
revoked unless a valid surety bond was 
filed with the Commission. 

W. F. Whelan & Co. has failed to 
furnish a valid bond. 

By virtue of authority vested in me by 
the Federal Maritime Commission as set 
forth in Manual of Orders, Commission 
Order No. 1 (revised), § 10.01(f) dated 
November 12, 1981; 

Notice is hereby given, that 
Independent Ocean Freight Forwarder 
License No. 2033 be and is hereby 
revoked effective January 15, 1982. 

It is ordered, that Independent Ocean 
Freight Forwarder License No. 2033 
issued to W. F. Whelan & Co. be 


returned to the Commission for 
cancellation. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon W. F Whelan 
& Co. 

Albert J. Klingel Jr., 

Director, Bureau of Certification & Licensing. 
|FR Doc. 82-2019 Filed 1-26-82: 8:45 am] 

BILLING CODE 6730-01-M 





FEDERAL RESERVE SYSTEM 


BSD Bancorp, Inc.; Acquisition of Bank 


BSD Bancorp, Inc., San Diego, 
California, has applied for the Board’s 
approval under section 3(a)(3) of the 
Bank Holding Company Act (12 U.S.C. 
1842{a)(3)) to acquire 100 percent of the 
voting shares of the successor by merger 
to American Valley Bank, El Cajon, 
California. The factors that are 
considered in acting on the application 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842{c)).° 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of San 
Francisco. Any person wishing to 
comment on the application should 
submit views in writing to the Reserve 
Bank to be received not later than 
February 12, 1982. Any comment on an 
application that requests a hearing must 
include a statement of why a written 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute and 
summarizing the evidence that would be 
presented at a hearing. 


Board of Governors of the Federal Reserve 
System, January 22, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
{FR Doc. 82-2163 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Buffalo Bancorporation, Inc.; 
Formation of Bank Holding Company 


Buffalo Bancorporation, Inc., Buffalo, 
South Dakota, has applied for the 
Board's approval under section 3(a)(1) of 
the Bank Holding Company Act (12 
U.S.C. 1842{a)(1)) to become a bank 
holding company by acquiring 67 
percent or more of the voting shares of 
First State Bank, Buffalo, South Dakota. 
The factors that are considered in acting. 
on the application are set forth in 
section 3{c) of the Act (12 U.S.C. 

1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of 
Minneapolis. Any person wishing to 





comment on the application should 
submit views in writing to the Reserve 
Bank, to be received not later than 
February 19, 1982. Any comment on an 
application that requests a hearing must 
include a statement of why a written . 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute and 
summarizing the evidence that would be 
presented at a hearing. 

Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2178 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Carolina BanCorp, Inc.; Acquisition of 
Bank 


Carolina BanCorp, Inc., Sanford, 
North Carolina, has applied for the 
Board's approval under section 3(a)(3) of 
the Bank Holding Company Act (12 
U.S.C. 1842(a)(3)) to acquire 100 percent 
of the voting shares of the successor by 
merger to Bank of Alamance, Graham, 
North Carolina. The factors that are 
considered in acting on the application 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of 
Richmond. Any person wishing to 
comment on the application should 
submit views in writing to the Reserve 
Bank, to be received not later than 
February 19, 1982. Any comment on an 
application that requests a hearing must 
include a statement of why a written 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute and 
summarizing the evidence that would be 
presented at a hearing. 


Board of Governors of the Federal Reserve 
System, January 20, 1982. : 
Theodore E. Downing, Jr., 

Assistant Secretary of the Board. 
{FR Doc. 82-2179 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Central Bancorporation; Formation of 
Bank Holding Company 


Central Bancorporation, Wichita, 
Kansas, has applied for the Board's 
aapproval under section 3(a)(1) of the 
Bank Holding Company Act (12 U.S.C. 
1842(a)(1)) to become a bank holding 
company by acquiring 100 percent of the 
voting shares of CENAR Corporation, 
Wichita, Kansas, thereby indirectly 
acquiring 90 percent of the voting shares 
of Central Bank and Trust Company, 


Wichita, Kansas. The factors that are 
considered in acting-on the application 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Kansas 
City. Any person wishing to comment on 
the application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


Board.of Governors of the Federal 
Reserve System, January 22, 1982. 


Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 


{FR Doc. 82-2164 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Central Bancorporation, Inc., Central 
Colorado Co., C.C.B., Inc.; Acquisition 
of-Bank 


Central Bancorporation, Inc., Central 
Colorado Company, and C.C.B., Inc., all 
located in Denver, Colorado, have 
applied for the Board's approval under 
section 3(a)(3) of the Bank Holding 
Company Act (12 U.S.C. 1842(a)(3)) to 
acquire 100 percent of the voting shares 
of Central Bank of Chapel Hills, N.A.., 
Colorado Springs, Colorado, a proposed 
new bank, The factors that are 
considered in acting on the application 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 


The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Kansas 
City. Any person wishing to comment on 
the application should submit views in 
writing to the Reserve Bank, to be 
received notdater than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


Board of Governors of the Federal Reserve 
System, January 22, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 


[FR Doc. 82-2165 Filed 1-26-82; 8:45 am| 
BILLING CODE 6210-01-M 
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Central Counties Bancorp, Inc.; 
Formation of Bank Holding Company 


Central Counties Bancorp, Inc., State 
College, Pennsylvania, has applied for 
the Board's approval under section 
3(a)(1) of the Bank Holding Company 
Act (12 U.S.C. 1842(a)(1)) to become a 
bank holding company by acquiring 100 
percent of the voting shares of Central 
Counties Bank, State College, 
Pennsylvania. The factors that are 
considered in acting on the application 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842{(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of 
Philadelphia. Any person wishing to 
comment on the application should 
submit views in writing to the Reserve 
Bank, to be received not later than 
February 16, 1982. Any comment on an 
application that requests a hearing must 
include a statement of why a written 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute and 
summarizing the evidence that would be 
presented at a hearing. 


Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2180 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


First Alsip Bancorp, Inc.; Formation of 
Bank Holding Company 


First Alsip Bancorp, Inc., Alsip, 
Illinois, has applied for the Board’s 
approval under section 3(a)(1) of the 
Bank Holding Company Act (12 U.S.C. 
1842(a)(1)) to become a bank holding 
company by acquiring 80.0 percent or 
more of the voting shares of First State 
Bank of Alsip, Alsip, Illinois. The factors 
that are considered in acting on the 
application are set forth in section 3(c) 
of the Act (12 U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank-of Chicago. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 
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Board of Governors of the Federal Reserve 
System, January 22, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
|FR Doc. 82-2166 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


First Bancorp of Belleville, Inc.; 
Acquisition of Bank 


First Bancorp of Belleville, Inc., 
Belleville, Illinois, has applied for the 
Board's approval under section 3(a)(5) of 
the Bank Holding Company Act (12 
U.S.C. 1842(a)(5)) to merge with First 
United Bancshares, Inc., Belleville, 
Illinois. The factors that are considered 
in acting on the application are set forth 
in section 3(c) of the Act (12 U.S.C. 
1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
the Federal Reserve Bank of St. Louis. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

Board of Governors of the Federal Reserve 
System, January 22, 1982. 

Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2167 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


First Massachusetts Management 
Corp.; Formation of Bank Holding 
Company 

First Massachusetts Management 
Corporation, Boston, Massachusetts, has 
applied for the Board's approval under 
section 3(a)(1) of the Bank Holding 
Company Act (12 U.S.C. 1842(a)(1)) to 
become a bank holding company by 
acquiring 80 percent or more of the 
voting shares of First Massachusetts 
Financial Corporation, Boston, 
Massachusetts. The factors that are 
considered in acting on the application 
are set forth in section 3({c) of the Act (12 
U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Boston. 
Any person wishing to comment on the 
application should submit views in 
writing to the Secretary, Board of 
Governors of the Federal Reserve 
System, Washington, D.C. 20551 to be 
received no later than February 19, 1982. 


Any comment on an application that 
requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2182 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


First Texas Financial Corp.; Formation 
of Bank Holding Company 


First Texas Financial Corporation, 
Dallas, Texas, has applied for the 
Board's approval under section 3(a){1) of 
the Bank Holding Company Act (12 
U.S.C. 1842(a)(1)) to become a bank 
holding company by acquiring 80 per- 
cent or more of the voting shares of First 
Texas Bank, Dallas, Texas. The factors 
that are considered in acting on the 
application are set forth in section 3(c) 
of the Act (12 U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Dallas. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

Board of Governors of the Federal Reserve 
System, January 22, 1982. 

Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2168 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


F&M Financial Services Corp.; 
Formation of Bank Holding Company 


F&M Financial Services Corporation, 
Menomonee Falls, Wisconsin, has 
applied for the Board’s approval under 
section 3(a)(1) of the Bank Holding 
Company Act (12 U.S.C. 1842(a)(1)) to 
become a bank holding company by 
acquiring 80 percent or more of the 
voting shares of Farmers & Merchants 
Bank, Menomonee Falls, Wisconsin. The 
factors that are considered in acting on 
the application are set forth in section 
3(c) of the Act (12 U.S.C. 1842{c)). 
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The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Chicago. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 17, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2181 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-m™ 


Fulton Bancshares, Inc.; Formation of 
Bank Holding Company 


Fulton Bancshares, Inc. Alpharetta, 
Georgia, has applied for the Board’s 
approval under section 3(a)(1) of the 
Bank Holding Company Act (12 U.S.C. 
1842(a)(1)) to become a bank holding 
company by acquiring 80 percent or 
more of the voting shares of Fulton 
County Bank, Alpharetta, Georgia. The 
factors that are considered in acting on 
the application are set forth in section 
3(c) of the Act (12 U.S.C. 1842{c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Atlanta. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

Board of Governors of the Federal Reserve 
System, January 22, 1982. 

Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2169 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


GRP, Inc.; Acquisition of Bank 


GRP, Inc., Atlanta, Georgia, has 
applied for the Board’s approval under 
section 3(a)({3) of the Bank Holding 
Company Act (12 U.S.C. 1842(a)(3)) to 
acquire 100 percent (less directors’ 
qualifying shares) of the voting shares of 





The National Bank of Georgia, Atlanta, 
Georgia; First Commercial Bank, Buford, 
Georgia; and Clayton County Bank, 
Riverdale, Georgia. The factors that are 
considered in acting on the applications 
are set forth in section 3{c) of the Act (12 
U.S.C. 1842{c)). 

The applications may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Atlanta. 
Any person wishing to comment on the 
applications should submit views in 
writing to the Secretary, Board of 
Governors of the Federal Reserve 
System, Washington, D.C. 20551, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


Board of Governors of the Federal Reserve 
System, January 22, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2170 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


island American Bancshares, Inc.,; 
Formation of Bank Holding Company 


Island American Bancshares, Inc., 
Galveston, Texas, has applied for the 
Board's approval under section 3(a)(1) of 
the Bank Holding Company Act (12 
U.S.C. 1842(a)(1)}) to become a bank 
holding company by acquiring 100 
percent of the voting shares of American 
Bank, Galveston, Texas. The factors that 
are considered in acting on the 
application are set forth in section 3({c) 
of the Act (12 U.S.C. 1842{c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Dallas. 
Any person wishing to comment on the 
applications should submit views in 
writing to the Reserve Bank, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

Board of Governors of the Federal Reserve 
System, January 22, 1982. 

Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
{FR Doc. 62-2171 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Keene Bancorp, inc.; Formation of 
Bank Holding Company 


Keene Bancorp, Inc., Keene, Texas, 
has applied for the Board's approval 
under section 3{a)(1) of the Bank 
Holding Company Act (12 U.S.C. 
1842(a)(1)) to become a bank holding 
company by acquiring 80 percent or 
more of the voting shares of First State 
Bank, Keene, Texas. The factors that are 
considered in acting on the application 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

The application may be inspected at 


‘the offices of the Board of Governors or 


at the Federal Reserve Bank of Dallas. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


Board of Governors of the Federal Reserve 
System, January 22, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2172 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Lyon County State Bancshares, Inc.; 
Formation of Bank Holding Company 


Lyon County State Bancshares, Inc., 
Emporia, Kansas, has applied for the 
Board's approval under section 3(a)(1) of 
the Bank Holding Company Act (12 
U.S.C. 1842(a)(1)) to become a bank 
holding company by acquiring 80 
percent or more of the voting shares of 
The Lyon County State Bank, Emporia, 
Kansas. The factors that are considered 
in acting on the application are set forth 
in section 3(c) of the Act (12 U.S.C. 
1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Kansas 
City. Any person wishing to comment on 
the application should submit views in 
writing to the Reserve Bank, to‘be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 


. fact that are in dispute and summarizing 


the evidence that would be presented at 
a hearing. 
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Board of Governors of the Federal Reserve 
System, January 22, 1982. 


_ Theodore E. Downing, Jr., 


Assistant Secretary of the Board. 
[FR Doc. 82-2173 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Maryland National Corp.; Acquisition 
of Bank 


Maryland National Corporation, 
Baltimore, Maryland, has applied for the 
Board's approval under section 3(a)(3) of 
the Bank Holding Company Act (12 
U.S.C. 1842(a)(3)) to acquire 100 percent 
of the voting shares of Central Atlantic 
Bank, National Association, Newark, 
Delaware, a de novo bank. The factors 
that are considered in acting on the 
application are set forth in section 3(c) 
of the Act (12 U.S.C. 1842{c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of 
Richmond. Any person wishing to 
comment on the application should 
submit views in writing to the Secretary, 
Board of Governors of the Federal 
Reserve System, Washington, D.C. 
20551, to be received not later than 
February 12, 1982. Any comment on an 
application that requests a hearing must 
include a statement of why a written 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute and 
summarizing the evidence that would be 
presented at a hearing. 


Board of Governors of the Federal Reserve 
System, January 22, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2174 Filed 1-26-82; 8:45 am| 
BILLING CODE 6210-01-M 


Minnehaha Bancshares, Inc.; 
Acquisition of Bank 


Minnehaha Bancshares, Inc. Sioux 
Falls, South Dakota, has applied for the 
Board's approval under section 3(a)(3) of 
the Bank Holding Company Act (12 
U.S.C. 1842(a)(3)) to acquire 94 percent 
or more of the voting shares of Farmers 
State Bank, Flandreau, South Dakota. 
The factors that are considered in acting 
on the application are set forth in 
section 3(c) of the Act (12 U.S.C. 
1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of 
Minneapolis. Any person wishing to 
comment on the application should 
submit views in writing to the Reserve 
Bank, to be received not later than 
February 12, 1982. Any comment on an 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


application that requests a hearing must 
include a statement of why a written 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute and 
summarizing the evidence that would be 
presented at a hearing. 


Board of Governors of the Federal Reserve 
System, January 22, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2175 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Merchants Bancorp, Inc.; Formation of 
Bank Holding Company 


Merchants Bancorp, Inc., Aurora, 
Illinois, has applied for the Board’s 
approval under section 3(a)(1) of the 
Bank Holding Company Act (12 U.S.C. 
1842(a)(1)) to become a bank holding 
company by acquiring 100 percent of the 
voting shares of the successor by merger 
to The Merchants National Bank of 
Aurora, Aurora, Illinois. The factors that 
are considered in acting on the 
application are set forth in section 3({c) 
of the Act (12 U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Chicago. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

Board of Governors of the Federal Reserve 
System, January 20, 1982. 

Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
{FR Doc. 82-2183 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


National Bancshares Corporation of 
Texas; Acquisition of Bank 


National Bancshares Corporation of 
Texas, San Antonio, Texas, has applied 
for the Board's approval under Section 
3(a)(3) of the Bank Holding Company 
Act (12 U.S.C. 1842(a)(3)) to acquire 100 
percent of the voting shares of First 
State Bank, of Corpus Christi, Corpus 
Christi, Texas, and substantially all of 
the assets of Corpus Christi, 
Bankshares, Inc., Corpus Christi, Texas. 
The factors that are considered in acting 
on the application are set forth in 


Section 3(c) of the Act (12 U.S.C. 
1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Dallas. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 19, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2184 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Pan American Banks, Inc.; Acquisition 
of Bank 


Pan American Banks Inc., Miami, 
Florida, has applied for the Board’s 
approval under section 3(a)(3) of the 
Bank Holding Company Act (12 U.S.C. 
1842(a)(3)) to acquire 66 per cent or more 
of the voting shares of People American 
National Bank of North Miami, North 
Miami, Florida; Peoples Downtown 
National Bank, Miami, Florida; Peoples 
First National Bank of Miami Shores, 
Miami Shores, Florida; Peoples First 
National Bank of North Miami Beach, 
North Miami Beach, Florida; Peoples 
Hialeah National Bank, Hialeah, Florida; 
Peoples Liberty National Bank of North 
Miami, North Miami, Florida; and 
Peoples National Bank of Commerce, 
Miami, Florida. The factors that are 
considered in acting on the application 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Atlanta. 
Any person wishing to comment on the 
application should submit views in 
writing to the Secretary, Board of 
Governors of the Federal Reserve 
System, Washington, D.C. 20551, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 
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Board of Governors of the Federal Reserve 
System, January 22, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2176 Filed 1-28-82; 8:45 am] 
BILLING CODE 6210-01-M 


Peoples Capital Corp; Formation of 
Bank Holding Company 


Peoples Capital Corporation, Union, 
Mississippi, has applied for the Board's 
approval under section 3(a)(1) of the 
Bank Holding Company Act (12 U.S.C. 
1842(a)(1)) to become a bank holding 
company by acquiring 100 percent of the 
voting shares of Peoples Bank of 
Mississippi, N.A., Union, Mississippi. 
The factors that are considered in acting 
on the application are set forth in 
section 3(c) of the Act (12 U.S.C. 
1842{c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Atlanta. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 17, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. . 
[FR Doc. 82-2185 Filed 1-26-82; 8:45 am| 
BILLING CODE 6210-01-M 


Quad Cities First Co.; Formation of 
Bank Holding Company 


Quad Cities First Company, Rock 
Island, Illinois, has applied for the 
Board’s approval under section 3(a)(1) of 
the Bank Holding Company Act (12 
U.S.C. 1842(a)(1)) to become a bank 
holding company by acquiring 100 
percent of the voting shares, less 
directors’ qualifying shares, of the 
successor by merger to First National 
Bank of the Quad Cities, Rock Island, 
Illinois. The factors that-are considered 
in acting on the applications are set 
forth in section 3(c) of the Act (12 U.S.C. 
1842(c)). 

The applications may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Chicago. 
Any person wishing to comment on the 
applications should submit views in 
writing to the Reserve Bank, to be 





received not later than February 19, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
{FR Doc. 62-2186 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Texas American Bancshares, Inc.; 
Acquisition of Bank 


Texas American Bancshares, Inc., Fort 
Worth, Texas, has applied for the 
Board's approval under section 3{a)(3) of 
the Bank Holding Company Act (12 
U.S.C. 1842(a)(3)) to acquire 100 percent 
of the voting shares of First National 
Bank in Breckenridge, Breckenridge, 
Texas. The factors that are considered 
in acting on the application are set forth 
in section 3{c) of the Act (12 U.S.C. 
1842{c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Dallas. 
Any person wishing to comment on the 
application should submit views in 
writing to the Secretary, Board of 
Governors of the Federal Reserve 
System, Washington, D.C. 20551, to be 
received not later than February 12, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

Board of Governors of the Federal Reserve 
System, January 22, 1982. 

Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
{FR Doc. 82-2177 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Trabanc; Formation of Barik Holding 
Company 


Trabanc, Salt Lake City, Utah, has 
applied for the Board's approval under 
section 3(a)(1) of the Bank Holding 
Company Act (12 U.S.C. 1842(a)(1)}) to 
become a bank holding company by 
acquiring 100 percent of the voting 
shares of Tracy Collins Bank & Trust, 
Salt Lake City, Utah. The-factors that 
are considered in acting on the 


application are set forth in section 3(c) 
of the Act (12 U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of San 
Francisco. Any person wishing to 
comment on the application should 
submit views in writing to the Secretary, 
Board of Governors of the Federal 
Reserve System, Washington, D.C. 20551 
to be received not later than February 
18, 1982. Any comment on an 
application that requests a hearing must 
include a statement of why a written 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute and 
summarizing the evidence that would be 
presented at a hearing. 

Board of Governors of the Federal Reserve 
System, January 20, 1982. 

Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
[FR Doc. 82-2187 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Union Colony Bancorp.; Formation of 
Bank Holding Company 


Union Colony Bancorp., Greeley, 
Colorado, has applied for the Board’s 
approval under section 3(a)(1) of the 
Bank Holding Company Act (12 U.S.C. 
1842(a)(1)) to become a bank holding 
company by acquiring 80 percent or 
more of the voting shares of Union 
Colony Bank, Greeley, Colorado. The 
factors that are considered in acting on 
the application are set forth in section 
3(c) of the Act (12 U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Kansas 
City. Any person wishing to comment on 
the application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 11, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 


identifying specifically any questions of - 


fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, Jr., . 
Assistant Secretary of the Board. 
[FR Doc. 82-2188 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Wabanc, Inc.; Formation of Bank 
Holding Company 


Wabanc, Inc., Wabash, Indiana, has 
applied for the Board’s approval under 
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section 3(a)(1) of the Bank Holding 
Company Act (12 U.S.C. 1842(a)(1)) to 
become a bank holding company by 
acquiring 100 percent of the voting 
shares of the successor by merger to The 
First National Bank of Wabash, 
Wabash, Indiana. The factors that are 
considered in acting on the application 
are set forth in section 3{c) of the Act (12 
U.S.C. 1842(c)). 


The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Chicago. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 19, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, Jr., 


Assistant Secretary of the Board. 


[FR Doc. 82-2189 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Wabash Valley Bancorporation, Inc.; 
Formation of Bank Holding Company 


Wabash Valley Bancorporation, Inc., 
Peru, Indiana, has applied for the 
Board's approval under Section 3({a)(1) 
of the Bank Holding Company Act (12 
U.S.C. 1842(a){1)) to become a bank 
holding company by acquiring 100 per 
cent of the voting shares of Wabash 
Valley Bank and Trust Company, Peru, 
Indiana. The factors that are considered 
in acting on the application are set forth 
in Section 3(c) of the Act (12 U.S.C. 
1842(c)). 


The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Chicago. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank, to be 
received not later than February 17, 
1982. Any comment on an application 
that requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 
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Board of Governors of the Federal Reserve 
System, January 20, 1982. 
Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
{FR Doc. 82-2190 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


Wells-Foster Bankshares, Inc.; 
Formation of Bank Holding Company 


Wells-Foster Bankshares, Inc., 
Carrington, North Dakota, has applied 
for the Board’s approval under section 
3(a)(1) of the Bank Holding Company 
Act (12 U.S.C. 1842(a)(1)) to become a 
bank holding company by acquiring 
97.75 percent or more of the voting 
shares of Farmers State Bank, 
Carrington, North Dakota. The factors 
that are considered in acting on the 
application are set forth in section 3(c) 
of the Act (12 U.S.C. 1842{(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of 
Minneapolis. Any person wishing to 
comment on the application should 
submit views in writing to the Reserve 
Bank, to be received not later than 
February 19, 1982. Any comment on an 
application that requests a hearing must 
include a statement of why a written 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute and 
summarizing the evidence that would be 
presented at a hearing. 

Board of Governors of the Federal Reserve 
System, January 20, 1982. 

Theodore E. Downing, Jr., 
Assistant Secretary of the Board. 
{FR Doc. 82-2191 Filed 1-26-82; 8:45 am] 
BILLING CODE 6210-01-M 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 


Alcohol, Drug Abuse, and Mental 
Health Administration 


Rape Prevention and Control Advisory 
Committee; Meeting 


In accordance with section 10(a)(2) of 
the Federal Advisory Committee Act (5 
U.S.C. Appendix I), announcement is 
made of the following national advisory 
body scheduled to assemble during the 
month of February 1982. 


Rape Prevention and Control Advisory 
Committee 


February 24; 9:00 a.m.—Open—Conference 
RoomF . 

February 25; 9:00 a.m.—Open—Conference 
Room L 

5600 Fishers Lane, Rockville, Maryland 
(Parklawn Building) 


Contact: Mary Lystad, Ph.D., Executive 
Secretary, Room 15-99, Parklawn Building, 
5600 Fishers Lane, Rockville, Md. 20857, 
(301) 443-1910 


Purpose: The Rape Prevention and 
Control Advisory Committee advises the 
Secretary of Health and Human 
Services, the Administrator, Alcohol, 
Drug Abuse, and Mental Health 
Administration, and the Director, 
National Institute of Mental Health, 
through the National Center for the 
Prevention and Contfol of Rape 
(NCPCR), on matters regarding the 
needs and concerns associated with 
rape in the United States and makes 
recommendations pertaining to 
activities to be undertaken by the 
Department to address the problems of 
rape. 

Agenda: The entire meeting will be 
open to the public. The Committee will 
report on research, training, and 
prevention activities, the fiscal year 1982 
and 1983 budgets, as well as an in-house 
project focusing on exemplary rape 
crisis centers. The Committee will report 
on recent research on sexual abuse in 
the family, rape of adolescents, and 
research on sexual abuse, the law and 
the criminal justice system. 

Substantive information may be 
obtained from the contact person listed 
above. Mrs. Helen Garrett, Committee 
Management Officer, NIMH, Room 9-95, 
Parklawn Building, 5600 Fishers Lane, 
Rockville, Md. 20857, telephone (301) 
443-4333, will furnish upon request 
summaries of the meeting and rosters of 
the Committee members. 


Dated: January 21, 1982. 
Elizabeth A. Connolly, 
Committee Management Officer, Alcohol, 
Drub Abuse, and Mental Health 
Administration. 
[FR Doc. 82-1964 Filed 1-26-82; 8:45 am] 
BILLING CODE 4160-20-M 


Office of Human Development 
Services 


[Program Announcement No. HDS-82-3] 


Discretionary Funds Programs 


AGENCY: Office of Human Development 
Services, HHS. 
SUBJECT: Extension closing date for 


_ submitting applications under Program 


Announcement Number 82-1. 


SUMMARY: The Office of Human 
Development Services (HDS) including 
the Administration for Children, Youth 
and Families (ACYF), Administration or 
Developmental Disabilities (ADD), 
Administration on Aging (AoA), 
Administration for Native Americans 
(ANA), Office of Policy Development 


(OPD), and the Office of Policy 
Coordination arid Review (OPCR) 
announced November 16, 1981, 46 FR 
56364 that competing preapplications 
would be accepted for new research, 
demonstration, evaluation and training 
and technology transfer grants and 
cooperative agreements authorized by 
its multiple discretionary funding 
program legislation. This announcement 
extends the closing date of the 
November 16 announcement. 


DATE: January 27, 1982. 

As a result of national adverse 
weather conditions, the closing date for 
submission of preapplications is 
extended to January 22, 1982. Conditions 
for meeting the closing date remain as 
stated in the November 16 
announcement and the supplemental 
announcement published in the Federal 
Register on January 13, 1982. 


Dated: January 21, 1982. 
Dorcas R. Hardy, 


Assistant Secretary for Human Development 
Services. 


{FR Doc. 82-1987 Filed 1-26-82; 8:45 am] 
BILLING CODE 4130-01-M 


[Program Announcement No. HDS-82-4] 


Discretionary Funds Programs 


AGENCY: Office of Human Development 
Services, HHS. 


SUBJECT: Extension closing date for 
submitting applications under Program 
Announcement Number 13612-822. 


SUMMARY: The Administration for 
Native Americans (ANA) in the Office 
of Human Development Services 
(OHDS) announced November 12, 1981, 
46 FR 55779, that funds were available 
for Native American Projects. This 
announcement extends the closing date 
of the November 12th announcement. 


DATE: January 27, 1982. 


As a result of national adverse 
weather conditions, the closing date for 
submission of applications is extended 
to January 22, 1982. Conditions for 
meeting the closing date remain as 
stated in the November 12 
announcement. 

Dated: January 21, 1982. 

Dorcas R. Hardy, 
Assistant Secretary for Human Development 
Services. 


[FR Doc. 82-1988 Filed 1-26-82; 8:45 am] 
BILLING CODE 4130-01-m 





3886 


DEPARTMENT OF THE INTERIOR 
Bureau of Indian Affairs 


irrigation Operation and Maintenance 
Charges; Water Charges and Related 
Information on the Blackfeet Irrigation 
Project, Montana 


This notice of operation and 
maintenance rates and related 
information is published under the 
authority delegated by the Secretary of 
the Interior to the Assistant Secretary— 
Indian Affairs in 230 DMI and 
redelegated by the Assistant 
Secretary—Indian Affairs to the Area 
Directors in 10 BIAM 3. The authority to 
issue regulations is vested in the 
Secretary of the Interior by U.S.C. 301 
and Sections 463 and 465 of the Revised 
Statutes (25 U.S.C. 2 and 9), and also 
under 25 CFR 191.1{e). 


Pursuant to final rule published on 
June 14, 1977, in 42 FR 30361, this notice 
sets forth changes to the operation and 
maintenance charges and related 
infermation applicable on all lands in 
the Blackfeet Irrigation Project. These 

“charges were proposed pursuant to the 
authority contained in the Acts of 
August 1, 1914, and March 7, 1928 (38 
Stat. 583, 25 U.S.C. 385; 45 Stat. 210, 25 
U.S.C. 387). 


Interested persons were given 30 days 
in which to submit written comments, 
views or arguments regarding the 
proposed rates and related provisions. 
Fourteen writtten comments were 
received during the 30-day comment 
period. All comments received opposed 
the 100% increase as previously 
projected. Through the necessity of 
negotiation a $2.00 raise was obtained. 


In compliance with the above, the 
operation and maintenance charges for 
the lands under the Blackfeet Irrigation 
Project, Montana for the calendar year 
1982 and subsequent years until further 
notice, are hereby fixed at $6.00 per acre 
for the assessable area under the 
constructed works on all irrigable lands 
within Designated Boundaries of the 
Blackfeet Irrigation Project. 


221-131. Excess Water Assessment. 
Additional water, when available, may 
be delivered upon request at the rate of 
$3.33 per acre foot or fraction thereof. 


Dated: January 11, 1982. 
M. A. Fairbanks, 
Superintendent, Blackfeet Agency. 


{FR Doc. 62-2020 Filed 1-26-82; 8:45 am] 
BILLING CODE 4310-02-M 


Bureau of Land Management 
[W-71209] 


Realty Action Sale of Public Lands in 
Park County, Wyoming 


January 18, 1982. 

The following described lands have 
been determined to be suitable for 
disposal by sale pursuant to section 203 
of the Federal Land Policy and 
Management Act of 1976, 43 U.S.C. 1713, 
at no less than the fair market value. 


Sixth Prinicipal Meridian, Wyoming 
T. 52 N., R. 104 W., 

Sec. 18, Lot 49. 

Containing 0.4 acres. 


The land is to be sold 
noncompetitively to Lee and Charlotte 
Wurst. The purpose of this sale is to 
resolve-a longstanding occupancy 
trespass. The terms and conditions 
applicable to the sale are: 

1. A reservation to the United States 
of the right to construct ditiches or 
canals pursuant to the Act of August 30, 
1890, 43 U.S.C. 945; ~ 

2. All mineral deposits in the lands so 
patented, and to it, or persons 
authorized by it, the right to prospect, 
mine, and remove such deposits from 
the same under applicable law and such 
regulations as the Secretary of the 
Interior may prescribe; 

3. Subject to those rights of A. G. 
Andrikopolous, his successors and 
assigns under oil and gas lease W-69459 
issued February 1, 1980, pursuant to the 
Act of February 25, 1920 (30 U.S.C. 181, 
et seq.). 

Detailed information concerning the 
sale is available for review at the 
Bureau of Land Management, Worland 
District Office, 1700 Robertson Avenue, 
P.O. Box 119, Worland, Wyoming 82401. 

On or before March 4, 1982, interested 
parties may submit comments to the 
State Director, Bureau of Land 
Management, P.O. Box 1828, Cheyenne, 
Wyoming 82001. Any adverse comments 
will be evaluated by the State Director 
who may vacate or modify this realty 
action and issue a final determination. 
In the absence of any action by the State 
Director, this realty action will become a 
final determination of the Department of 
the Interior. 

Harold G. Stinchcomb, 

Chief, Branch of Lands and Minerals 
Qperations. 

[FR Doc. 82-1963 Filed 1-26-82; 8:45 am| 
BILLING CODE 4310-84-M 


[AA-6653-A, AA-6653-B] 


On September 4 and November 7, 
1974, Chitina Native Corporation for the 
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Native village of Chitina filed selection 
applications AA-6653-A and AA-6653- 
B respectively, under the provisions of 
Sec. 12 of the Alaska Native Claims 
Settlement Act of December 18, 1971 (43 
U.S.C. 1601, 1611 (1976)) (ANCSA), for 
the surface estate of certain lands in the 
vicinity of Chitina, Alaska. 

As to the lands described below, the 
applications, as amended, are properly 
filed and meet the requirements of the 
Alaska Native Claims Settlement Act 
and of the regulations issued pursuant 
thereto. These lands do not include any 
lawful entry perfected under or being 
maintained in compliance with laws 
leading to acquisition of title. 

In view of the foregoing, the surface 
estate of the following described lands, 
selected pursuant to Sec. 12(a) of 
ANCSA, aggregating approximately 
103,995 acres, is considered proper for 
aquisition by Chitina Native 
Corporation and is hereby approved for 
conveyance pursuant to Sec. 14(a) of 
ANCSA: 


U.S. Survey No. 1506, Alaska, situated 
approximately 2 miles north of Chitina, 
on the Edgerton Highway. 

Containing 160 acres. 

U.S. Survey No. 1875, Indian Cemetery, 
situated on the Richardson Highway, 
approximately one-half mile north of 
Chitina, Alaska. 

Containing .025 acre. 

U.S. Survey N6. 3579, Alaska, Lot 17, situated 
along the Edgerton Highway between 
mile 23 and 28 from Chitina, Alaska. 

Containing 80.20 acres. 

U.S. Survey No. 4977, Alaska, Lots 6, 14, 23, 
25 and 37, situated along the Edgerton 
Highway between mile 18 and mile 24 
from Chitina, Alaska. 

Containing 605.10 acres. 

Mineral Survey No. 905, Alaska, known as 
the Empire, Lizzie and Republic lode 
claims, in the Chitina (formerly Valdez) 
Mining District of Alaska. 

Containing 34.189 acres. 


Copper River Meridian, Alaska 


T.2S., R. 3 E. (Partially Surveyed) 

Sec. 1, Lots 1 to 6, inclusive, S4NW'%, 
SW%, W%SE%:; 

Sec. 2, Lots 1 to 4, inclusive, S¥4N%, S%; 

Sec. 3, Lots 1 to 4, inclusive, S¥2N%, S%; 

Sec. 4, Lots 1 to 6, inclusive, S42N%, 
NE%SW 4, SE%:; 

Sec. 5, Lots 1 to 5, inclusive; 

Sec. 6, Lots 1 to 9, inclusive, SE%, SW %: 

Sec. 7, Lots 1 to 6, inclusive, WY2NE%, 
SE%NE%, ENW%, N%SE% and the 
unsurveyed portion south and west of the 
left bank of Tonsina River; 

Sec. 8, Lots 1 to 5, inclusive, SW%4SW %; 

Sec. 9, Lots 1 to 4, inclusive; 

Sec. 10, Lots 1 to 4, inclusive, NE“%, 
NYNW%, SEANW%, N%SE%, 
SE%SE%:; 

Secs. 11, and 12; 

Sec. 13, Lots 1 to 4, inclusive, N¥, N¥%2S%; 

Sec. 14, Lots 1 to 4, inclusive, NEY; 
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Sec. 23, Lots 1 to 5, inclusive, SW‘%4SW%, 
E%SW%SE%; 

Sec. 24, Lots 1 to 4, inclusive. 

Containing approximately 6,483 acres. 

T.25S., R. 4E. (Partially Surveyed) 

Sec. 19, Lots 1 to 4, inclusive; 

Sec. 20, Lots 1 and 2, W%2NE%, NZNW%, 
N%SEY’NW%:; 

Sec. 21, Lots 1, 3 and 4, W1%2E%SE%SW 4, 
and the unsurveyed portion north of the 
right bank of the Copper River, excluding 
the Copper River; 

Sec. 27, Lots 6 to 10, inclusive, SW '4NE'%, 
E%NE%4NW%,W 2NE“NE“SW 4, 
NW'‘ANE%“SW%, SYNE“SW%, 
N%SWYSW', NYNW'USE', 
excluding Native allotments AA-5972 
Parcel D, AA-6000 Parcel B, AA-7589 
and AA-7637; and that portion north of 
the right bank of the Copper River, 
excluding the Copper River; 

Sec. 28, Lots 1 and 2, N¥SW%, SE%, 
excluding Native allotments AA-3101, 
AA-5972 Parcel D, AA-7637; and the 
unsurveyed portion south and west of the 
left bank of the Tonsina River; 

Sec. 35, Lots 1 to 5, inclusive, EZNW%, 
NW4NW‘'4, and the unsurveyed portion 
south and east of the left bank of the 
Tonsina River Excluding the Copper 
River, U.S. Survey No. 3111, U.S. Survey 
No. 3549, Native allotments AA-5605, 
AA-5928, AA-6016 and AA-6112; 

Sec. 36, excluding the Copper River. 

Containing approximately 1,754 acres. 

T.35S., R. 4 E. (Unsurveyed) 

Sec. 1, excluding the Copper River, U.S. 
Survey No. 5198 and Native allotment 
AA-5707; 

Sec. 2, excluding the Copper River, Native 
allotments A-063660 and AA-6112; 

Sec. 3. 

Containing approximately 1,510 acres. 

T.2S., R. 5 E. (Unsurveyed) 

Secs. 31 and 32, excluding the Copper 
River; 

Secs. 33 and 36, inclusive, all. 

Cojfitaining approximately 3,653 acres. 

T.35S., R. 5 E. (Unsurveyed) 

Secs. 1 and 2; 

Secs. 3, 4 and 5, excluding the Copper 
River; 

Sec. 6, excluding the Copper River, U.S. 
Survey No. 5198, and Native allotment 
AA-5882; 

Sec. 7, excluding Native allotment AA- 
5882; 

« Sec. 8, excluding U.S. Survey No. 3578; 

Sec. 9, excluding Native allotments AA- 
5967 Parcel B and AA-7651; 

Sec. 10, excluding the Copper River, U.S. 
Survey No. 3548, and Native allotment 
AA-7651; 

Sec. 11, excluding the Copper River and 
Native allotment AA-2520 Parcel B; 

Sec. 12; 

Sec. 13, excluding the Copper River; 

Sec. 14, excluding the Copper River and 
Native allotment AA-5972 Parcel A; 

Sec. 15, excluding U.S. Survey No. 3548, 
Native allotments AA-765T and AA- 
8045; 

Sec. 16, excluding Native allotment AA- 
7651; ; 

Secs. 17 to 22, inclusive; 


Sec. 23, excluding the Copper River, and 
Native allotment AA-5972 Parcels B and 
C; 

Sec. 24, excluding the Copper River and 
U.S. Survey No. 3550; 

Sec. 25, excluding the Copper River, U.S: 
Survey No. 3547 and U.S. Survey No. 
3550; 

Secs. 26 to 35, inclusive; 

Sec. 36, excluding the Copper River. 

Containing approximately 18,967 acres. 

T.4S., R. 5E. (Unsurveyed) 

Sec. 1, excluding the Copper River; 

Sec. 2, excluding U.S. Survey No. 1506; 

Secs. 3 to 10, inclusive; 

Sec. 11, excluding U.S. Survey No. 1506 and 
U.S. Survey No. 1875; 

Sec. 12, excluding the Copper River; 

Sec. 13, excluding the Copper River, U.S. 
Survey No. 596, U.S. Survey No. 1225, 
U.S. Survey No. 3221 and Native 
allotment AA-5568 Tract-1; 

Sec. 14, excluding U.S. Survey No. 264, U.S. 
Survey No. 596, U.S. Survey No. 597, U.S. 
Survey No. 702, U.S. Survey No. 941, U.S. 
Survey No. 942, U.S. Survey No. 1225 and 
U.S. Survey No. 1875; 

Secs. 15 to 21, inclusive; 

Sec. 22, excluding Native allotment AA- 
6275; 

Sec. 23, excluding the Copper River, U.S. 
Survey No. 264, U.S. Survey No. 597, U.S. 
Survey No. 1810, U.S. Survey No. 2011, 
Native allotments AA-5730, AA-5889, 
AA-6275, AA-6613 and AA-7343; 

Sec. 24, excluding the Copper River, U.S. 
Survey No. 3221, Native allotments AA- 
5730 and AA-6613; 

Sec. 25, excluding the Copper River; 

Sec. 26, excluding the Copper River and 
Native allotment AA-5730; 

Secs. 27 to 34, inclusive; 

Secs. 35 and 36, excluding the Copper 
River. 

Containing approximately 19,955 acres. 

.2S., R. 6 E. (Unsurveyed) 

Sec. 36. 

Containing approximately 640 acres. 
T. 3S: R. 6 E. (Unsurveyed) 

Sec. 1; 

Secs. 7 to 29, inclusive; 

Secs. 30 and 31, excluding the Copper 
River; 

Secs. 32 to 36, inclusive. 

Containing approximately 19,524 acres. 

.5 S., R. 6 E. (Unsurveyed) 

Secs. 2 and 3; 

Secs. 4 and 5, excluding Mineral Survey 
No. 613; 

Secs. 6, 9, and 10. 

Containing approximately 4,398 acres. 

.2S., R. 7 E. (Unsurveyed) 

Secs. 19 and 20; 

Sec. 21, excluding Mineral Survey No. 905; 

Secs. 22, 25 and 26; 

Sec. 27, excluding Mineral Survey No. 630, 
Mineral Survey No. 661A and Mineral 
Survey No. 662A; 

Sec. 28, excluding Mineral Survey No. 661A 
and Mineral Survey No. 665B; 

Sec. 29, excluding Mineral Survey No. 661B 
and Mineral Survey No. 665B; 

Secs. 30, 31 and 32; 

Sec. 33, excluding Mineral Survey No. 
661A; a 

Sec. 34, excluding Mineral Survey No. 565, 
Mineral Survey No. 630, Mineral Survey 


No. 631, Mineral Survey No. 660B. 
Mineral Survey No. 661A, Mineral 
Survey No. 662B and Mineral Survey No. 
665A; 
Sec. 35, exclusive Mineral Survey No. 565, 
Mineral Survey No. 659, Mineral Survey 
No. 660A and Mineral Survey No. 665A; 
Sec. 36, excluding Mineral No. 658, Mineral 
Survey No. 659 and Mineral Survey No. 
660A. 
Containing approximately 9,561 acres. 
T.3S., R. 7 E. (Unsurveyed) 

Sec. 31. 

Containing approximately 628 acres. 
T.45S.,R.7E. (Partially Surveyed) 

Surveyed 

Sec. 14, NW%NW%; 

Sec. 15, N'¥%NE%, SWY%NE%; 

Sec. 23, NY¥2&N%, S¥NE'%. 

Unsurveyed 

Sec. 6; 

Sec. 7, excluding Native allotment AA-7332 
Parcel A; 

Secs. 8 to 11, inclusive; 

Sec. 12, excluding U.S. Survey No. 5190; 

Sec. 15; 

Sec. 16, excluding U.S. Survey No. 5365; 

Sec. 17, excluding U.S. Survey No. 4097; 
U.S. Survey No. 5365 and Native 
allotment AA-7332 Parcel B; 

Sec. 18, excluding Native allotments AA- 
7332 Parcel A and AA-7562; 

Sec. 19; 

Sec. 20, excluding Native allotment AA- 
7332 Parcel B; 

Secs. 21 to 29, inclusive; 

Secs. 30, 31, and 32, excluding the Chitina 
River; 

Secs. 38 to 36, inclusive; 

Containing approximately 16,043 acres. 

Aggregating approximately 103,995 acres. 


The conveyance issued for the surface 
estate of the lands described above 
shall contain the following reservations 
to the United States: 

1. The subsurface estate therein, and 
all rights, privileges, immunities, and 
appurtenances, of whatsoever nature, 
accruing unto said estate pursuant to the 
Alaska Native Claims Settlement Act of 
December 18, 1971 (43 U.S.C. 1601, 
1613(f)); and 

2. Pursuant to Sec. 17({b) of the Alaska 
Native Claims Settlement Act of 
December 18, 1971 (43 U.S.C. 1601, 
1616(b)), the following public easements, 
referenced by easement identification 
number (EIN) on the easement maps 
attached to this document, copies of 
which will be found in casefile AA- 
6653-EE, are reserved to the United 
States. All easements are subject to 
applicable Federal, State, or Municipal 
corporation regulation. The following is 
a listing of uses allowed for each type of 
easement. Any uses which are not 
specifically listed are prohibited. 


Allowable Uses 


25 Foot Trail—The uses allowed on a 
twenty-five (25) foot wide trail easement 
are: Travel by foot, dogsled, animals, 
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snowmobiles, two- and three-wheel 
vehicles, and small all-terrain vehicles 
(less than 3,000 Ibs. Gross Vehicle 
Weight (GVW)). 

50 Foot Trail—The uses allowed on a 
fifty (50) foot wide trail easement are: 
Travel by foot, dogsled, animals, 

. snowmobiles, two- and three-wheel 
vehicles, small and large all-terrain 
vehicles, track vehicles and four-wheel 
drive vehicles. 

60 Foot Road—The uses allowed on a 
sixty (60) foot wide road easement are: 
Travel by foot, dogsled, animals, 
snowmobiles, two- and three-wheel 
vehicles, small and large all-terrain 
vehicles, track vehicles, four-wheel 
drive vehicles, automobiles, and trucks. 

One Acre Site—The uses allowed for 
a site easement are: Vehicle parking 
(e.g:, aircraft, boats, ATV’s, 
snowmobiles, cars, trucks), temporary 
camping, and loading or unloading. 
Temporary camping, loading, or 
unloading shall be limited to 24 hours. 

a. (EIN 1 C3, C5, D1, L) An easement 
for an existing access trail twenty-five 
(25) feet in width from site EIN 37 C5 on 
the left bank of the Copper River in Sec. 
3, T. 3 S., R. 5 E., Copper River Meridian, 
northeasterly to public land. The uses 
allowed are those listed above for a 
twenty-five (25) foot wide trail 
easement. 

b. (EIN 1c C3, C5, D1, L) An easement 
for an existing access trail, twenty-five 
(25) feet in width, from EIN 1g C3, C5, 
D1, L in Sec. 1, T. 4 S., R. 7E., Copper 
River Meridian, northwesterly to public 
land. The uses allowed are those listed 
above for a twenty-five (25) foot wide 
trail easement. 

c. (EIN 1d C3, C5, D1, L) An easement 
for an existing access trail fifty (50) feet 
in width from road EIN 1g C3, C5, D1, L 
in Sec. 12, T. 4S., R. 7 E., Copper River 
Meridian, easterly to public land. The 
uses allowed are those listed above for 
a fifty (50) footwide trail easement. 

d. (EIN 1g C3, C5, D1, L) An easement 
fifty (50) feet in width for an existing 
road from Omnibus Act Route No. 850 in 
Sec. 22, T.45S., R. 7 E., Copper River 
Meridian, near Strelna, northerly to 
public lands, The uses allowed are those 
listed above for a sixty (60) foot wide 
road easement. 

e. (EIN 6 C5, D9) An easement for an 
existing access trail twenty-five (25) feet 
in width from Liberty Falls Campground 
in Sec. 8, T. 3 S., R. 5 E., Copper River 
Meridian, westerly to public land. The 
uses allowed are those listed above for 
a twenty-five (25) foot wide trail 
easement, except for two- and three- 
wheel vehicles and small all-terrain 
vehicles which are limited to winter use 
only. 


f. (EIN 7 C5, D9) An easement for an 
existing access trail fifty (50) feet in 
width from the Edgerton Highway in 
Sec. 26, T. 3 S., R. 5 E., Copper River 
Meridian, westerly to public land. The 
uses allowed are those listed above for 
a fifty (50) foot wide trail easement. 

g. (EIN 8 C5, D1) An easement sixty 
(60) feet in width for an existing road 
from site EIN 8a C5, D1 in Sec. 11, T. 4 
S., R. 5E., Copper River Meridian, 
southerly along the west shore of First 
Lake to the Edgerton Highway in Sec. 
11, T. 4S., R. 5 E., Copper River 
Meridian. The uses allowed are those 
listed above for a sixty (60) foot wide 
road easement. 

h. (EIN 8a C5, D1) A one (1) acre site 
easement upland of the ordinary high 
water mark on the west shore of First 
Lake in Sec. 11, T. 4S., R. 5 E., Copper 
River Meridian, with an additional 
twenty-five (25) foot wide easement on 
the bed of the lake along the waterfront 
of the site. The uses allowed are those 
listed above for a one (1) acre site 
easement. 

i. (EIN 17 C8) An easement fifty (50) 
feet in width for an existing road width 
from Omnibus Act Route FAS 851 in 
Secs. 26 and 35, T. 4 S., R. 5 E., Copper 
River Meridian, southeasterly to site EIN 
22 Ci at the junction of O’Brien Creek 
and the Copper River. The uses allowed 
are those listed above for a sixty (60) 
foot wide road easement. 

j. (EIN 18 C5, D1, L) An easement for a 
combination existing and proposed 
access trail twenty-five (25) feet in 
width from site EIN 19 C1, L on the left 
bank of the Copper River in Sec. 25, T. 4 
S., R. 5 E., Copper River Meridian, 
southeasterly to public land in T. 5S., R. 
6 E., Copper River Meridian. The uses 
allowed are those listed above for a 
twenty-five (25) foot wide trail 
easement. 

k. (EIN 19 C1, L) A.one (1) acre site 
easement upland of the ordinary high 
water mark in Sec. 25, T. 4S., R. 5 E., 
Copper River Meridian, on the left bank 
of the Copper River. The uses allowed 
are those listed above for a one (1) acre 
site. 

1. (EIN 22 C1) A three (3) acre site 
easement upland of the ordinary high 
water mark in Secs. 26 and 35, T. 45S., R. 
5 E., Copper River Meridian, on the right 
bank of the Copper River at the mouth 
of O'Brien Creek. The uses allowed are 
the same as those listed above for a one 
(1) acre site. 

m. (EIN 28 L) An easement for an 
existing access trail twenty-five (25) feet 
in width from site EIN 36 C5 adjacent to 
the Edgerton Highway in Sec. 15, T. 2S., 
R. 3 E., Copper River Meridian, 
northeasterly along the east boundary of 
Lot 37, U.S. Survey No. 4977 to the 
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Copper River. The uses allowed are 
those listed above for a twenty-five (25) 
foot wide trail easement. 

n. (EIN 33 E) A one (1) acre site 
easement upland of the ordinary high 
water mark in Sec. 12, T. 45S., R. 5 E., 
Copper River Meridian, on the left bank 
of the Copper River. The uses allowed 
are those listed above for a one (1) acre 
site. 

o. (EIN 33a E) An easement fifty (50) 
feet in width for an existing road from 
the Omnibus Act Route FAS No. 850 in 
Sec. 7, T. 4S, R. 6 E., Copper River 
Meridian, northwesterly to site EIN 33 E. 
The uses allowed are those listed above 
for a sixty (60) foot wide road easement. 

p. (EIN 35 C5, L) An easement fifty 
(50) feet in width, twenty-five (25) feet 
on each side of the centerline, for 
existing telephone and electrical 
distribution lines along the Edgerton 
Highway from Sec. 31, T.15., R. 3 E., 
Copper River Meridian, to the terminus 
of the distribution system located in Sec. 
27, T.2S., R. 4 E., Copper River 
Meridian. The uses allowed are those 
uses associated with the operation and 
maintenance of telephone and electrical 
lines. 

q. (EIN 37 C5) A one (1) acre site 
easement upland of the ordinary high 
water mark in Sec. 3, T. 3 S., R. 5 E., 
Copper River Meridian on the left bank 
of the Copper River. The uses allowed 
are those listed above for a one (1) acre 
site. 

The grant of the above-described land 
shall be subject to: 

1. Issuance of a patent confirming the 
boundary description of the unsurveyed 
lands hereinabove granted after 
approval and filing by the Bureau of « 
Land Management of the official plat of 
survey covering such lands; 

2. Valid existing rights therein, if any, 
including but not limited to those 
created by a lease (including a lease 
issued under Sec. 6(g) of the Alaska 
Statehood Act of July 7, 1958 (48 U.S.C. 
Ch. 2, Sec. 6(g))), contract, permit, right- 
of-way, or easement, and the right of the 
lessee, contractee, permittee, or grantee © 
to the complete enjoyment of all rights, 
privileges, and benefits thereby granted 
to him. Further, pursuant to Sec. 17(b)(2) 
of the Alaska Native Claims Settlement 
Act of December 18, 1971, (43 U.S.C. 
1601, 1616(b)(2)) (ANCSA), any valid 
existing right recognized by ANCSA 
shall continue to have whatever right of 
access is now provided for under 
existing law; 

3. Any right-of-way interest in the 
Copper River Highway (FAS Route No. 
851), extending one hundred fifty (150) 
feet on each side of the centerline, 
transferred to the State of Alaska by 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


quitclaim deed dated June 3, 1959, 
executed by the Secretary of Commerce 
under the authority of the Alaska 
Omnibus Act, Public Law 86-70 (73 Stat. 
141) from T. 6 S., R. 4 E., Copper River 
Meridian, Alaska, northerly to a 
junction with FAS Route No. 850 at the 
village of Chitina, located in T. 4S., R.5 
E., Copper River Meridian, Alaska; 

4. Any right-of-way interest in the 
Edgerton Cutoff Highway (FAS Route 
No. 851) transferred to the State of 
Alaska by quitclaim deed dated June 3, 
1959, executed by the Secretary of 
Commerce under the authority of the 
Alaska Omnibus Act, Pub. L. 86-70 (73 
Stat. 141), from the village of Chitina in 
T.4S., R. 5 E., Copper River Meridian, 
Alaska, northwesterly to its junction 
with FAP Route No. 71. 

5. Any right-of-way interest in the 
Chitina-McCarthy Road (FAS Route No. 
850) transferred to the State of Alaska 
by quitclaim deed dated June 3, 1959, 
executed by the Secretary of Commerce 
under the authority of the Alaska 
Omnibus Act, Pub. L. 86-70 (73 Stat. 141) 
from the junction with FAS Route No. 
851 at the village of Chitina in T. 45., R. 
5 E., Copper River Meridian, Alaska, 
easterly to McCarthy. 

6. The following are rights-of-way for 
Federal Aid Highway Act of August 27, 
1958 as amended 23 U.S.C. 317: 


a. A-055571, located in Sec. 35, T.2S., R. 4 
E., Secs. 1 and 2, T.3S., R. 4 E., and Secs. 6, 7, 
8, 9, 15 and 16, T. 3 S., R. 5 E., Copper River 
Meridian, Alaska; 

b. A-057859, located in Sec. 8, T.3 S., R. 5 
E., Copper River Meridian, Alaska; 

c. A-063403, located in lot 17 of U.S. Survey 
No. 3579, lots 6, 14, 25 and 37 of U.S. Survey 
No. 4977, and Sec. 27, T. 2S., R. 4 E., Copper 
River Meridian, Alaska; 

d. AA-798, located in U.S. Survey No. 1506, 
Secs. 14, 15, 23, 25, 26 and 35, T.3 S., R. 5E., 
and Secs. 2, 11 and 14, T. 4S., R. 5 E., Copper 
River Meridian, Alaska; 

e. AA-817, located in Sec. 27, T.2S., R. 4 
E., Copper River Meridian, Alaska; 

f. AA-2527, located in U.S. Survey No. 1506 
and Sec. 11, T. 4 S., R. 5 E., Copper River 
Meridian Alaska; 

g. AA-2922, located in Secs. 12 and 13, T. 4 
S., R. 5 E., Copper River Meridian, Alaska; 

h. AA-5894, located in Sec. 13, T. 4S., R.5 
E., Copper River Meridian, Alaska; 


7. The following are rights-of-way for 
Federal Aid material sites. Act of 
August 27, 1958, as amended (23 U.S.C. 
317); 

a. A-051674, located in Sec. 15, T. 3 S., R. 5 
E., Copper River Meridian, Alaska; 

b. A-05346, located in Sec. 8 T. 3 S., R. 5E., 
Copper River Meridian, Alaska; 

c. A-053477, located in Sec. 8 T.3S., R. 5 
E., Copper River Meridian, Alaska; 

d. A-057712, located in Sec. 35, T. 3 S., R. 5 
E., Copper River Meridian, Alaska; 

e. A-062456, located in Sec. 35, T. 2S., R. 4 
E., Copper River Meridian, Alaska; 


f. AA-363, located in Sec. 2, T.4S., R. 5E., 
Copper River Meridian, Alaska; 

g. AA-364, located in Secs. 25 and 26, T. 3 
S., R. 5 E., Copper River Meridian, Alaska; 

h. AA-2857, located in Secs. 13, T. 4 S., R. 5 
E., Copper River Meridian, Alaska; 

i. AA-8175, Parcel 5, located in Sec. 35, T. 2 
S., R. 4 E., Copper River Meridian, Alaska. 


8. A right-of-way, AA-5565, located in 
Secs. 12 and 13, T. 4S., R. 5 E., Copper 
River Meridian, Alaska, for a dike in 
connection with the Chitina River 
Bridge. Act of August 27, 1958, as 
amended, 23 U.S.C. 107, 317; and 

9. Requirements of Sec. 14{c) of the 
Alaska Native Claims Settlement Act of 
December 18, 1971 (43 U.S.C. 1601, 
1613(c)), that the grantee hereunder 
convey those portions, if any, of the 
lands hereinabove granted, as are 
prescribed in said section. 

Chitina Native Corporation is entitled 
to conveyance of 115,200 acres of land 
selected pursuant to Sec. 12(a) of 
ANSCA. Together with the lands herein 
approved, the total acreage conveyed or 
approved for conveyance is 
approximately 103,995 acres. The 
remaining entitlement of approximately 
11,205 acres will be conveyed at a later 
date. 

Pursuant to Sec. 14(f} of ANSCA, 
conveyance of the subsurface estate of 
the lands described above shall be 
issued to AHTNA, Incorporated, when 
the surface estate is conveyed to Chitina 
Native Corporation, and shall be subject 
to the same conditions as the surface 
conveyance. 

Within the above described lands, 
only the following inland water bodies 
are considered to be navigable: 

The Copper River and its 
interconnecting sloughs. 

The Chitina River and its 
interconnecting sloughs. 

All other named and unnamed water 
bodies within the lands to be conveyed 
were reviewed. Based on existing 
evidence they were determined to be 
nonnavigable. 

In accordance with Department 
regulation 43 CFR 2650.7(d), notice of 
this decision is being published once in 
the Federal Register and once a week, 
for four (4) consecutive weeks, in the 
COPPER VALLEY VIEWS. 

Any party claiming a property interest 
in lands affected by this decision, an 
agency of the Federal government, or 
regional corporation may appeal the 
decision to the Alaska Native Claims 
Appeal Board, provided, however, 
pursuant to Pub. L. 96-487, this decision 
constitutes the final administrative 
determination of the Department of the 
Interior concerning navigability of water 
bodies. 
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Appeals should be filed with the 
Alaska Native Claims Appeal Board, 
P.O. Box 2433, Anchorage, Alaska 99510 
with a copy served upon both the 
Bureau of Land Management, Alaska 
State Office, 701 C Street, Box 13, 
Anchorage, Alaska 99513 and the 
Regional Solicitor, Office of the 
Solicitor, 510 L Street, Suite 100, 
Anchorage, Alaska 99501. The time 
limits for filing an appeal are: 

1. Parties receiving service of this 
decision shall have 30 days from the 
receipt of this decision to file an appeal. 

2. Unknown parties, parties unable to 
be located after reasonable efforts have 
been expended to locate, and parties 
who failed or refused to sign the return 
receipt shall have until February 26, 
1982, to file an appeal. 

Any party known or unknown who is 
adversely affected by this decision shall 
be deemed to have waived those rights 
which were adversely affected unless an 
appeal is timely filed with the Alaska 
Native Claims Appeal Board. 

To avoid summary dismissal of the 
appeal, there must be strict compliance 
with the regulations governing such 
appeals. Further information on the 
manner of the requirements for filing an 
appeal may be obtained from the Bureau 
of Land Management, 701 C Street, Box 
13, Anchorage, Alaska 99513. 

If an appeal is taken, the parties to be 
served with a copy of the notice of 
appeal are: 

Chitina Native Corporation, P.O. Box 3, 

Chitina, Alaska 99566 
AHTNA, Inc., Drawer G, Copper Center, 

Alaska 99573 
State of Alaska, Department of Natural 

Resources, Division of Research and 

Development, Pouch 7-005, Anchorage, 

Alaska 99510 
Lower Tonsina, Inc., Drawer G, Copper 

Center, Alaska 99573 
Ann Johnson, 

Chief, Branch of ANCSA Adjudication. 
[FR Doc. 82-1989 Filed 1-26-82; 8:45 am] 
BILLING CODE 4310-84-M 


[UT-910] 


Utah; Intensive Wilderness Inventory 
Decisions in Effect 


AGENCY: Bureau of Land Management, 
Interior. 
ACTION: Notice. 


SUMMARY: On January 4, 1982 the 
Interior Board of Land Appeals (IBLA) 
dismissed the appeals on Wilderness 
Inventory Units UT-060-140A, 164, 167, 
169, 188, 191, 196, 197/198, 204, 205B, 224, 
227, and 229. The appellant failed to file 
the appeal and a Statement of Reasons 





in a timely manner. Therefore, the Utah 
State Director's decision as originally 
published in the November 14, 1980 
Federal Register (45 FR 75602) or as 
amended in the March 5, 1981 Federal 
Register (46 FR 5332), is now in effect. In 
that decision portions of the inventory 
units were found to contain wilderness 
characteristics and were identified as 
Wilderness Study Areas. Those areas 
identified as Wilderness Study Areas 
will remain under management 
restrictions imposed by section 603 of 
Pub. L, 94-579. 

Also on January 4, 1982, the Interior 
Board of Land Appeals (IBLA) affirmed 
the Utah State Director's decision on the 
Wilderness Study Area (WSA) UT-060- 
201. Therefore the Utah State Director's 
decision as originally published in the 
November 14, 1980 Federal Register (45 
FR 75602) and as amended in the March 
5, 1981 Federal Register (46 FR 5332) is 
now in effect. In that decision 
approximately 65,000 acres were 
identified as a WSA. The WSA will 
remain under management restrictions 


imposed by section 603 of Pub. L. 94-579. 


FOR FURTHER INFORMATION CONTACT: 
Kent Biddulph, Utah Wilderness 
- Coordinator, (801) 524-5326. 
Dated: January 19, 1982. 
Roland G. Robinson Jr., 
State Director. 
[FR Doc. 82-2021 Filed 1-26-82; 8:45 am| 
BILLING CODE 4310-84-M 





National Park Service 


Maggie L. Walker National Historic Site 


AGENCY: National Park Service, Interior. 
ACTION: Notice of availability of 
environmental assessment (and its 
summary) for the general management 
plan, Maggie L. Walker National 
Historic Site, Richmond, Virginia. 


SUMMARY: The National Park Service 
has prepared an Environmental 
Assessment (and its summary) as a step 
in General Management Planning 
process for Maggie L. Walker National 
Historic Site, Richmond, Virginia. This 
Assessment presents six alternatives for 
the future management and 
development of the site, with an 
assessment of the environmental 
impacts of each alternative. - 

The alternatives propose different 
levels of preservation, restoration, and 
adaptatien of buildings on the site for 
visitor use and interpretation. Two 
alternatives proposed minimal 
expenditure of funds; three alternatives 
propose mixtures of visitor use and 
commercial leasing of space to fully 
protect and utilize the site; and one 


alternative proposes full National Park 
Service and visitor use of the site. 
Discussion of these alternatives and 
their impacts by the National Park 
Service and the public will lead to the 
selection of an alternative and 
determination of need for an 
environmental impact statement. 
Copies of the Environmental 
Assessment will be available for review 
beginning February 2, 1982, at the 
headquarters, Richmond National 
Battlefield Park, 3215 E. Broad Street, 
Richmond, Virginia 23223; at the 
Richmond City Library (downtown 
location); and at the Mid-Atlantic 
Regional Office, National Park Service 
143 So. Third Street, Room 310, 
Philadelphia, Pennsylvania 19106. 
With this Notice of Availability, the 
National Park Service is inviting written 
comments on the Environmental 
Assessment for the General 
Management Plan. 
DATES: Written comments on the 
Assessment will be accepted until 
March 15, 1982. 
ADDRESSES: Copies of the 
Environmental Assessment and its 
summary may be obtained from the 
Superintendent, Maggie L. Walker 
National Historic Site, c/o Richmond 
National Battlefield Park, 3215 E. Broad 
Street, Richmond, Virginia 23223. 
Written comments may also be directed 
to the Superintendent. 


Dated: January 14, 1982 
James W. Coleman, Jr., 
Regional Director, Mid-Atlantic Region. 
[FR Doc. 82-2049 Filed 1-26-82; 8:45 am] 
BILLING CODE 4310-70-M 


[A18 (SAMO)] 


Santa Monica Mountains National 
Recreation Area Advisory 
Commission; Meeting 


Notice is hereby given in accordance 
with the Federal Advisory Committee 
Act that a meeting of the Santa Monica 
Mountains National Recreation Area 
Advisory Commission will be held on 
Tuesday, February 23, 1982 at 7:30 p.m. 
in the auditorium at Colina Intermediate 


School, 1500 Hillcrest Drive, Thousand . 


Oaks, CA. 

The Advisory Commission was 
established by Pub. L. 95-625 to provide 
for free exchange of ideas between the 
National Park Service and the public to 
facilitate the solicitation of advice or 
other counsel from members of the 
public on problems pertinent to the 
National Park Service in Los Angeles 
and Ventura Counties. 

Members of the Commission are as 
follows: 
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Dr. Norman P. Miller, Chairperson 
Honorable Marvin Braude 
Ms. Sarah Dixon 
Ms. Margot Feuer 
Dr. Henry David Gray 
Mr. Edward Heidig 
Mr. Frank Hendler 
Ms. Mary C. Hernandez 
Mr. Bob Lovellette 
Ms. Susan Barr Nelson 
Mr. Carey Peck 
Mr. Donald Wallace 
The major agenda item includes the 
following: 


Draft report on management of 
parklands by local jurisdictions 
Interim parking at Rancho Sierra Vista 
Status report on trails 
Superintendent's status report. 

The meeting is open to the public. Any 
member of the public may file with the 
Commission a written statement 
concerning issues to be discussed. 

Persons wishing to receive further 
information on this meeting or who wish 
to submit written statements may 
contact the Superintendent, Santa 
Monica Mountains National Recreation 
Area, 22900 Ventura Bouleverd, Suite 
140, Woodland Hills, California 91364. 

Minutes of the meeting will be 
available for public inspection by March 
31, 1982, at the above address. 


Dated: January 18, 1982. 
Robert S. Chandler, 


Superintendent Santa Monica Mountains 
National Recreation Area. 


[FR Doc. 82-2050 Filed 1-26-82; 6:45 am| 
BILLING CODE 4310-70-M 





INTERSTATE COMMERCE 
COMMISSION 


[Volume No. 223] 


Motor Carriers; Permanent Authority 
Decisions; Restriction Removals; 
Decision-Notice 


Decided: January 22, 1982. 


The following restriction removal 
applications, filed after December 28, 
1980, are governed by 49 CFR Part 1137. 
Part 1137 was published in the Federal 
Register of December 31, 1980, at 45 FR 
86747. 

Persons wishing to file a comment to 
an application must follow the rules 
under 49 CFR 1137.12. A copy of any 
application can be obtained from any 
applicant upon request and payment to 
applicant of $10.00. 

Amendments to the restriction 
removal applications are not allowed. 

Some of the applications may have 
been modified prior to publication to 
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conform to the special provisions 
applicable to restriction removal. 


Findings 


We find, preliminarily, that each 
applicant has demonstrated that its 
requested removal of restrictions or 
broadening of unduly narrow authority 
is consistent with 49 U.S.C. 10922(h). 

In the absence of comments filed 
, within 25 days of publication of this 
decision-notice, appropriate reformed 
authority will be issued to each 
applicant. Prior to beginning operations 
under the newly issued authority, 
compliance must be made with the 
normal statutory and regulatory 
requirements for common and contract 
catriers. 

By the Commission, Restriction Removal 
Board, Members Sporn, Ewing, and Shaffer. 
Agatha L. Mergenovich, 

Secretary. 


MC 44300 (Sub-20)X, filed January 8, 
1982. Applicant: HESS CARTAGE 
COMPANY, P.O. Box 3020, 17065 Hess 
Avenue, Melvindale, MI 48122. 

‘Representative: Martin J. Leavitt, 
Sullivan & Leavitt, P.C., 22375 Haggerty 
Road, P.O. Box 400, Northville, MI 48167. 
Lead and Subs 5, 6, 7, 8, 9, 11, 13 and 17. 
Broaden: sugar to “food and related 
products” in lead: chemicals, calcium 
chloride and dry chemicals in bulk, to 
“chemicals and related products” in 
lead and Subs 11 and 13; cement and dry 
cement also in bags, in bulk, to “clay, 
concrete, glass or stone products,” in 
lead and Subs 5, 6, 7, 8, 9 and 17; remove 
Chicago, IL and Wyandotte, MI facilities 
restrictions in Subs 7 and 11; broaden to: 
Midland County, MI and Mason County, 
WV for Midland, MI and Mason City, 
WV, and Bay) Genesee, Wayne and 
Livingston Counties, MI for Essexville, 
Fenton and Detroit, MI in lead; St. Clair 
County for Port Huron, MI in Sub 5; 
Cook County, IL for Chicago, IL in Sub 7; 
Wayne, St. Clair and Kalamazoo 
Counties, MI for Detroit, Port Huron and 
Schoolcraft, MI in Sub 8; Wayne County, 
MI for Wyandotte, MI, and Mason 
County, WV for Mason City, WV in Sub 
11; Gratiot County, MI for St. Louis, MI 
in Sub 13; remove restrictions, in tank 
vehicles, in tank equipment, and against 
use of dump trucks in Subs 7, 8, and 11; 
broaden to radial service in all 
authorities. 

MC 117730 (Sub-92)X, filed January 6, 
1982. Applicant: KOUBENEC MOTOR 
SERVICE, INC., Route 47, Huntley, IL 
60142. Representative: Stephen H. Loeb, 
Suite 2027, 33 North LaSalle Street, 
Chicago, IL 60602. Subs 24, 25, 27, 40, 46, 
57, 65, 74. Broaden: Sub 24, pickles, 
pickled tomatoes, sauerkraut and pickle 
relish (except commodities in bulk) to 


“food and related products”; Woodstock 
facilities to McHenry County, IL; Sub 25, 
remove in-container, facilities, 
originating-at destined-to restrictions; 
broaden Buffalo and North Tonawanda 
to Erie and Niagara Counties, NY, 
Emlenton and North Warren to Venango 
and Warren Counties, PA, and St. Marys 
to Pleasants County, WV; Sub 27 
remove in vehicles equipped with 
mechanical refrigeration, facilities, and 
originating at/destined to restrictions; 
broaden chemicals (except commodities 
in bulk, in tank vehicles) to “chemicals 
and related products”; Sub 40, foodstuffs 
(except commodities in bulk) to “food 
and related products,” Sub 46, remove 
facilities, originating at/destined to 
restrictions; broaden chemicals (except 
commodities in bulk, in tank vehicles) to 
“chemicals and related products;” Sub 
57, remove from part (a) facilities 
restrictions at Madison and Jefferson, 
WI, Goodlettsvilie, TN and from parts 
(a) and (b) originating at/destined to 
restriction; broaden part (1), foodstuff 
and food seasonings (except in bulk) 
and part (2) materials, equipment and 
supplies used in the manufacture and 
distribution of those commodities when 
moving in mixed loads to “food and 
related products;” Sub 65, welding 
materials and supplies, electric motors, 
electric welders, hand trucks, and parts | 
and accessories therefor, to “electrical 
machinery, equipment and supplies,” 
remove facilities restriction; Sub 74, 
broaden part (1), castings, part (2) steel 
forgings and part (3) materials and 
supplies used in the manufacture and 
distribution of steel forgings, to “metal 
products;” Danville and Harvey 
facilities to Vermilion and Cook 
Counties, IL; all subs, to radial authority. 


MC 118513 (Sub-3)X, filed January 15, 
1982. Applicant: DIERINGER 
TRUCKING SERVICE, INC., 1732 Hilton 
Street, Fairbanks, AK 99701. 
Representative: Warren G. Kellicut, 437 
E Street, Suite 500, Anchorage, AK 
99501. Sub 2 Certificate, broaden: 
“Between Valdez, AK, on the one hand, 
and, on the other those points in AK (1) 
on AK Hwy 2 between and including 
Fairbanks, AK and the United States- 
Canada boundary line; (2) within 10 
miles of that portion of AK Hwy 2; (3) on 
AK Hwy 1 between and including Tok 
Junction and Anchorage, AK; (4) on AK 
Hwy 4 between Valdez and junction AK 
Hwys 4 and 2 at or near Buffalo Center, 
AK; (5) on AK Hwy 10 between and 
including junction AK Hwys 4 and 10 
and Chitina, AK; (6) on AK Hwy 5 
between and including Tetlin Junction 
and Eagle, AK; (7) on AK Hwy 6 
between and including Fairbanks and 
Circle, AK; and (8) within 10 miles of at 


3891 


portion of AK Hwy 6;” to “Betweén 
points in the Second, Third and Fourth 
Judicial Districts of Alaska.” 


MC 119343 (Sub-4)X, filed January 18, 
1982. Applicant: MINDEMANN 
TRUCKIN, INC., N63 W22985 Main 
Street, Sussex, WI 53089. 
Representative: Daniel R. Dineen, 710 
North Plankinton Avenue, Milwaukee, 
WI 53203. Sub-No. 2 certificate and MC- 
145746 (Sub-No. 4) permit to (1) change 
rough and cut stone to “clay, concrete, 
glass, or stone products in Sub-2;” (2) 

+» broaden Lannon, WI, and Menomonee 
and Lisbon Townships, to Waukesha 
County, WI in Sub 2; and (3) to radial 
service in Sub-No. 2; (4) broaden to 
between points in the U.S. under 
continuing contract(s) with the named 
shipper, in Sub 4. 

MC 123279 (Sub-13)X, filed January 13, 
1982. Applicant: CHARTER EXPRESS, 
INC., 8418 Tallmadge Road, R.D. #6, 
Ravenna, OH 42266. Representative: 
William P. Jackson, Jr., P.O. Box 1240, 
Arlington, VA 22210. Sub 6F, broaden 
from Cheviot, Bridgeton and 
Miamitown, OH to Hamilton County, 
OH. 


MC 124887 (Sub-137)X, filed January 
12, 1982. Applicant: SHELTON 
TRUCKING SERVICE, INC., Route 1, 
Box 230, Altha, FL 32421. 
Representative: Sol H. Proctor, 1101 
Blackstone Bldg., Jacksonville, FL 32202. 
Sub 116F certificate: (1) broaden iron 
and steel articles and metals to “metal 
products and ores and minerals,” and (2) 
remove “except in bulk” restriction. 


MC 127304 (Sub-20)X, filed January 18, 
1982. Applicant: CLEAR WATER 
TRUCK COMPANY, INC., 9101 North 
West Street, Valley Center, KS 67148. 
Representative: Michael J. Ogborn, P.O. 
Box 82028, Lincoln, NE 68501. Sub-17F 
permit broaden: (1) To “petroleum, 
natural gas and their products, 
automotive supplies, and machinery” 
from lubricants, automotive supplies, 
and hand lubrication equipment and (2) 
to “between points in the U.S. (except 
AK and HI)” under continuing 
contract(s) with a named shipper. 


MC 127887 (Sub-3)X, filed January 18, 
1982. Applicant: RAINWATER 
TRUCKING CO., INC., 1123 South 6th 
Street, Fort Smith, AR 72901. 
Representative: Troy R. Douglas, P.O. 
Box 1881, Fort Smith, AR 72902. Lead 
and Sub No. 1 (1) lead and Sub-No. 1 
broaden heavy machinery, wooden or 
metal poles and bridge and construction 
steel to “those commodities which 
because of their size or weight require 
the use of special handling or 
equipment;” (2) remove exclusion of 
“Little Rock and points in its commercial 





zone” from the territorial description, 
lead; (3) remove “prior movement by 
rail” restriction, lead. 

MC 128448 (Sub-3)X, filed January 8, 
1982. Applicant: VICTOR LEASING 
COMPANY, d.b.a. WESTLUND 
TRUCKING CO.; P.O. Box 2900, 
Bakersfield, CA 93303. Representative: 
Earl N. Miles, 3704 Candlewood Dr., 
Bakersfield, CA 93306. Subs 1 and 2F 
permits: (1) broaden to “metal products” 
from iron or steel articles and fabricated 
and prefabricated metal articles, Sub 1; 
(2) remove the “prior movement by 
water” restriction, Sub 1; and (3) 
broaden to “between points in the U.S., 
under continuing contract(s) with named 
shippers, both permits. 

MC 134820 (Sub-14)X, filed January 8, 
1982. Applicant: R. S. ALBRIGHT, INC., 
6640 Ellis Ave. S., Seattle, WA 98108. 
Representative: R. S. Albright (same 
address as applicant). Subs 1, 3, 6 and 8 
permits. Broaden to between points in 
U.S., under continuing contract(s) with 
named shippers. 

MC 140581 (Sub-30)X, filed September 
30, 1981, previously noticed in Federal 
Register on October 26, 1981, 
republished to notice the following 
omissions. Applicant: HAGWOOD 
ENTERPRISES, INC., 2472 Pinson Hwy., 
Birmingham, AL 35217. Representative: 
William P. Jackson, Jr., P.O. Box 1240, 
Arlington, VA 22210. Sub-No. 19: 
broaden Houston, TX, to include 
Galveston and Liberty Counties, TX, in 
addition to those counties previously 
noticed. 

MC 140898 (Sub-12)X, filed January 11, 
1982. Applicant: KENDRICK TRUCKING 
CORPORATION, P.O. Box 19097, 
Louisville, KY 40219. Representative: 
James W. Kendrick (same as applicant). 
Lead and Subs 1, 3F, 4F, 6F, 8F and 9F, 
(A) broaden in lead part (2), Subs 1, 9, 
and 6 to “such commodities as are dealt 
in or used by mining, earth moving or 
quarrying companies,” from repair and 
maintenance parts for mining, earth 
moving, quarrying equipment, and 
vehicles used in mining, earth moving, 
and quarrying; Sub 3, part 2 to “pulp, 
paper and related products” from paper 
and paper products; Sub 4 part (1) to 
“machinery” from mechanical and 
fabric dust collectors and wet scrubbers; 
Sub 4, part (2) to “such commodities as 
are dealt in or used in the manufacture, 
sale and distribution of dryers” from 
iron or steel gears, pinions and 
trunnions and iron castings used in the 
manufacture of rotary dryers; Sub 4, part 
(3) “such commodities as are dealt in or 
used in the manufacture, sale and 
distribution of material handling 
systems” from equipment and supplies 
used in the construction of meterial 


handling systems; Sub 8 to “machinery” 
from surface-mounted hydraulic 
automobile lift, (B) all authorities to 
radial authority; (C) lead and Subs 3, 4, 
8, and 6 delete the facilities limitations 
(D) lead and Subs 1, 3, 4, 6, by 
elimination of restrictions to 
transportation of traffic originating or 
destined to the named facilities; (E) 
remove restriction to shipment of no 
more than 5,000 pounds from one 
consignor to anyone consignee at one 
location in a single day in Sub-No. 1. (F) 
broaden Wise, VA, to Wise County in 
the lead; (G) delete in bulk exceptions in 
Sub 4 (parts 2 and 3). 

MC 142546 (Sub-5X), filed January 11, 
1982. Applicant: MER-LOU 
TRANSPORTATION, INC., P.O. Box 
247, Millsboro, DE 19966. 
Representative: James H. Sweeney, P.O. 
Box 9023, Lester, PA 19113. No. MC~ 
142546 Sub 1 certificate, and lead MC- 
136301 and Subs 3, 7 and 8F permits: 
Broaden to “food and related products 
and materials, equipment and supplies 
used in the manufacture and distribution 
of food and related products,” from (a) 
malt beverages, MC-142546 Sub 1; (b) 
pickled products, in containers, and 
supplies and materials, lead MC-136301 
and Sub 3; {c) pickled products, in 
containers, MC-136301 Sub 7; and (d) 
foodstuffs, MC-136301 Sub 8F; Remove 
“except in bulk” restriction, MC-136301 
Sub 3; Broaden to (a) county-wide, 
radial authority: Onondaga County, NY 
(South Volney), and New Castle County, 
DE (Wilmington), MC-142546 Sub 1; (b) 
between points in the U.S., under 
continuing contract(s) with a named 
shipper, in permits. 

MC 145565 (Sub-4X), filed January 6, 
1982. Applicant: C. D. BRESHEARS, 
d.b.a. J] & B SERVICES, 1307 S. Lincoln 
St., Casper, WY 82601. Representative: 
C. D. Breshears (same address as 
applicant). Sub-No. 2F: (1) broaden 
Casper, WY, to Natrona County; (2) 
delete the exception of oil drilling rigs; 
(3) add “machinery and materials” to 
equipment and supplies used in, or in 
connection with the discovery, 
development, production, refining, 
manufacture, processing, storage, 
transmission, and distribution of natural 
gas and petroleum. 

MC 145637 (Sub-10X), filed January 7, 
1982. Applicant: B&B EXPRESS, INC., 
P.O. Box 5552, Station B, Greenville, SC 
29606. Representative: Henry E. Seaton, 
929 Pennsylvania Bldg., 425 13th St., 
NW., Washington, DC 20004. MC-145973 
Sub 2F permit. Broaden materials, 
supplies and equipment used in the 
manufacture of new furniture to 
“furniture and fixtures, and materials, 
equipment and supplies used in the 
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manufacture and distribution of 
furniture and fixture;” to between points 
in U.S., under continuing contract(s) 
with named shipper. 

MC 145836 (Sub-5X), filed January 5, 
1982. Applicant: TRYCO TRUCKING 
CO., INC., 2508 Starita Rd., Charlotte, 
NC 28213. Representative: Eric 
Meierhoefer, Suite 1000, 1029 Vermont 
Ave., NW., Washington, DC 20005. Sub 
3F certificate: Remove the originating at 
or destined to facilities of shipping 
associations and their members 
restriction. 


MC 145936 (Sub-4X), filed January 15, 
1982. Applicant: G & M TRUCKING, 
INC., 15313 Goodrich Dr., NW., Gig 
Harbor, WA 98335. Representative: 
Kenneth R. Mitchell, 2320A Milwaukee 
Wy, Tacoma, WA 98421. Sub 2F 
broaden: ice cream to “dairy products”; 
service to radial authority; and Union 
City to Alameda County, CA. 


MC 146546 (Sub-3)X, filed January 11, 
1982. Applicant: JOHN W. AND 
CARLENE C. ARNETT, d.b.a. LUCARJO 
CARRIERS, 4643 Prescott, Lincoln, NE 
68506. Representative: Max H. Johnston, 
P.O. Box 6597, Lincoln, NE 68506. Sub 2 
permit: (1) broaden furniture and 
materials, supplies and equipment to 
“furniture and fixtures, and materials, 
supplies and equipment;” and (2) 
broaden the territorial authority to 
between points in the U.S., under 
continuing contract(s) with a named 
shipper. 

MC 147387 (Sub-4)X, filed January 7, 
1982. Applicant: BAMA 
TRANSPORTATION COMPANY, INC., 
2727 East 11th St., Tulsa, OK 74104. 
Representative: Michael J. Masterson 
(same address as applicant). No. MC- 
139642 Sub-4 permit, broaden: (1) to 
“materials and supplies used in the 
manufacture of food and related 
products” from materials and supplies 
(except in bulk) used . . . bakery 
products; and (2) to between points in 
the U.S. under continuing contract(s)_ 
with named shipper. 


MC 149324 (Sub-4)X, filed January 11, 
1982. Applicant: BLACK ARROW 
TRANSPORT, INC., 200 Chestnut Street, 
P.O. Box 1924, Springfield, MA 01101. 
Representative: James M. Burns, 1383 
Main Street, Suite 413, Springfield, MA 
01103. Sub 2X certificate, broaden part 
(1) to radial authority; and MC 144022 
(Sub-2)F permit broaden to between 
points in the U.S. under continuing 
contract(s) with named shipper. 

MC 149563 (Sub-13)X, filed December 
3, 1981, previously noticed in the Federal 
Register of December 24, 1981, 
republished as corrected this issue. 
Applicant: SUPER TRUCKERS, INC., 
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3900 Commerce Avenue, P.O. Box 111, 
Fairfield, AL 35064. Representative: 
William P. Jackson, jr., 3426 N. 
Washington Blvd., P.O. Box 1240, 
Arlington, VA 22210. Subs 1 and 3: (1) 
broaden South Calera, AL, to Chilton 
County in Sub-No. 3; (2) Rapids Parish, 
LA for Bunkie, in Sub-No. 1; (3) a correct 
the spelling of Torras, LA, and 
Bellewood, MS, in Sub-No. 1. The 
purpose of this republication is noted 
above and are in addition to the Federal 
Register publication of 12-24-81. 

[FR Doc. 82-1990 Filed 1-26-82; 8:45 am] 

BILLING CODE 7035-01-M 


Motor Carrier Temporary Authority 
Applications 


The following are notices of filing of 
applications for temporary authority 
under Section 10928 of the Interstate 
Commerce Act and in accordance with 
the provisions of 49 CFR 1131.3. These 
rules provide that an original and two 
(2) copies of protests to an application 
may be filed with th® Regional Office 
named in the Federal Register 
publication no later than the 15th 
calendar day after the date the notice of 
the filing of the application is published 
in the Federal Register. One copy of the 
protest must be served on the applicant, 
or its authorized representative, if any, 
and the protestant must certify that such 
service has been made. The protest must 
identify the operating authority upon 
which it is predicated, specifying the 
“MC” docket and “Sub” number and 
quoting the particular portion of 
authority upon which it relies. Also, the 
protestant shall specify the service it 
can and will provide and the amount 
and type of equipment it will make 
available for use in connection with the 
service contemplated by the TA 
application. The weight accorded a 
protest shall be governed by the 
completeness and pertinence of the 
protestant's information. 

Except as otherwise specifically 
noted, each applicant states that there 
will be no significant effect on the 
quality of the human environment 
resulting from approval of its 
application. 

A copy of the application is on file, 
and can be examined at the ICC 
Regional Office to which protests are to 
be transmitted. 

Note.—All applications seek authority to 
operate as a common carrier over irregular 
routes except.as otherwise noted. 


Motor Carriers of Property 
Notice No, F-185 


The following applications were filed 
in Region 3, Send protests to ICC, 


Regional Authority Center, P.O. Box 
7600, Atlanta, GA 30357. 

MC 107478 (Sub-3-10TA), filed 
January 11, 1982. Applicant: OLD 
DOMINION FREIGHT LINE, INC., Post 
Office Box 2006, High Point, NC 27261. 
Representative: Kim D. Mann, 7101 
Wisconsin Avenue, Suite 1010, 
Washington, D.C. 20014. Contract 
carrier: Irregular. General commodities 
(except household goods as defined by 
the Commission and classes. A and B 
explosives) between points in AL, FL, 
GA, MD, MS, NC, SC, TN, and VA under 
a continuing contract with J.C. Penney 
Company, Inc. Supporting shipper: J.C. 
Penney Gompany, Inc., 1301 Avenue of 
the Americas, New York, NY 10019. 

MC 115654 (Sub-3-32TA), filed 
January 12, 1982. Applicant: 
TENNESSEE CARTAGE CO., INC., P.O. 
Box 23193, Nashville, TN 37202. 
Representative: Jackie Hastings Jones 
(same as applicant). Contract Carrier: 
Irregular. General commodities (except 
Classes A and B explosives, Household 
Goods as defined by the Commission, 
commodities which because of size and 
weight require the use of special 
equipment, and commodities in bulk), 
between points in the US under 
continuing contract(s) with Ferro 
Corporation. Supporting shipper: Ferro 
Corporation, 20 Culvert St., Nashville, 
TN 37210. 

MC 121615 (Sub-3-3TA), filed January 
12, 1982. Applicant: ALL SOUTH 
MOTOR FREIGHT, INC., P.O. Box 
100893, Nashville, TN 37210. 
Representative: Henry E. Seaton, 929 
Pennsylvania Bldg., 425 13th Street NW., 
Washington, DC 20004. General 
commodities (except classes A&B 
explosives, household goods as defined 
by the Commission, and commodities in 
bulk), between points in Davidson 
County, TN, on the one hand, and, on 
the other, points in NC and SC. 
Supporting shipper{s): There are 14 
supporting shipper statements which 
may be examined at the Commission's 
Regional Authority Center in Atlanta, 
GA. Note: Applicant intends to tack 
with its authority in docket number MC- 
121815 (Sub 4X) and to interline at 
Nashville, Memphis, and Chattanooga, 
TN; Charlotte, NC; and St. Louis, MO. 

The following applications were filed 
in Region 4. Send protests to: Interstate 
Commerce Commission, Complaint and 
Authority Branch, P.O. Box 2980, 
Chicago, IL 60604. 

MC 54855 (Sub-1-2), filed January 15, 
1982. Applicant: LOUISVILLE, NEW 
ALBANY, & CORYDON RAILROAD 
COMPANY, d.b.a. LOUISVILLE AND 
CORYDON TRANSFER; 210 Walnut St., 
Corydon, IN 47112. Representative: 


Norman A. Cooper, 145 W. Wisconsin 
Ave., Neenah, WI 54956. Transportation 
equipment and parts, lumber and wood 
products and those commodities dealt in 
and sold by home center supply stores 
between the facilities of Evans Products 
Company and its subsidiaries on the one 
hand, and, on the other, points in AL, 
CA, FL, GA, IL, IN, KS, KY, MI, MO, OH, 
PA, SC, TN and TX, for 270 days. 
Supporting shipper: Evans Products 
Company, Suite 900 East Tower, 2550 
Golf Road, Rolling Meadows, IL 60008. 


MC 98154 (Sub-4-6TA) filed January 
15, 1982. Applicant: BRUCE CARTAGE, 
INCORPORATED, 3460 East 
Washington Road, Saginaw, MI 48601. 
Representative: Karl L. Gotting, 1200 
Bank of Lansing Building, Lansing, MI 
48933. Merchandise as are dealt in by 
retail department stores between the 
facilities of Meijer, Inc., located at 
points in MI and OH. Supporting 
Shipper: Meijer, Incorporated, 2727 
Walker Road, NW, Grand Rapids, MI 
49504. 


MC 98154, (Sub-4—5TA) filed January 
13, 1982. Applicant: BRUCE CARTAGE, 
INC., 3460 E. Washington, Road, 
Saginaw, MI 48601. Representative: Karl 
L. Gotting, 1200 Bank of Lansing 
Building, Lansing, MI 48933. Household 
appliances, including television sets, 
crated and uncrated, between Wayne 
County, MI and St. Jgseph County, IN. 
An underlying ETA seeks 120-day 
authority. Supporting Shipper: Fretter 
Appliance Company, 35901 Schoolcraft, 
Livonia, MI 48150. 


MC 141620 (Sub-4-3TA), filed January 
14, 1982. Applicant: VAN BUS 
DELIVERY, d.b.a. UNITED VAN BUS, 
2601-32nd Avenue, South, Minneapolis, 
MN 55406. Representative: Warren A. 
Goff, 2008 Clark Tower, 5100 Popular 
Avenue, Memphis, TN 38137. Contract, 
Irregular such commodities as are dealt 
in by retail stores and catalog outlets, 
between Minneapolis, MN, on the one 
hand, and, on the other, points in Pierce 
and St. Croix Counties, WI, under a 
continuing contract with Montgomery 
Ward and Company. Supporting 
shipper: Montgomery Ward and 
Company, One Montgomery Ward 
Plaza, Chicago, IL 60671. 


MC 144696 (Sub-4-7TA), filed January 
14, 1982. Applicant: MEEUWSEN 
PRODUCE, INC., 9525 Ransom St., 
Zeeland, MI 49464. Representative: 
Edward N. Button, 635 Oak Hill Ave.. 
Hagerstown, MD 21740. Coal and Ice, 
from Punxsutawney, PA to points in MI, 
OH, IL, IN, WI, KY, and CT. Supporting 
shipper: Michigan Ice Services 
Company, 145% E. Kalamazoo Ave., 
Kalamazoo, MI 49006. 





MC 146062 (Sub-4-1TA), filed January 
14, 1982. Applicant: J. C. HAULING CO., 
P.O. Box 12, Millstadt, IL 62260. 
Represenative: Joseph E. Rebman 314 N. 
Broadway, Suite 1300, St. Louis, MO 
63102. Zinc and zinc byproducts 
between Gary, IN, on the one hand, and, 
on the other, Coffeyville, KS and 
Hillsboro, IL. Supporting Shipper: 
Sherwin-Williams Company, Chicago, 
IL. 

MC 152514 (Sub-4—4TA), filed January 
14, 1982. Applicant: MOTOR 
ACTIVITIES, LTD., 860 Skokie Hwy., 
Lake Bluff, IL 60044. Represenative: 
James R. Madler, 120 W. Madison St., 
Chicago, IL 60602. Such commodities as 
are sold or used by retail and wholesale 
food and drug outlets and industrial 
distributors (except in bulk) between 
Racine and Waxdale, WI and the 
Chicago, IL Commercial Zone, on the 
one hand, and, on the other, points in 
the U.S. (except AK and HI). Supporting 
Shipper: S. C. Johnson & Son, Inc., 
Racine, WI 53403 and Park Corp., 
Barrington, IL. 

MC 159296 (Sub-4—2TA), filed January 
14, 1982. Applicant: BLUE AND WHITE 
EXPRESS OF MICHIGAN, INC., P.O. 
Box 1753, 27906 Mound Road, Warren, 
MI 48090. Represenative: W. B. Elmer, 
615 E. 8th Street, Traverse City, MI 
49684. Canned and packaged foods, 
household supplies, beverages and 
equipment, material and store supplies, 
and such items as are dealt in by 
grocery stores; health and beauty aid 
items, toiletries, and general 
merchandise as dealt in by drug stores 
between points in Michigan, Scranton, 
PA and commercial zone, Havre De 
Grace, MD, Baltimore, MD and 
commercial zone, Evansville, IN and 
commercial zone, Miami, FL and 
commercial zone, Fostoria, OH, on the 
one hand and on the other, points and 
place in OH, IN, IL, WI, NY, PA, NJ, FL, 
Richmond, VA and Norfolk, VA and 
commercial zones, St. Louis, MO, 
Carrollton, MO, Marshall, MO, Kansas 
City, MO and commercial zones, 
Baltimore, MD and commercial zone and 
Kansas City, KS and commercial zone. 
Two supporting shippers: Chatham 
Super Markets, 2300 E. Ten Mile Road, 
Warren, MI 48091 and Faygo Beverages, 
Inc., 3579 Gratiot, Detroit, MI 48207. 

MC 160088 (Sub-4-1TA), filed January 
14, 1982. Applicant: TRAILER TRANSIT, 
INC., 719 Wabash Street, Michigan City, 
IN 46360. Represenative: Brian R. Busch 
(same address as applicant). 
Transportation equipment between 
points in the U.S. *Supporting Shippers: 
Fruehauf Corporation, 10900 Harper 
Ave., Detroit, MI 48232; Evans Tank Co., 
P.O. Drawer 1589, Lubbock, TX 79401; 


Walker Stainless Equipment Co., Inc., 
P.O. Box 202, New Lisbon, WI 53950; 
Brenner Tank Inc., 450 Arlington Ave., 
Fond du Lac, WI 54935; Transportation 
Equipment Corp., 900—6th Ave., SE., 
Minneapolis, MN 55414; The Heil Co., 
3000 W. Montana, Milwaukee, WI 53215. 

The following applications were filed 
in Region 5. Send protests to: Consumer 
Assistance Center, Interstate Commerce 
Commission, Post Office Box 17150, Fort 
Worth, TX 76102. 

MC 152277 (Sub-5-4TA), filed January 
15, 1982. Applicant: LONG MILE 
RUBBER COMPANY, 155 South Court, 
Exchange Park, Dallas, TX 75245. 
Representative: James Petty (same as 
applicant). Contract, Irregular; food and 
related products between points in the 
U.S. under a continuing contract with 
Ben C. Williams Sales Company, 6000 
Denton Drive, Dallas, TX. 


MC 24583 (Sub-5-6TA), filed January 
15, 1982. Applicant: FRED STEWART 
COMPANY, P.O. Box 340, El Dorado, 
AR 71730. Representative: Tom E. Moore 
(same as above). Petroleum and related 
products, between Jefferson County, AL 
and points in the U.S. Supporting 
shipper, International Oil Company, 
Birmingham, AL. 

MC 144693 (Sub-5-3TA), filed January 
14, 1982. Applicant: GLENN’S TRUCK 
SERVICE, INC., #1 Produce Row, St. 
Louis, MO 63102. Representative: 
Ronald R. Adams, Myers, Knox & Hart, 
600 Hubbell Building, Des Moines, IA 
50309. Sponge rubber carpet cushion, 
from Cape Girardeau, Missouri, to 
points in California, Oregon, and 
Washington. Supporting shipper: 
Recticel Foam Corporation, P.O. Box 
655, Buffalo, NY 14240. 


MC 147378 (Sub-5-6TA), filed January 
14, 1982. Applicant: BAMA 
TRANSPORTATION COMPANY, INC., 
5247 East Pine, Tulsa, OK 74115. 
Representative: Jack R. Anderson, Suite 
305, Reunion Center, 9 East Fourth 
Street, Tulsa, OK 74103. Contract, 
Irregular: Foodstuffs, from Tulsa, OK to 
points in Dallas, TX; Amarillo, TX; 
Lubbock, TX; Austin, TX; Albuquerque, 
NM; Wichita, KS; Dodge City, KS; 
Kansas City, MO; Denver, CO; Little 
Rock, AR; and from Santa Ana, CA to 
points in Tulsa, OK. Supporting shipper: 
The Original Chili Bowl, Inc., 9016 East 
46th St., Tulsa, OK 74145. 


MC 147422 (Sub-5-2TA), filed January 
15, 1982. Applicant: BOND TRANSFER, 
INC., 1831 Mills Avenue, El Paso, TX 
79901. Representative: Gary L. 
Thompson, President (same as 
applicant). General commodities, 
(except Class A & B explosives, 
household goods, as defined by the 
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Commission and commodities in bulk), 
between points in El] Paso County, TX, 
Chaves, Dona Ana, Eddy, Grant, 


’ Hidalgo, Lea, Lincoln, Luna, Otero and 


Sierra Counties, NM and points in 
Bernalillo, Curry, De Baca, Guadalupe, 
Quay, Roosevelt, Socorro and Torrance 
Counties, NM. Supporting shippers: 30. 
Note.—Applicant intends to interline. 


MC 151819 (Sub-5-24TA), filed 
January 15, 1982. Applicant: CARGO- 
MASTER, INC., 2815 Gaston Av., Dallas, 
TX 75226-1306. Representative: Jackson 
Salasky, 2815 Gaston Av., Dallas, TX 
75226-1306. Malt beverages, and related 
materials and supplies from the 
facilities of the Joseph Schlitz Brewing 
Company at or near Longview, TX to 
points in CO. Supporting shipper(s): 
Twin City Distributing Company P.O. 
Box 637, Greeley, CO 80632; Murray 
Brothers Distributing Company, 1505 W. 
3rd Ave., Denver, CO 80223. 


MC 154436 (Sub-5-2TA), filed January 
14, 1982. Applicant: MARILYN 
THOMAS, d.b.a. MAT TRUCKING, 2604 
West Pleasant Ridge Road, Arlington, 
TX 76016. Representative: Billy R. Reid, 
1721 Carl Street, Fort Worth, TX 76103. 
Contract, irregular; plastic products, 
and materials used in the manufacture 
of plastic products, between Dallas, TX, 
on the one hand, and, on the other 
Gardena, Valencia and Los Angeles, 
CA; Morgantown and West Jefferson, 
NC; Lake City, PA; Lynnbrook, NY; 
Providence, RI; Fort Gibson, MS; 
Minneapolis, MN; Laredo and Del Rio, 
TX; and Fredonia, WI; under continuing 
contract(s) with Plastics Manufacturing 
Company, Dallas, TX. 


MC 159792 (Sub-2TA), filed January 
14, 1982. Applicant: MID-AMERICA 
DAIRYMEN, INC., P.O. Box 1837 S.S.S., 
Springfield, MO 65805. Representative: 
E. R. Grant (same as applicant). General 
commodities (except classes A and B 
explosives, household goods, and 
commodities in bulk, (1) between points 
in and East of ND, SD, NE, CO, OK, TX, 
and (2) between points in CA, on the 
one hand, and, on the other, points in 
and East of ND, SD, NE, CO, OK, and 
TX. Restricted to traffic moving for the 
account of Grand Enterprises, Inc. 
Supporting shipper: Grand Enterprises, 
Inc., P.O. Box 10036, Springfield, MO 
65808. 

MC 159982 (Sub-5-1TA), filed January 
14, 1982. Applicant: O. L. EXPRESS, 
LTD., P.O. Box 327, Carlisle, IA 50047. 
Representative: William L. Fairbank, 
2400 Financial Center, Des Moines, IA 
50309. Contract; Irregular. Meats, meat 
products, meat by-products and articles 
used by meat packing houses between 
the facilities of Swift Independent 
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Packing Co. at pts in the U.S., on the one 
hand, and, on the other, pts in the U.S. 
Supporting shipper: Swift Independent 
Packing Company, Manager of 
Transportation Operations, 115 W. 
Jackson Blvd., 7th Fir., Chicago, IL 60604. 

MC 160085 (Sub-5-1TA), filed January 
14, 1982. Applicant: NEBRASKA SALT & 
GRAIN CO., Route 2, Box 1, Gothenburg, 
NE 69138. Representative: Jesse F. Davis, 
Practitioner, 3917 East Funston, Wichita, 
KS 67218. Contract, Irregular: Super- 
expanded light shale aggregate, in bulk, 
Between plantsites of Buildex, Inc., at or 
near Mackie, McPherson County, KS, 
and Ottawa in Franklin County, KS, and 
plantsite of Valley Block Co., Loveland, 
Larimer County, CO, under continued 
contract(s) with Valley Block Co., 
Loveland, GO. 

MC 160086 (Sub-5-1TA), filed January 
14, 1982. Applicant: RONNIE READY, 
d.b.a. READY TANK COMPANY, Route 
1, Terlton, OK 74081. Representative: 
William P. Parker, P.O. Box 54657, 
Oklahoma City, OK 73154. Chemicals, in 
bulk, between the facilities of Resource 
Recovery and Refining Company at or 
near Sand Springs, OK on the one hand, 
“ and, on the other, Zionsville, IN; 
Wichita, KS; Dallas, TX and Fort Smith, 
AR. Supporting shipper: Resdéurce 
Recovery and Refining Company, 5833 
South Lewis, Tulsa, OK 74105. 

MC 160095 (Sub-5—1), filed January 15, 
1982. Applicant: SHIPPERS 
TRANSPORT, INC., P.O. Box 6344, 
Kansas City, MO 64126. Representative: 
Richard J. Ussary (same address as 
applicant). Contract, Irregular. 
Emulsifiers, enrichments, flavors, and 
food stuffs used in the food industry, 
from Olathe, KS to points in the U.S. 
Supporting shipper: Paniplus Company, 
100 Paniplus Roadway, Olathe, KS 
66061. 

Agatha L. Mergenovich, 
Secretary. 

[FR Doc. 8251991 Filed 1-26-82; 6:45 amj 
BILLING CODE 7035-01-M 


[Finance Docket Nos. 29699, 29716] 


Aroostook Valley Railroad Co.— 
Abandonment Between Washburn and 
Caribou, ME—Petition for Exemption 
and Abandonment Between Rands and 
Washburn, ME—Exemption 


AGENCY: Interstate Commerce 
Commission. 

ACTION: Notice of Consolidation and 
Exemption. 


summanry: The Interstate Commerce 
Commission consolidates these 
proceedings and exempts them from the 
requirements of 49 U.S.C. 10903. 


DATES: The exemptions are effective on 
February 26, 1982. Petitions to reopen 
this action for reconsideration must be 
filed March 18, 1982. 

appresses: Send pleadings to: 

(1) Section of Finance, Room 5414, 
Interstate Commerce Commission, 
12th St. and Constitution Ave., 
Washington, D.C. 20423 

(2) Petitioner's Representative, Linda 
Smith Dyer, Aroostook Valley 
Railroad Company, 32 Parsons Street, 
Presque Isle, ME 04769. 

FOR FURTHER INFORMATION CONTACT: 

Richard A. Kelly, (202)-275-7245 

Irwin Elyn, (202)-275-7698. 

SUPPLEMENTARY INFORMATION: Copies 

of the complete decision may be 

obtained from Room 2227 at the 

Commission’s Headquarters at 12th and 

Constitution Avenue, N.W., Washington, 

DC 20423, or by calling the 

Commission’s toll-free number for 

copies at 800-424-5403. 


Decided: January 20, 1982. 

By the Commission, Chairman Taylor, 
Vice-Chairman Gilliam, Commissioners 
Gresham and Clapp. 

Agatha L. Mergenovich, 
Secretary. 

[FR Doc. 82-1992 Filed 1-26-82; 8:45 am} 
BILLING CODE 7035-01-M 





[Finance Docket No. 28640 (Sub-No. 8)] 


Chicago, Milwaukee, St. Paul & Pacific 
Railroad Co.—Reorganization; 
Authorization of Chicago, Milwaukee, 
St. Paul & Pacific Railroad Co. Bond 
and Debenture Holders Protective 
Committee 


January 21, 1982. ~ 
AGENCY: Interstate Commerce 
Commission. 


ACTION: Institution of proceeding. 


summary: The Commission is instituting 
a proceeding under Section 77({p) of the 
former Bankruptcy Act (11 U.S.C. 205) to 
consider the application of the Chicago, 
Milwaukee, St. Paul and Pacific Railroad 
Bond and Debenture Holders Protective 
Committee (Committee) for authority to 
solicit authorizations from holders of 
debt securities of the Chicago, 
Milwaukee, St. Paul and Pacific Railroad 
Company (MILW) to represent them in 
proceedings for MILW’s reorganization. 
This proceeding will be handled under 
modified procedure; the following 
schedule is set for the submission of 
evidence. 

DATES: (1) Verified statements 
supporting or opposing the application 
are due February 22, 3982; (2) Verified 
replies are due March 8, 1982. 


ADDRESSES: An original and 10 copies of 
all statements, referring to Finance 
Docket No. 28640 {Sub-No. 8), should be 
sent to: Section of Finance, Room 5414, 
Interstate Commerce Commission, 
Washington, D.C. 20423. 

Copies should also be served on: 


(1) Applicant's representative: Robert w. 
Hallock, Kirkland & Ellis, 200 East 
Randolph Drive, Suite 6000, Chicago, 
IL 60601 

(2) Clerk: United States District Court, 
Northern District of Illinois, Eastern 
Division, 209 South Dearborn Street, 
Chicago, IL 60606 and 

(3) Parties to MILW’s Reorganization 
Court proceedings. 


FOR FURTHER INFORMATION CONTACT: 
Richard A. Kelly, (202) 275-7564. 


SUPPLEMENTARY INFORMATION: The 
Committee requesis authority to solicit 
proxies or authorizations to represent 
and act for holders of the following 
MILW securities in MILW's 
reorganization proceedings: 

(1) MILW First Mortgage Bonds, 
Series A, due 1994; principal amount 
$11,600,000. 

(2) MILW General Mortgage Income 
Bonds, Series A, due 2019; principal 
amount $24,685,000. 

(3) MILW General Mortgage 
Convertible Income Bonds, Series B, due 
2044; principal amount $31,127,000. 

(4) MILW Income Debentures, Series 
A, due 2055; principal amount 
$55,604,000. 

(5) The Southern Indiana Railway 
Company First Mortgage Bonds, due 
1994; principal amount $5,100,000. 

(6) Chicago, Terre Haute and 
Southeastern Railway Company First 
and Refunding Mortgage Bonds, due 
1994; principal amount $7,170,000. 

(7) Chicago, Terre Haute and 
Southeastern Railway Company Income 
Mortgage Bonds, due 1994; principal 
amount $4,739,000. 

The Committee is proposed of the 
following members: 

(1) American Financial Corporation, 
One East Fourth Street, Cincinnati, OH 
45202, Owner of $25,058,000 principal 
amount of MILW Income Debentures, 
Series A, due 2055, which is 
approximately 45 percent of the total 
amount outstanding of this security. 

(2) Daniel R. Long Ill, Suite 330—The 

,Quadrangle, Village of Cross Keys, 
Baltimore, MD 21210, Owner of $231,000 
principal amount of MILW Income 
Debentures, Series A, due 2055, which is 
approximately 0.4 percent of the total 
amount outstanding of this security. 

(3) Jerome L. Greene, Marshall, 
Bratter, Greene, Allison & Tucker, 430 
Park Avenue, New York, NY 10021, 
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Owner of the following: (a) $755,000 
principal amount of MILW Income 
Debentures, Series A, due 2055, which is 
approximately 1.4 percent of the total 
amount outstanding of this security. 

(b) $300,000 principal amount of 
Chicago, Terre Haute and Southeastern 
Railway Company First and Refunding 
Mortgage Bonds, due 1994, which is 
approximately 4.2 percent of the total 
amount outstanding of this security. 

(c) $200,000 principal amount of MILW 
First Mortgage Bonds, Series A, due 
1994, which is approximately 1.7 percent 
of the total amount outstanding of this 
security. 

Interested persons may participate as 
parties in this proceeding by filing 
verified statements as indicated above. 
Copies of the Committee’s application 
may be obtained from its representative. 

The Committee may not act in a 
representative capacity until so 
authorized by the Commission. Each 
member of the Committee may 
participate in MILW reorganization 
’ proceedings on its own behalf until the 
Commission acts on the application. 


By the Commission, Reese H. Taylor, Jr., 
Chairman. 
Agatha L. Mergenovich, 
Secretary. 
[FR Doc. 82-1994 Filed 1-26-82; 8:45 am] 
BILLING CODE 7035-01-M 


[Finance Docket No. 29535 (Sub-1)] 


Missouri-Kansas-Texas Railroad Co.- 
Exemption-Trackage Rights Over 
Missouri Pacific Railroad Co. Between 
Fort Worth and Dallas in Tarrant and 
Dallas Counties, TX 


AGENCY: Interstate Commerce 
Commission. 


ACTION: Notice of Exemption. 


SUMMARY: The Commission exempts 
from the requirement of prior approval 
under 49 U.S.C. 11343 the acquisition of 
trackage rights by Missouri-Kansas- 
Texas Railroad Company over 30.8 
miles of Missouri Pacific Railroad 
Company track between Fort Worth and 
Dallas, in Tarrant and Dallas Counties, 
TX. 


DATES: This exemption will be effective 
March 1, 1982. Petition for 
reconsideration of this action must be 
filled by February 16, 1982. 


ADDRESSES: Send pleadings to: 

(1) Interstate Commerce Commission, 
Section of Finance, Room 5414, 12th 
Street and Constitution Ave., NW., 
Washington, DC 20423; 

and 

(2) Petitioners’ representative: Michael 

E. Roper, Commerce Counsel, 


Missouri-Kansas-Texas Railroad 
Company, 701 Commerce Street, 
Dallas, TX 75202. 


FOR FURTHER INFORMATION CONTACT: 
Richard A. Kelly (202) 275-7245. 

For copies of the full decision write to: 
Interstate Commerce Commission, Room 
2227, Washington, DC 20423, or call 

toll free: (800) 424-5403. 
Pleadings should refer to Finance 
Docket No. 29535 (Sub-No. 1). 


SUPPLEMENTARY INFORMATION: A 
decision in this proceeding containing 
additional information may be obtained 
from the Office of the Secretary. 


Dated: January 21, 1982. 

By the Commission, Chairman, Taylor, Vice 
Chairman Gilliam, Commissioners Gresham 
and Clapp. 

Agatha L. Mergenovich, 
Secretary. 

[FR Doc. 82-1993 Filed 1-26-82; 8:45 am] 
BILLING CODE 7035-01-M 


INTERNATIONAL TRADE 
COMMISSION 


[Investigation No. 337-TA-113] 


Certain Log Splitting Pivoted Lever 
Axes 


Order No. 1 


Pursuant to my authority as Chief 
Administrative Law Judge of this 
Commission, I hereby designate 
Administrative Law Judge Donald K. 
Duvall as Presiding Officer in this 
investigation. 

The Secretary shall serve a copy of 
this order upon all parties of record and 
shall publish it in the Federal Register. 


Issued: January 15, 1982. 
Donald K. Duvall, 
Chief Adminsitrative Law Judge. 
[FR Doc. 82-2065 Filed 1-26-82; 8:45 am] 
BILLING CODE 7020-02-M 


[Investigation No. 337-TA-114] 


Certain Miniature Plug-in Blade Fuses 
Order 


Pursuant to my authority as Chief 
Administrative Law Judge of this 
Commission, I hereby designate 
Administrative Law Judge Janet D. 
Saxon as Presiding Officer in this 
investigation. 

The Secretary shall serve a copy of 
this order upon all parties of record and 
shall publish it in the Federal Register. 
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Issued: January 18, 1982. 
Donald K. Duvall, 
Chief Administrative Law Judge. 
[FR Doc. 82-2067 Filed 1-26-82; 8:45 am] 


‘BILLING CODE 7020-02-M 


[Investigation No. 701-TA-145 
(Preliminary)] 


Certain Steel Wire Nails From Korea 


AGENCY: International Trade 
Commission. 

ACTION: Institution of a preliminary 
countervailing duty investigation and 
the scheduling of a conference to be 
held in connection with the 
investigation. 


SUMMARY: The U.S. International Trade 
Commission hereby gives notice of the 
institution of investigation No. 701-TA- 
145 (Preliminary) under section 703(a) of 
the Tariff Act of 1930 (19 U.S.C. 
1671b(a)) to determine whether there is 
a reasonable indication that an industry 
in the United States is materially 
injured, or is threatened with material 
injury, or the establishment of an 
industry in the United States is 
materially retarded, by reason of 
imports from Korea of steel wire nails,’ 
provided for in items 646.25 and 646.26 
of the Tariff Schedules of the United 
States Annotated (1982), upon which 
bounties or grants are alleged to be paid. 
EFFECTIVE DATE: January 19, 1982. 


FOR FURTHER INFORMATION CONTACT: 
Judith C. Zeck, Office of Investigations, 
U.S. International Trade Commission 
(202-523-0339). 


SUPPLEMENTARY INFORMATION: 


Background.—This investigation is 
being instituted in response to a petition 
filed on January 19, 1982, by counsel on 
behalf of Atlantic Steel Co., Florida 
Wire and Nail, New York Wire Mills, 
Virginia Wire and Fabric, Tree Island 
Steel, Inc., and Armco Inc., U.S.. 
producers of steel wire nails. 

The Commission must make its 
determination in this investigation 
within 45 days after the date of the filing 
of the petition or, in this case, by March 
5, 1982 (19 CFR 207.17). The 
investigation will be subject to Part 207 
of the Commission’s Rules of Practice 
and Procedure (19 CFR 207, 44 FR 76457), 
and particularly subpart B thereof. 

Written Submissions.—Any person 
may submit to the Commission on or 
before February 16, 1982, a written 
statement of information pertinent to the 
subject matter of this investigation. A 


'For purposes of this investigation, brads, spikes, 
staples and tacks are not included. 
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signed original and nineteen copies of 
such a statement must be submitted. 

Any business information which a 
submitter desires the Commission to 
treat as confidential shall be clearly 
marked at the top “Confidential 
Business Data.” Confidential 
submissions must conform with the 
requirements of § 201.6 of the 
Commission's rules of practice and 
procedure (19 CFR 201.6). All written 
submissions, except for confidential 
business data, will be available for 
public inspection. 

Conference.—The Director of 
Operations of the Commission has 
scheduled a conference in connection 
with this investigation for 9:30 a.m., 
e.s.t., on February 12, 1982, at the U.S. 
International Trade Commission 
Building, 701 E Street, NW., Washington, 
D.C. Parties wishing to participate in the 
conference should contact the 
supervisory investigator for this 
investigation, Mr. John MacHatton (202- 
523-0439). It is anticipated that parties 
in support of the petition for 
countervailing duties and parties 
opposed to the petition will each be 
allocated one hour within which to 
make an oral presentation at the 
conference. Further details concerning 
the conduct of the conference will be 
provided by the supervisory 
investigator. 

Inspection of the Petition.—A copy of 
the petition filed with the Department of 
Commerce in this case is available for 
public inspection at the Office of the 
Secretary, U.S. International Trade 
Commission. 

This notice is published pursuant to 
§ 207.12 of the Commission's rules of 
practice and procedure (19 CFR 207.12). 


Issued: January 22, 1982. 

By order of the Commission. 
Kenneth R. Mason, 
Seeretary. 
[FR Doc. 82-2066 Filed 1-26-82; 8:45 am] 
BILLING CODE 7020-02-M 


[332-134] 


Conditions Relating to the importation 
of Canadian Softwood Lumber into the 
United States 


AGENCY: International Trade 
Commission. 

ACTION: The Commission has 
rescheduled the hearing dates for the 
above captioned investigation No. 332- 
134. The hearing will now be held in 
Room 223, Federal Center Building, 1220 
SW 3rd Street, Portland, Oregon, 
beginning at 10:00 a.m., on March 3, 
1982, and continued on March 4, 1982 a 
required. Requests to appear at the 


public hearing should be filed on writing 
with the Secretary, United States 
International Trade Commission, 701 E 
Street, NW., Washington, D.C. 20436, not 
later than noon February 24, 1982. 
Written statements should be submitted 
at the earliest practicable date, but no 
later than March 5, 1982. 

The hearing was originally scheduled 
to begin February 17, 1982. The 
Commission’s initial notice concerning 
the investigation, including the scope, 
the hearing, and procedures for 
submitting information, was published 
in the Federal Register of December 29, 
1981 (46 FR 62969-62970). 

Transmission of the Commission's 
report on this investigation to the 
Committee on Finance is scheduled for 
April 19, 1982. 

By order of the Commission. 

Issued: January 20, 1982 
Kenneth R. Mason, 

Secretary. 
[FR Doc. 82-2064 Filed 1-26-82; 8:45 am] 
BILLING CODE 7020-02-M 


[investigation No. 751-TA-5] 


Salmon Gill Fish Netting of Manmade 
Fibers from Japan; Notice of Change 
of Public Hearing Date 

AGENCY: International Trade 
Commission. 

ACTION: Change of date of public 
hearing in connection with investigation 
No. 751-TA-5. 


sumMaARY: Notice is hereby given that 


the United States International Trade 
Commission has changed the date of the 
previously announced public hearing in 
the subject investigation (46 FR 62347). 
The hearing will now be held on March 
2, 1982, beginning at 10:00 a.m., p.s.t., in 
room 223 of the New Federal Building, 
1220 S.W. 8rd Street, Portland, Oregon. 


SUPPLEMENTARY INFORMATION: Requests 
to appear at the hearing should be filed 
in writing with the Secretary to the 
Commission not later than the close of 
business (5:15 p.m., e.s.t.) on January 29, 
1982. All persons desiring to appear at 
the hearing and make oral presentations 
should attend a prehearing conference 
to be held at 2:00 p.m., e.s.t., on February 
2, 1982, in Room 117 of the U.S. 
International Trade Commission 
Building and must file prehearing 
statements on or before February 10, 
1982. Any person may submit to the 
Commission on or before March 9, 1982, 
written statements of information 
pertinent to the subject matter of the 
investigation. 

FOR FURTHER INFORMATION CONTACT: 
Daniel Leahy, Office of Investigations, 
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U.S. International Trade Commission, 
(202) 523-1369. 


By order of the Commission. 
Issued: January 20, 1982. 
Kenneth R. Mason, 
Secretary. 
(FR Doc. 82-2068 Filed 1-26-82; 8:45 am] 
BILLING CODE 7020-02-M 


DEPARTMENT OF JUSTICE 


Drug Enforcement Administration 
[Docket No. 81-18] 


Gail G. L. Li, M.D., Honolulu, Hawaii; 
Hearing 


Notice is hereby given that on July 21, 
1981, the Drug Enforcement 
Adminstration, Department of Justice, 
issued to Gail G. L. Li, M.D., an Order 
To Show Cause as to why the Drug 
Enforcement Administration should not 
revoke his DEA Certificate of - 
Registration, AL0218962. 

Thirty days having elapsed since the 
said Order To Show Cause was received 
by Respondent, and written request for 
a hearing having been filed with the 
Drug Enforcement Administration, 
notice is hereby given that a hearing in 
this matter will be held commencing at 
9:30 a.m., on Tuesday, February 2, 1982, 
in the U.S. Coast Guard Courtroom, 
Room 9126, 300 Ala Moana Boulevard, 
Honolulu, Hawaii. 

Dated: January 25, 1982. 

Francis M. Mullen, Jr., 

Acting Administrator, Drug Enforcement 
Administration. 

[FR Doc. 62-2162 Filed 1-26-82; 8:45 am] 

BILLING CODE 4410-09-M 


NATIONAL ADVISORY COMMITTEE 
ON OCEANS AND ATMOSPHERE 


Changed Meeting Date 


January 20, 1982. 

Pursuant to Section 10(a)(2), of the 
Federal Advisory Committee Act, 5 
U.S.C. App. (1976), as amended notice is 
hereby given that the National Advisory 
Committee on Oceans and Atmosphere 
(NACOA) has changed the April 12 and 
13 meeting. 

The Committee, consisting of 18 non- 
Federal members appointed by the 
President from academia, business and 
industry, public interest organizations, 
and State and local government was 
established by Congress by Pub. L. 95- 
63, on July 5, 1977. Its duties are to (1) 
undertake a continuing review, on a 
selective basis, of national ocean policy, 





coastal zone management, and the 
status of the marine and atmospheric 
science and service programs of the 
United States; (2) advise the Secretary 
of Commerce with respect to the 
carrying out of the programs 
administered by the National Oceanic 
and Atmospheric Administration; and 
(3) submit an annual report to the 
President and to Congress setting forth 
an assessment, on a selective basis, of 
the status of the Nation’s marine and 
atmospheric activities, and submit such 
other reports as may from time to time 
be requested by the President or 
Congress. 

The meeting dates are as follows: 
Monday and Tuesday—January 18 and 19 
Monday and Tuesday—March 1 and 2 
Tuesday and Wednesday—April 13 and 14 

(revised) 

Monday and Tuesday—Mey 24 and 25 
Monday and Tuesday—July 19 and 20 
Monday and Tuesday—August 30 and 31 
Monday and Tuesday—October 25 and 26 
Monday and Tuesday—December 13 and 14 


The public is welcome at the sessions 
and will be admitted to the extent that 
seating is available. Persons wishing to 
make formal statements should notify 
the Chairman in advance of the meeting. 
The Chairman retains the prerogative to 
place limits on the duration of eral 
statements and discussions. Written 
statements may be submitted before or 
after each session. 

Additional information concerning 
these meetings may be obtained through 
the Committee’s Executive Director, 
Steven N. Anastasion, whose mailing 
address is: National Advisory 
Committee on Oceans and Atmosphere, 
3300 Whitehaven Street; NW.., 
Washington, DC 20235. The telephone 
number is 202/653-7818. 


Dated: January 21, 1982. 
Steven Anastasion, 
Executive Director. 
[FR Doc. 82-1995 Filed 1-26-82; 8:45 am] 
BILLING CODE 3510-12-M 


NATIONAL FOUNDATION ON THE 
ARTS AND THE HUMANITIES 


National Council on the Arts; Meeting 


Pursuant to Section 10(a)(2) of the 
Federal Advisory Committee Act (Pub. 
L. 92-463), notice is hereby given that a 
meeting of the National Council on the 
Arts will be held on Friday, February 5, 
1982 from 9:00 a.m.—5:30 p.m. and on 
Saturday, February 6, 1982 from 9:00 
a.m.-5:30 p.m., and on Sunday, February 
7, 1982 from 9:00 a.m.—1:00 p.m. at the 
Four Seasons Hotel, 2800 Pennsylvania 
Avenue, NW., Washington, D.C. 


A portion of this meeting will be open 
to the public on Friday, February 5, 1982 
from 1:30-5:30 p.m. and on Saturday, 
February 6, 1982 from 9:00 a.m.—3:30 p.m. 
Topics for discussion will include 
Federal Encouragement of Private 
Fundraising; Endowment Relationships 
with State and Local Arts Agencies; 
Program Review/Guidelines for Folk 
Arts, Inter-Arts, Endowment Fellows, 
Orchestra, Chorus, Music Training and 
Recording programs. 

The remaining sessions of this 
meeting on Friday, February 5, 1982 from 
9:00 a.m.—12:15 p.m., Saturday, February 
6, 1982 from 3:30-5:30 p.m. and Sunday, 
February 7, 1982 from 9:00 a.m.—1:00 p.m. 
are for the purpose of Council review, 
discussion, evaluation, and 
recommendation on applications for 
financial assistance under the National 
Foundation on the Arts and the 
Humanities Act of 1965, as amended, 
including discussion of information 
given in confidence to the agency by 
grant applicants, and for discussion and 
development of confidential FY 1983 
budgetary materials to be submitted to 
the Office of Management and Budget 
and the Congress. In accordance with 
the determination of the Chairman 
published in the Federal Register of 
February 13, 1980, these sessions will be 
closed to the public pursuant to 
subsections (c) (4), (6) and 9(b) of 
section 562b of Title 5, United States 
Code. 

Further information with reference to 
this meeting can be obtained from Mr. 
John .H. Clark, Advisory Committee 
Management Officer, National 
Endownment for the Arts, Washington, 
D.C. 20506, or call (202) 634-6070. 


Dated: January 22, 1982. 
John H. Clark, 
Director, Office of Council and Panel 
Operations National Endowment for the Arts. 
[FR Doc. 82-1996 Filed ?-?-82; 6:45 am] 
BILLING CODE 7537-01-M 


NUCLEAR REGULATORY 
COMMISSION 


Advisory Committee on Reactor 
Safeguards, Subcommittee on Reactor 
Radiological Effects; Meeting 


The ACRS Subcommittee on the 
Reactor Radiological Effects will hold a 
meeting at 8:30 a.m. on February 11, 1982 
in Room 1046, 1717 H Street, NW, 
Washington, DC. The Subcommittee will 
listen to presentations and discuss BWR 
plant radiation exposure experience and 
exposure reduction measures. 

In accordance with the procedures 
outlined in the Federal Register on 
September 30, 1981, (46 FR 47903), oral 
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or written statements may be presented 
by members of the public, recordings 
will be permitted only during those 
portions of the meeting when a 
transcript is being kept, and questions 
may be asked only by members of the 
Subcommittee, its consultants, and Staff. 
Persons desiring to make oral 
statements should notify the Designated 
Federal Employee as far in advance as 
practicable so that appropriate 
arrangements can be made to allow the 
necessary time during the meeting for 
such statements. 

The entire meeting will be open to 
public attendance. 

The agenda for subject meeting shall 
be as follows: 

Thursday, February 11, 1982—8:30 
a.m. until the conclusion of business. 

During the initial portion of the 
meeting, the Subcommittee, along with 
any of its consultants who may be 
present, will exchange preliminary 
views regarding matters to be 
considered during the balance of the 
meeting. 

The Subcommittee will then hear 
presentations by and hold discussions 
with representatives of the NRC Staff, 
their consultants, and other interested 
persons regarding this review. 

Further information regarding topics 
to be discussed, whether the meeting 
has been cancelled or rescheduled, the 
Chairman's ruling on requests for the 
opportunity to present oral statements 


‘and the time allotted therefor can be 


obtained by a prepaid telephone call to 
Mr. Herman; Alderman (telephone 202/ 
634-1414) between 8:15 a.m. and 5:00 
p.m., EST. The cognizant Designated 
Federal Employee for this meeting is Mr. 
John C. McKinley. 


Dated: January 19, 1982. 
John C. Hoyle, 
Advisory Committee Management Officer. - 
{FR Doc, 82-2029 Filed 1-26-82; 8:45 am} 
BILLING CODE 7§90-01-M 


[Docket Nos. 50-400 and 50-401] 


Carolina Power & Light Co. and North 
Carolina Municipal Power Agency No. 
3 (Shearon Harris Nuclear Power Plant, 
Units 1 and 2); Receipt of Application 
for Facility Operating Licenses; 
Availability of Applicants’ 
Environmental Report; Consideration 
of issuance of Facility Operating 
Licenses; and Opportunity for Hearing 


Notice is hereby given that the 
Nuclear Regulatory Commission (the 
Commission) has received an 
application from Carolina Power & Light 
Company and North Carolina Municipal 
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Power Agency Number 3 (the 
applicants) for facility operating licenses 
to possess, use, and operate the Shearon 
Harris Nuclear Power Plant, Units 1 and 
2, two pressurized water nuclear 
reactors (the facility) located in Wake 
and Chatham Counties, North Carolina, 
approximately sixteen miles southwest 
of Raleigh, North Carolina. Each of the 
reactors is designed to operate at a core 
power level of 2785 megawatts thermal, 
with an equivalent net electrical output 
of approximately 900 megawatts each. 
At the time that construction permits 
were issued for the Shearon Harris 
Nuclear Power Plant, there were four 
units to the facility. Subsequently, by 
letter dated December 18, 1981, which 
transmitted the application for operating 
licenses, the applicants have stated that 
Units 3 and 4 of the facility have been 
cancelled. 

The applicants have also filed, 
pursuant to the National Environmental 
Policy Act of 1969 and the regulations of 
the Commission in 10 CFR Part 51, an 
environmental report, as part of its 
application. The report, which discusses 
environmental considerations related to 
the proposed operation of the facility, is 
being made available at the State 
Clearinghouse, Division of Budget and 
Management, Department of 
Administration, 116 West Jones Street, 
Raleigh, North Carolina 27611 and at the 
Triangle J. Regional Council of 
Governments, P.O. Box 12276, Research 
Triangle Park, North Carolina 27709. 

After the environmental report has 
been analyzed by the Commission’s 
staff, a draft environmental statement 
will be prepared. Upon preparation of 
the draft environmental statement, the 
Commission will, among other things, 
cause to be published in the Federal 
Register, a notice of availability of the 
draft statement, requesting comments 
from interested persons on the draft 
statement. The notice will also contain a 
statement to the effect that any 
comments of Federal agencies and State 
and local officials will be made 
available when received. The draft 
environmental statement will focus only 
on matters which differ from those 
previously discussed in the final 
environmental statement prepared in 
connection with the issuance of the 
construction permits. Upon 
consideration of comments submitted 
with respect to the draft environmental 
statement, the Commission's staff will 
prepare a final environmental statement, 
the availability of which will be 
published in the Federal Register. 

The Commission will consider the 
issuance of facility operating licenses to 
Carolina Power & Light Company and 


North Carolina Municipal Power Agency 
Number 3, which would authorize the 
applicants to possess, use and operate 
the Shearon Harris Nuclear Power Plant, 
Units 1 and 2 in accordance with the 
provisions of the licenses and the 
technical specifications appended 
thereto, upon: (1) The completion of a 
favorable safety evaluation of the 
application by the Commission's staff; 
(2) the completion of the environmental 
review required by the Commission's 
regulations in 10 CFR Part 51; (3) the 
receipt of a report on the applicants 
application for facility operating 
licenses by the Advisory Committee on 
Reactor Safeguards; and (4) a finding by 
the Commission that the application for 
the facility licenses, as amended, 
complies with the requirements of the 
Atomic Energy Act of 1954, as amended 
(the Act), and the Commission's 
regulations in 10 CFR Chapter 1. 
Construction of the facility was 
authorized by Construction Permit Nos. 
CPPR-158 and CPPR-159 issued by the 
Commission on January 27, 1978. The 
applicants have advised that 
construction will be completed by 
December 1984 and June 1988 for Units 1 
and 2 respectively. 

With regard to Executive Order 11988, 
Floodplain Management, the Shearon 
Harris facility will have structures (or 
construction activities) located on the 
floodplain. The subject of floodplain 
management will be discussed in the 
Commission's environmental statement 
referenced above. 

By Commission Memorandum and 
Order CLI-80-12, dated April 17, 1980 
(11 NRC 514), the Commission directed 
the staff to conduct a preliminary 
assessment of Carolina Power & Light 
Compariy on the issue of management 
qualifications for operation at the time 
that an application was tendered for 
operating licenses for the Shearon 
Harris facility, and to include the results 
of that assessment in the notice of 
opportunity for hearing under 10 CFR 
2.105. The staff has completed its . 
preliminary assessment of this issue in 
accordance with the Commission 
direction. It is recognized that the final 
organization to support and control 
plant operation may be somewhat 
different from that now described in the 
Shearon Harris Final Safety Analysis 
Report and as modified by changes now 
underway. The staff will review the 
final organization and management of 
Carolina Power & Light Company as 
part of its detailed review of the 
Shearon Harris application and will 
report the results of that review in the 
staff's safety evaluation report. For now, 
however, on the basis of the preliminary 


assessment, the staff has concluded that 
the proposed organization and 
management for operation of the 
Shearon Harris facility, at both the 
corporate and plant levels, are 
acceptable. A copy of Commission 
Memorandum and Order CLI-80-12 and 
the staff's preliminary assessment of 
Carolina Power & Light Company on the 
issue of management qualifications are 
available for public inspection at the 
Commission's Public Document Room at 
1717 H Street NW., Washington, D.C. 
and at the Wake County Public Library, 
104 Fayetteville Street, Raleigh, North 
Carolina 27601. 

In addition, the licenses will not be 
issued until the Commission has made 
the findings reflecting its review of the 
application under the Act, which will be 
set forth in the proposed licenses, and 
has concluded that the issuance of the 
licenses will not be inimical to the 
common defense and security or to the 
health and safety of the public. Upon 
issuance of the licenses, the applicants 
will be required to execute an indemnity 
agreement as required by Section 170 of 
the Act and 10 CFR Part 140 of the 
Commission's regulations. 

By February 26, 1982, the applicants 
may file a request for a hearing with 
respect to issuance of the facility 
operating licenses. By February 26, 1982 
any person whose interest may be 
affected by this proceeding may file a 
petition for leave to intervene. Requests 
for a hearing and petitions for leave to 
intervene shall be filed in accordance 
with the Commission's “Rules of 
Practice for Domestic Licensing 
Proceedings” in 10 CFR Part 2. If a 
request for a hearing or petition for 
leave to intervene is filed by the above 
date(s), the Commission or an Atomic . 
Safety and Licensing Board, designated 
by the Commission or by the Chairman 
of the Atomic Safety and Licensing 
Board Panel, will rule on the request 
and/or petition and the Secretary of the 
Commission, or designated Atomic 
Safety and Licensing Board will issue a 
notice of hearing or an appropriate 
order. 

As required by 10 CFR 2.714, a 
petition for leave to intervene shall set 
forth with particularly the interest of the 
petitioner in the proceeding and how 
that interest may be affected by the 
results of the proceeding. The petition 
should specifically explain the reasons 
why intervention should be permitted 
with particular reference to the 
following factors: (1) The nature of the 
petitioner's right under the Act to be 
made a party to the proceeding; (2) the 
nature and extent of the petitioner's 
property, financial, or other interest in 
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the proceeding; and (3) the possible 
effect of any order which may be 
entered in the proceeding on the 
petitioner's interest. The petition should 
also identify the specific aspects(s) of 
the subject matter of the proceeding as 
to which petitioner wishes to intervene. 
Any person who has filed a petition for 
leave to intervene or who has been 
admitted as a party may amend his 
petition, but such an amended petition 
must satisfy the specificity requirements 
described above. 

Not later than fifteen (15) days prior to 
the first prehearing conference 
scheduled in the proceeding, a petitioner 
shall file a supplement to the petition to 
intervene which must include a list of 
the contentions which are sought to be 
litigated in the matter, and the bases for 
each contention set forth with 
reasonable specificity. A petitioner who 
fails to file such a supplement which 
satisfies these requirements with respect 
to at least one contention will not be 
permitted to participate as a party. 

A request for a hearing or a petition 
for leave to intervene must be filed with 
the Secretary of the Commission, United 
States Nuclear Regulatory Commission, 
Washington D.C. 20555, Attention: 
Docketing and Service Branch, or may 
be delivered to the Commission's Public 
Document Room, 1717 H Street NW., 
Washington D.C. by February 26, 1982. 
A copy of the petition must also be sent 
to the Executive Legal Director, U.S. 
Nuclear Regulatory Commission, 
Washington D.C. 20555, and to Shaw 
Pittman, Potts, and Trowbridge, 1800 M 
Street NW., Washington D.C. Attention: 
George F. Trowbridge, attorney for the 
applicants. Any requests for additional 
information regarding the content of this 
notice should be addressed to the Chief 
Heering Counsel, Office of the Executive 
Legal Director, U.S. Nuclear Regulatory 
Commission, Washington D.C. 20555. 

Nontimely filings of petitions for leave 
to intervene, amended petitions, 
supplemental petitions and/or requests 
for hearing will not be entertained 
absent a determination by the 
Commission, the présiding officer, or the 
Atomic Safety and Licensing Board 
designated to rule on the petition and/or 
request, that the petitioner has made a 
substantial showing of good cause for 
the granting of a late petition and/or 
request. That determination will be 
based upon a balancing of the factors 
specified in 10 CFR 2.714{a)(1)(i)-(v) and 
2.714(d). 

For further details pertinent to the 
matters under consideration, see the 
application for the facility operating 
licenses, including the Final Safety 
Analysis Report and the Environmental 
Report, dated December 18, 1981, which 


are available for public inspection at the 
Commission’s Public Document Room, 
1717 H Street NW., Washington, D.C. 
and at the Wake County Public Library, 
104 Fayetteville Street, Raleigh, North 
Carolina 27601. As they become 
available, the following documents may 
be inspected at the above locations: (1) 
The safety evaluation report prepared 
by the Commission’s staff; (2) the draft 
environmental statement; (3) the final 
environmental statement; (4) the report 
of the Advisory Committee on Reactor 
Safeguards (ACRS) on the application 
for facility operating licenses; (5) the 
proposed facility operating licenses; and 
(6) the technical specifications, which 
will be attached to the proposed facility 
operating licenses. 

Copies of the proposed operating 
licenses and the ACRS report, when 
available, may be obtained by request 
to the Director, Division of Licensing, 
Office of Nuclear Reactor Regulation, 
U.S. Nuclear Regulatory Commission, 
Washington, D.C. 20555. Copies of the 
Commission's staff safety evaluation 
report and final environmental 
statement, when available, may be 
purchased at current rates, from the 
National Technical Information Service, 
Department of Commerce, 5285 Port 
Royal Road, Springfield, Virginia 22161. 

Dated at Bethesda, Maryland this 15th day 
of January, 1982. 

For the Nuclear Regulatory Commission. 
Frank J. Miraglia, 

Chief, Licensing-Branch No. 3, Division of 
Licensing. 

[FR Doc. 82-2028 Filed 1-26-82; 8:45 am} 

BILLING CODE 7590-01-M 


[Docket No. 50-321] 


Georgia Power Co., et al. (Edwin I. 
Hatch Nuclear Plant, Unit No. 1); 
Modification of January 13, 1981 Order 


The Georgia Power Company (the 
licensee) and three co-owners are the 
holders of Facility Operating License 
No. DPR-57 which authorizes the 
licensee to operate the Edwin I. Hatch 
Nuclear Plant, Unit No. 1 (the facility) at 
steady state reactor power levels not in 
excess of 2436 megawatts thermal (rated 
power). The facility is a boiling water 
reactor located at the licensee's site in 
Appling County, Georgia. 


On January 13, 1981 the Commission 
issued an Order modifying the license 
requiring: (1) the licensee to promptly 
assess the suppression pool 
hydrodynamic loads in accordance with 
NEDO-21888 and NEDO-24583-1 and 
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the Acceptance Criteria contained in 
Appendix A to NUREG-0661 and (2) 
design and install any plant 
modifications needed to assure that the 
facility conforms to the Acceptance 
Criteria contained in Appendix A to 
NUREG-0661. The Order, published in 
the Federal Register on January 28, 1981 
(46 FR 9279) required installation of any 
plant modifications needed to provide 
compliance with the Acceptance 
Criteria in Appendix A to NUREG-0661 
be completed not later than April 30, 
1982, or, if the plant is shutdown on that 
date, before the resumption of power 
operation thereafter. 


Il 


On October 31, 1979 the staff issued 
an initial version of its acceptance 
criteria to the affected licensees. These 
criteria were subsequently revised in 
February 1980 to reflect acceptable 
alternative assessment techniques 
which would enhance the 
implementation of this program. 
Throughout the development of these 
acceptance criteria, the staff has worked 
closely with the Mark I Owners Group 
in order to encourage partial plant- 
unique assessments and modifications 
to be undertaken. 

Since the development of these 
acceptance criteria, significant progress 
has been made by the licensee in 
meeting the Order requirements. 
However, by letter dated February 27, 
1981, the licensee stated that unforeseen 
difficulties and delays have been 
encountered primarily related to one or 
more of the following: (1) Torus and 
torus attached piping analyses; (2) 
equipment delivery; (3) the use of 
interpretations and/or alternate 
approaches to the NUREG-0661 
Acceptance Criteria; (4) plant-unique 
design and modification problems; and 
(5) slippages in refueling outages that 
have necessitated revision of the Order 
date. 

Most of the major modifications, 
which are those associated with the 
torus, vent system, internal structures 
and safety relief valve piping have been 
or will be completed by the existing 
Order date. These modifications 
comprise a significant portion of the 
total program effort. The remaining 
items to be completed are primarily 
associated with the torus attached 
piping modifications. 

The Commission is aware that 
substantial improvements have already 
been made in the margins of safety of 
the containment systems and expects 
improvements will continue to be made 
during the period until all the 
modifications required for compliance 
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with this Order are completed. The 
Commission further believes an 
acceptable balance has been achieved 
between completion of the major 
modifications, which provide significant 
improvement in the safety margin, and 
the granting of additional time for 
completion of the remaining 
modifications which fully restore the 
originally intended safety margin. In 
consideration of the range of completion 
dates submitted by all of the affected 
licensees and an assessment of the 
nature of the remaining effort involved 
in the analysis, design and installation 
of the needed plant modifications, the 
Commission has concluded that the 
licensee’s proposed completion schedule 
is both responsive and practicable. 

The Commission has, therefore, 
determined to modify the January 13, 
1981 Order to extend the previously 
imposed completion dates for needed 
plant modifications. This Order 
continues in effect the exemption to 
General Design Criterion 50 of Appendix 
A to 10 CFR Part 50 granted on January 
13, 1981. 


IV 


Accordingly, pursuant to the Atomic 
Energy Act of 1954, as amended, 
including Sections 103 and 161i, and the 
Commission's rules and regulations in 10 
CFR Parts 2 and 50, it is ordered that the 
completion date specified in Section V 
of the January 13, 1981, “Order for 
Modification of License,” is hereby 
changed to read as follows: “Prior to the 
start of Cycle 7.” The Order of January 
13, 1981, except as modified herein, 
remains in effect in accordance with its 
terms. 


Vv 


The licensee may request a hearing on 
this Order on or before February 26, 
1982. A request for hearing shall be 
submitted to the Director, Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, 
Washington, D.C. 20555. Copies of the 
request shall also be sent to the 
Secretary of the Commission, and the 
Executive Legal Director at the same 
address. 

If a hearing is requested by the 
licensee, the Commission will issue an 
order designating the time and place of 
any such hearing. If a hearing is held, 
the issue to be considered at such a 
hearing shall be whether the completion 
date specified in Section V of the 
January 13, 1981, “Order for 
Modification of License,” should be 
changed to: “Prior to the start of Cycle 


Fi 
This Order shall become effective 
upon expiration of the period within 


which a hearing may be requested or, if 
a hearing is requested, on the date 
specified in an order issued following 
further proceedings on this Order. 


Dated at Bethesda, Maryland, this 19th day 
of January 1982. 

For the Nuclear Regulatory Commission. 
Darrell G. Eisenhut, 
Director, Division of Licensing, Office of 
Nuclear Reactor Regulation. 
[FR Doc. 82-2023 Filed 1-26-82: 8:45 am] 
BILLING CODE 7590-01-M 


[Docket No. 50-366] 


Georgia Power Co., et al. (Edwin I. 
Hatch Nuclear Plant, Unit No. 2); 
Modification of January 13, 1981 Order 


The Georgia Power Company (the 
licensee) and three co-owners are the 
holders of Facility Operating License 
No. NPF-5 which authorizes the licensee 
to operate the Edwin I. Hatch Nuclear 
Plant, Unit No. 2 (the facility) at steady 
state reactor power levels not in excess 
of 2436 megawatts thermal (rated 
power). The facility is a boiling water 
reactor located at the licensee's site in 
Appling County, Georgia. 


I 


On January 13, 1981 the Commission 
issued an Order modifying the license 
requiring: (1) the licensee to promptly 
assess the suppression pool 
hydrodynamic loads in accordance with 
NEDO-21888 and NEDO-24583-1 and 
the Acceptance Criteria contained in 
Appendix A to NUREG-0661 and (2) 
design and install any plant 
modifications needed to assure that the 
facility conforms to the Acceptance 
Criteria contained in Appendix A to 
NUREG-0661. The Order, published in 
the Federal Register on January 28, 1981 
(46 FR 9280) required installation of any 
plant modifications needed to provide 
compliance with the Acceptance 
Criteria in Appendix A to NUREG-0661 
be completed not later than January 31, 
1982, or, if the plant is shutdown on that 
date, before the resumption of power 
operation thereafter. 


ill 


On October 31,1979 the staff issued 
an initial version of its acceptance 
criteria to the affected licensees. These 
criteria were subsequently revised in 
February 1980 to reflect acceptable 
alternative assessment techniques 
which would enhance the 
implementation of this program. 
Throughout the development of these 
acceptance criteria, the staff has worked 
closely with the Mark I Owners Group 


in order to encourage partial plant- 
unique assessments and modifications 
to be undertaken. 

Since the development of these 
acceptance criteria, significant progress 
has been made by the licensee in 
meeting the Order requirements. 
However, by letter dated February 27, 
1981, the licensee stated that unforeseen 
difficulties and delays have been 
encountered primarily related to one or 
more of the following: (1) Torus and 
torus attached piping analyses; (2) 
equipment delivery; (3) the use of 
interpretations and/or alternate 
approaches to the NUREG-0661 
Acceptance Criteria; (4) plant-unique 
design and modification problems; and 
(5) slippages in refueling outages that 
have necessitated revision of the Order 
date. 


The major modifications, which are 
those associated with the torus, vent 
system, internal structures and safety 
relief valve piping, which comprise 
approximately 75% of the total program 
effort, have already been completed or 
are in process of being completed during 
the current outage. The remaining items 
to be completed are primarily associated 
with the torus attached piping 
modifications. 

The Commission is aware that 
substantial improvements have already 
been made in the margins of safety of 
the containment systems and expects 
improvements will continue to be made 
during the period until all the 
modifications required for compliance 
with this Order are completed. The 
Commission further believes an 
acceptable balance has been achieved 
between completion of the major 
modifications, which provide significant 
improvement in the safety margin, and © 
the granting of additional time for 
completion of the remaining 
modifications which fully restore the 
originally intended safety margin. In 
consideration of the range of completion 
dates submitted by all of the affected 
licensees and an assessment of the 
nature of the remaining effort involved 
in the analysis, design and installation 
of the needed plant modifications, the 
Commission has concluded that the 
licensee’s proposed completion schedule 
is both responsive and practicable. 

The Commission has, therefore, 
determined to modify the January 13, 
1981 Order to extend the previously 
imposed completion dates for needed 
plant modifications. This Order 
continues in effect the exemption to 
General Design Criterion 50 of Appendix 
A to 10 CFR Part 50 granted on January 
13, 1981. 





IV 


Accordingly, pursuant to the Atomic 
Energy Act of 1954, as amended, 
including Sections 103 and 161i, and the 
Commission's rules and regulations in 10 
CFR Parts 2 and 50, it is ordered that the 
completion data specified in Section V 
of the January 13, 1981, “Order for 
Modification of License,” is hereby 
changed to read as follows: “Prior to the 
start of Cycle 4.” The Order of January 
13, 1981, except as modified herein, 
remains in effect in accordance with its 
terms. 


V 


The licensee may request a hearing on 
this Order on or before February 26, 
1982. A request for hearing shall be 
submitted to the Director, Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, 
Washington, D.C. 20555. Copies of the 
request shall also be snet to the 
Secretary of the Commission and the 
Executive Legal Director at the same 
address. 

If a hearing is requested by the 
licensee, the Commission will issue an 
order designating the time and place of 
any such hearing. If a hearing is held, 
the issue to be considered at such a 
hearing shall be whether the completion 
date specified in Section V of the 
January 13, 1981, “Order for 
Modification of License,” should be 
changed to: “Prior to the start of Cycle 
4 ” 


This Order shall become effective 
upon expiration of the period within 
which a hearing may be requested or, if 
a hearing is requested, on the date 
specified in an order issued following 
further proceedings on this Order. 

Dated at Bethesda, Maryland, this 19th day 
of January 1982. 

For the Nuclear Regulatory Commission. 
Darrell G. Eisenhut, 

Director, Division of Licensing, Office of 
Nuclear Reactor Regulation. 

[FR Doc. 82-2024 Filed 1-26-82; 8:45 am] 

BILLING CODE 7590-01-M 


[Docket No. 50-277] 


Philadelphia Electric Co., et al. (Peach 
Bottom Atomic Power Station Unit No. 
ee of January 13, 1981 


The Philadelphia Electric Company 
(the licensee) and three other co-owners 
are the holders of Facility Operating 


- License No. DPR-44 which authorizes 


the licensee to operate the Peach Bottom 
Atomic Power Station, Unit No. 2 (the 
facility) at power levels not in excess of 


3293 megawatts thermal (rated power). 
The facility is a boiling water reactor 
located at the licensee's site in Peach 
Bottom, York County, Pennsylvania. 


Il 


On January 13, 1981 the Commission 
issued an Order modifying the license 
requiring: (1) The licensee to promptly 
assess the suppression pool 
hydrodynamic loads in accordance with 
NEDO-21888 and NEDO-24583-1 and 
the Acceptance Criteria contained in 
Appendix A to NUREG-0661 and (2) 
design and install any plant 
modifications needed to assure that the 
facility conforms to the Acceptance 
Criteria contained in Appendix A to 
NUREG-0661. The Order, published in 
the Federal Register on January 28, 1981 
(46 FR 9294) required installation of any 
plant modifications needed to provide 
compliance with the Acceptance 
Criteria in Appendix A to NUREG-0661 
be completed not later than January 31, 
1982, or, if the plant is shutdown on that 
date, before the resumption of power 
operation thereafter. 


ill 


On October 31, 1979 the staff issued 
an initial version of its acceptance 
criteria to the affected licensees. These 
criteria were subsequently revised in 
February 1980 to reflect acceptable 
alternative assessment techniques 
which would enhance the 
implementation of this program. 
Throughout the development of these 
acceptance criteria, the staff has worked 
closely with the Mark I Owners Group 
in order to encourage partial plant- 
unique assessments amd modifications 
to be undertaken. 

Since the development of these 
acceptance criteria, significant progress 
has been made by the licensee in 
meeting the Order requirements. 
However, in the June 29, 1981 Mark I 
Owners Group Status Summary Report, 
the licensee identified unforeseen 
difficulties and delays primarily related 
to one or more of the following: (1) 
Torus and torus attached piping 
analyses; (2) equipment delivery; (3) the 
use of interpretations and/or alternate 
approaches to the NUREG-0661 
Acceptance Criteria; (4) plant-unique 
design and modification problems; and 
(5) slippages in refueling outages that 
have necessitated revision of the Order 
date. 

The major modifications, which are 
those associated with the torus, vent 
system, internal structures and safety 
relief valve piping, which comprise 
approximately 75% of the total program 
effort, will be completed during the 
outage that is prior to or expected to 
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coincide with the existing Order date. 
The remaining items to be completed are 
primarily associated with the torus 
attached piping modifications. 

The Commission believes that 
substantial improvements have already 
been made in the margins of safety of 
the containment systems and expects 
improvements will continue to be made 
during the period until all the 
modifications required for compliance 
with this Order are completed. The 
Commission further believes an 
acceptable balance has been achieved 
between completion of the major 
modifications, which provide significant 
improvement in the safety margin, and 
the granting of additional time for 
completion of the remaining 
modifications which fully restore the 
originally intended safety margin. In 
consideration of the range of completion 
dates submitted by all of the affected 
licensees and an assessment of the 
nature of the remaining effort involved 
in the analysis, design and installation 
of the needed plant modifications, the 
Commission has concluded that the 
licensee’s proposed completion schedule 
is both responsive and practicable. 

The Commission has, therefore, 
determined to modify the January 13, 


1981 Order to extend the previously 


imposed completion dates for needed 
plant modification. This Order continues 
in effect the exemption to General 
Design Criterion 50 of Appendix A to 10 
CFR Part 50 granted on January 13, 1981. 


IV 


Accordingly, pursuant to the Atomic 
Energy Act of 1954, as amended, 


‘including Sections 103 and 161i, and the 


Commission’s rules and regulations in 10 
CFR Parts 2 and 50, it is ordered that the 
completion date specified in Section V 
of the January 13, 1981, “Order for 
Modification of License,” is hereby 
changed to read as follows: “no later 
than the start of Cycle 6 for completion 
of the major modifications and no later 
than the start of Cycle 7 for completion 
of the remaining modifications.” The 
Order of January 13, 1981, except as 
modified herein, remains in effect in 
accordance with its terms. 


Vv 


The licensee may request a hearing on 
this Order on or before February 26, 
1982. A request for hearing shall be 
submitted to the Director, Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, 
Washington, D.C. 20555. Copies of the 
request shall also be sent to the 
Secretary of the Commission and the - 
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Executive Legal Director at the same 
address. 

. If a hearing is requested by the 
licensee, the Commission will issue an 
order designating the time and place of 
any such hearing. If a hearing is held, 
the issue to be considered at such a 
hearing shall be whether the completion 
date specified in Section V of the 
January 13, 1981, “Order for 
Modification of License,” should be 
changed to read as follows: “no later 
than the start of Cycle 6 for completion 
of the major modifications and no later 
than the start of Cycle 7 for completion 
of the remaining modifications.” 

This Order shall become effective 
upon expiration of the period within 
which a hearing may be requested or, if 
a hearing is requested, on the date 
specified in an order issued following 
further proceedings on this Order. 


Dated at Bethesda, Maryland, this 19th day 
of January 1982. 

For the Nuclear Regulatory Commission. 
Darrell G. Eisenhut, 
Director, Division of Licensing, Office of 
NuClear Reactor Regulation. 
[FR Doc. 82-2025 Filed 1-26-82; 8:45 am} 
BILLING CODE 7590-01-M 


{Docket No. 50-278] 


Philadelphia Electric Co., et al., (Peach 
Bottom Atomic Power Station Unit No. 
3); Modification of January 13, 1981 
Order 


The Philadelphia Electric Company 
(the licensee) and three other co-owners 
are the holders of Facility Operating 
License No. DPR-56 which authorizes 
the licensee to operate the Peach Bottom 
Atomic Power Station, Unit No. 3 (the 
facility) at power levels not in excess of 
3293 megawatts thermal (rated power). 
The facility is a boiling water reactor 
located at the licensee's site in Peach 
bottom, York County, Pennsylvania. 


ll 


On January 13, 1981 the Commission 
issued an Order modifying the license 
requiring: (1) The licensee to promptly 
assess the suppression pool 
hydrodynamic loads in accordance with 
NEDO-21888 and NEDO-24583-1 and 
the Acceptance Criteria contained in 
Appendix A to NUREG-0661 and (2) 
design and install any plant 
modifications needed to assure that the 
facility conforms to the Acceptance 
Criteria contained in Appéndix A to 
NUREG-0661. The Order, published in 
the Federal Register on January 28, 1981 
(46 FR 9297) required installation of any 
plant modifications needed to provide 


compliance with the Acceptance 
Criteria in Appendix A to NUREG-0661 
be completed not later than January 31, 
1982, or, if the plant is shutdown on that 
date, before the resumption of power 
operation thereafter. 


Ill 


On October 31, 1979 the staff issued 
an initial version of its acceptance 
criteria to the affected licensees. These 
criteria were subsequently revised in 
February 1980 to reflect acceptable 
alternative assessment techniques 
which would enhance the 
implementation of this program. 
Throughout the development of these 
acceptance criteria, the staff has worked 
closely with the Mark I Owners Group 
in order to encourage partial plant- 
unique assessments and modifications 
to be undertaken. 

Since the development of these 
acceptance criteria, significant progress 
has been made by the licensee in 
meeting the Order requirements. 
However, in the June 29, 1981 Mark I 
Oy. ‘ors Group Status Summary Report, 
the licensee identified unforeseen 
difficulties and delazys primarily related 
to one or more of ie following: (1) 
Torus and torus «.‘‘>° ned piping 
analyses; (2) equipment delivery; (3) the 
use of interpretations and/or alternate 
approaches to the NUREG-0661 
Acceptance Criteria; (4) plant-unique 
design and modification problems; and 
(5) slippages in refueling outages that 
have necessitated revision of the Order 
date. 

The major modifications, which are 
those associated with the torus, vent 
system, internal structures and safety 
relief valve piping, which comprise 
approximately 75% of the total program 
effort have already been completed or 
are in the process of being completed 
during the current outage. The remaining 
items to be completed are primarily 
associated with the torus attached 
piping modifications. 

The Commission believes that 
substantial improvements have already 
been made in the margins of safety of 
the containment systems and expects 
improvements will continue to be made 
during the period until all the 
modifications required for compliance 
with this Order are completed. The 
Commission further believes an 
acceptable balance has been achieved 
between completion of the major 
modifications, which provide significant 
improvement in the safety margin, and 
the granting of additional time for 
completion of the remaining 
modifications which fully restore the 
originally intended safety margin. In 
consideration of the range of completion 
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dates submitted by all of the affected 
licensees and an assessment of the 
nature of the remaining effort involved 
in the analysis, design and installation 
of the needed plant modifications, the 
Commission has concluded that the 
licensee's proposed completion schedule 
is both responsive and practicable. 

The Commission has, therefore, 
determined to modify the January 13, 
1981 Order to extend the previously 
imposed completion dates for needed 
plant modifications. This Order 
continues in effect the exemption to 
General Design Criterion 50 of Appendix 
A to 10 CFR Part 50 granted on January 
13, 1981. 


IV 


Accordingly, pursuant to the Atomic 
Energy Act of 1954, as amended, 
including Sections 103 and 161i, and the 
Commission’s rules and regulations in 10 
CFR Parts 2 and 50, it is ordered that the 
completion date specified in Section V 
of the January 13, 1981, “Order for 
Modification of License,” is hereby 
changed to read as follows: “no later 
than the start of Cycle 6.” The Order of 
January 13, 1981, except as modified 
herein, remains in effect in accordance 
with its terms. 


V 


The licensee may request a hearing on 
this Order on or before January 26, 1982. 
A request for hearing shall be submitted 
to the Director, Office of Nuclear 
Reactor Regulation, U.S. Nuclear 
Regulatory Commission, Washington, 
D.C. 20555. Copies of the request shall 
also be sent to the Secretary of the 
Commission and the Executive Legal 
Director at the same address. 

If a hearing is requested by the 
licensee, the Commission will issue an 
order designating the time and place of 
any such hearing. If a hearing is held, 
the issue to be considered at such a 
hearing shall be whether the completion 
date specified in Section V of the 
January 13, 1981, “Order for 
Modification of License,” should be 
changed to read as follows: “no later 
than the start of Cycle 6.” 

This Order shall become effective 
upon expiration of the period within 
which a hearing may be requested or, if 
a hearing is requested, on the date 
specified in an order issued following 
further proceedings on this Order. 


Dated at Bethesda, Maryland, this 19th day 
of January 1982. 
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For the Nuclear Regulatory Commission. 
Darrell G. Eisennut, 
Director, Division of Licensing, Office of 
Nuclear Reactor Regulation. 
[FR Doc. 82-2026 Filed 1-26-82; 8:45 am] 
BILLING CODE 7590-01-M 


[Docket Nos. 50-266 OLA and 50-301 OLA] 


Wisconsin Electric Power Co. (Point 
Beach Nuclear Plant, Units 1 and 2); 
Oral Argument 


Notice is hereby given that, in 
accordance with the Appeal Board's 
Order of January 20, 1982, oral argument 
on the appeal of the intervenor, 
Wisconsin’s Environmental Decade, 
from the November 5, 1981 
Memorandum and Order of the 
Licensing Board in this license 
amendment proceeding will be heard at 
10:00 a.m. on Wednesday, February 10, 
1962, in the NRC Public Hearing Room, 
Fifth Floor, East-West Towers Building, 
4350 East-West Highway, Bethesda, 
Maryland. 


Dated: January 20, 1982. 

For the Appeal Board. 
C. Jean Shoemaker, 
Secretary to the Appeal Board. 
[FR Doc. 82-2027 Filed 1-26-82; 8:45 am] 
BILLING CODE 7590-01-M 


SECURITIES AND EXCHANGE 
COMMISSION 


[Release No. 22365; (70-6306)] 


Consolidated Natural Gas Co.; 
Proposed Extension of Period To 
issue Common Stock Under Dividend 
Reinvestment Plan and Employee 
Stock Ownership Pian; Exception From 
Competitive Bidding 


January 19, 1982. 

The Consolidated Natural Gas 
Company (“Consolidated”), 100 
Broadway, New York, New York 10005, 
a registered holding company, has filed 
with this Commission a post-effective 
amendment to its declaration previously 
filed and amended pursuant to sections 
6(a), 7 and 12(c) of the Public Utility 
Holding Company Act of 1935 (“‘Act’’) 
and Rules 42 and 50(a)(5) promulgated 
thereunder. 

By order of June 7, 1979 (HCAR No. 
21089), Consolidated was authorized to 
issue and sell 1,000,000 shares of 
common stock, $8 par value, from time 
to time through December 31, 1981, to 
the agent for Consolidated’s common 


. stockholders participating in its 


dividend reinvestment plan (“DRP 
Plan’) and to the Trustees of the 
employee stock ownership plan (“ESOP 


Plan”) of Consolidated and its 
participating subsidiaries. 

By post-effective amendment 
Consolidated requests that.the period 
authorized by the order of June 7, 1979 
(HCAR No. 21089) for common stock 
issuance be extended to December 31, 
1983 for the 899,978 shares remaining 
unissued. 

Under the Economic Recovery Tax 
Act of 1981 (“ERTA”) a domestic public 
utility company may establish a plan for 
issuance of qualified stock under which 
a shareholder shall have the right to 
receive dividends in cash (which will be 
taxable in the year of receipt) or 
dividends in stock (the tax on which will 
be deferred). Consolidated’s common 
stock is qnalified under ERTA. For the 
calendar years 1982-1985, an individual 
electing to receive a stock dividend may 
exclude annually from his tax return up 
to $750 ($1,500 in the case of a joint 
return) of the value of the stock dividend 
received. However, the shares received 
as dividends must be newly issued 
common stock, and the number of 
shares distributed to a shareholder must 
be determined by reference to a value 
not less than 95% nor greater than 105% 
of the value of the stock during the 
period immediately preceding the 
distribution date. Consolidated intends 
to issue new common stock, particularly 
under its DRP plan, because based upon 
past experience Consolidated earns a 
greater net return from sales under its 
DRP and ESOP Plans than from public 
sale and its stockholders receive tax 
benefits. 

Consolidated seeks an exception from 
the competitive bidding requirements of 
Rule 50 pursuant to subsection (a)(5) 
thereof because the nature of the 
proposed transactions does not require 
competitive bids to determine the 
reasonableness of fees and 
commissions. 

The declaration as amended by the 
post-effective amendment and any 
amendments thereto are available for 
public inspection through the 
Commission's Office of Public 


' Reference. Interested persons wishing to 


comment or request a hearing should 
submit their views in writing by 
February 11, 1982, to the Secretary, 
Securities and Exchange Commission, 
Washington, D.C. 20549, and serve a 
copy on the declarant at the address 
specified above. Proof of service (by 
affidavit or, in the case of an attorney at 
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law, by certificate) should be filed with 
the request. Any request for a hearing 
shall identify specifically the issues of 
fact or law that are disputed. A person 
who so requests will be notified of any 
hearing, if ordered, and will receive a 
copy of any notice or order issued in this 
matter. After said date, the declaration, 
as amended by the post-effective 
amendment or as it may be further 
amended, may be permitted to become 
effective. 

For the Commission, by the Division of 
Corporate Regulation, pursuant to delegated 
authority. 

George A. Fitzsimmons, 
Secretary. 

[FR Doc. 82-1969 Filed 1-26-82; 8:45 am] 
BILLING CODE 8010-01-M 


TAHOE REGIONAL PLANNING 
AGENCY 


Threshold Carrying Capacities for 
Lake Tahoe Basin, California and 
Nevada; Intent To Prepare an 
Environmental Impact Statement 


The Tahoe Regional Planning Agency 
will prepare an environmental impact 
statement for the establishment of 
environmental threshold carrying 
capacities for the Lake Tahoe Basin. 
Environmental threshold carrying 
capacities will affect the entire Basin 
including portions of El] Dorado and 
Placer Counties in California and 
portions of Douglas, Carson City, and 
Washoe Counties in Nevada. The 
environmental impact statement will be 
prepared in accordance with Article VII 
of Public Law 95-551, and the Tahoe 
Regional Planning Compact. The 
establishment of environmental 
threshold carrying capacities in required 
by Article V(b) of this Compact. 

Thresholds are the decision 
parameters to be used in updating the 
Tahoe Regional Plan; they are necessary 
to maintain significant scenic, 
recreational, educational, scientific and 
natural values of the region as well as to 
mainain public health and safety within 
the region. Establishment of 
environmental threshold carrying 
capacities are therefore the steps in 
revising the long-range plan for the Lake 
Tahoe Basin; they establish the scope of 
the process by requiring each alternative 
to maintain its adopted environmental 
threshold. 

Public notice will be given of meetings 
to explain this process and to determine 
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the scope of interest in the threshold 
capacity evaluations. In addition, there 
will be periodic open meetings of a 
steering committee to be appointed by 
the Governing Body of the Agency to 
oversee this process. Public notice will 
also be given to these meetings. Written 
comments and suggestions concerning 
the planning process may be submitted 
to the Agency. They should be received 
by February 1, 1982. 

The resulting environmental impact 
statement will be made available for a 
60-day public review and comment 
period beginning in April, 1982. Written 
comments will be solicited and a public 
hearing will be conducted during this 
review period also. 

The Governing Board of the Tahoe 
Regional Planning Agency is ultimately 
responsible for both the certification of 
the environmental impact statement and 
establishment of environmental 
threshold carrying capacities. Send 
written comments and requests for 
further information to: Randy Sheffield, 
Tahoe Regional Planning Agency, P.O. 
Box 8896, South Lake Tahoe, California 
95731. Phone (916) 541-0249. 


Dated: January 18, 1982. 
Philip A. Overeynder, 
Director, Tahoe Regional Planning Area. 
[FR Doc. 82-2056 Filed 1-26-82; 8:45 am] 
BILLING CODE 3410-11-M 


DEPARTMENT OF THE TREASURY 
Office of the Secretary 


[Supplement to Department Circular Public 
Debt Series—No. 1-82] 


Series N-1984 Treasury Notes; interest 
Rate 


January 21, 1982. 

The Secretary announced on January 
20, 1982, that the interest rate on the 
notes designated Series N-1984, 
described in Department Circular— 
Public Debt Series—No. 1-82 dated 
January 15, 1982, will be 15 percent. 
Interest on the notes will be payable at 
the rate of 15 percent per annum. 

Paul H. Taylor, 

Fiscal Assistant Secretary. 

[FR Doc. 82-2030 Filed 1-26-82; 8:45 am] 
BILLING CODE 4810-40-M 


VETERANS ADMINISTRATION 


Advisory Committee on Heaith- 
Related Effects of Herbicides; Meeting 


The Veterans Administration gives 
notice under the provisions of Pub. L. 
92-463 that a meeting of the Advisory 
Committee on Health-Related Effects of 
Herbicides will be held in Room 119 of 
the Veterans Administration Central 
Office, 810 Vermont Avenue, NW, 
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Washington, DC, on February 25, 1982, 
at 8:30 a.m. The purpose of the meeting 
will be to assemble and analyze 
information concerning toxicological 
issues which the Veterans 
Administration needs to formulate 
appropriate medical policy and 
procedures in the interest of veterans 
who may have encountered herbicidal 
chemicals used during the Vietnam 
Conflict. 

The meeting will be opened to the 
public up to the seating capacity of the 
room. Members of the public may direct 
questions, in writing only, to the 
Chairman, Barclay M. Shepard, M.D., 
and submit prepared statements for 
review by the Committee. Such 
members of the public may be asked to 
clarify submitted material prior to 
consideration by the Committee. 

Transcripts of the proceedings and 
rosters of the Committee members may 
be obtained from Mr. Donald 
Rosenblum, Office of the Special 
Assistant to the Chief Medical Director 
for Environmental Medicine (102), Room 
848, Department of Medicine and 
Surgery, Veterans Administration 
Central Office, Washington, DC 20420 
(Telephone: (202) 389-5411). 

Dated: January 21, 1982. 

Robert P. Nimmo, 
Administrator. 

[FR Doc. 82-1997 Filed 1-26-82; 8:45 am] 
BILLING CODE 8320-01-M 
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This section of the FEDERAL REGISTER 
contains notices of meetings published 
under the “Government in the Sunshine 
Act” (Pub. L. 94-409) 5 U.S.C. 
552b(e)(3). 


CONTENTS 


Federal Deposit Insurance Corpora- 
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Nuclear Regulatory Commission 
Occupational Safety and Health 
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1 


FEDERAL DEPOSIT INSURANCE 
CORPORATION 


Notice of Agency Meeting 


Pursuant to the provisions of the 
“Government in the Sunshine Act” (5 
U.S.C. 552b), notice is hereby given that 
the Federal Deposit Insurance 
Corporation's Board of Directors will 
meet in open session at 2:00 p.m. on 
Monday, February 1, 1982, to consider 
the following matters: 

Summary Agenda: No substantive 
discussion of the following items is 
anticipated. These matters will be 
resolved with a single vote unless a 
member of the Board of Directors 
requests that an item be moved to the 
discussion agenda. 

Disposition of minutes of previous 
meetings. 

Applications for Federal deposit 
insurance: 


United Pacific Bank, a proposed new bank, to 
be located at 419 College Street, Los 
Angeles, California. 

The Wolfeboro Savings Bank, a proposed 
new bank, to be located at the intersection 
of Center and Pine Streets, Wolfeboro, 
New Hampshire. 


Application for consent to purchase 
assets and assume liabilities and 
establish one branch: 


Olympic Bank Everett, Washington, for 
consent to purchase the assets of and 
assume the liability to pay deposits made 
in Bank of Anacortes, Anacortes, 
Washington, and to establish the sole 
office of Bank of Anacortes as a branch of 
the resultant bank. 


Recommendations regarding the 
liquidation of a bank's assets acquired 
~ by the Corporation in its capacity as 
receiver, liquidator, or liquidating agent 
of those assets: 


Case No. 45,073-L—The Hamilton National 
Bank of Chattanooga, Chattanooga, 
Tennessee 

Case No. 45,077-L—The Hamilton National 
Bank of Chattanooga, Chattanooga, 
Tennessee 

Memorandum and Resolution re: State Bank 
of Clearing, Chicago, Illinois 

Memorandum and Resolution re: South Side 
Bank, Chicago, Illinois 


Recommendation regarding First 
Pennsylvania Bank N.A., Bala-Cynwyd. 
Pennsylvania, and First Pennsylvania 
Corporation, Philadelphia, 
Pennsylvania. 

Memorandum re: Mileage rates paid 
to Corporation employees. 

Reports of committees and officers: 


Minutes of the actions approved by the 
Committee on Liquidations, Loans and 
Purchases of Assets pursuant to authority 
delegated by the Board of Directors. 

Reports of the Division of Bank Supervision 
with respect to applications or requests 
approved by the Director or Associate 
Director of the Division and the various 
Regional Directors pursuant to authority 
delegated by the Board of Directors. 

Report of the Director, Division of Bank 
Supervision: 

Memorandum re: Report of Actions Taken 
Under Delegated Authority re: First 
Pennsylvania Bank, Bala-Cynwyd, 
Pennsylvania, and First Pennsylvania 
Corporation, Philadelphia, Pennsylvania. 
Discussion Agenda: 

No matters scheduled. 

The meeting will be held in the Board 
Room on the sixth floor of the FDIC 
Building located at 550 17th Street, N.W., 
Washington, D.C. 

Requests for information concerning 
the meeting may be directed to Mr. 
Hoyle L. Robinson, Executive Secretary 
of the Corporation, at (202) 389-4425. 

Dated: January 25, 1982. 

Federal Deposit Insurance Corporation. 

Hoyle L. Robinson, 

Executive Secretary. 

[S-118-82 Filed 1-25-82; 3:19 pm] 

BILLING CODE 6714-01-M 
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FEDERAL DEPOSIT INSURANCE 

CORPORATION 

Notice of Agency Meeting 
Pursuant to the provisions of the 


Federal Register 
Vol. 47, No. 18 


Wednesday, January 27, 1982 


‘Government in the Sunshine Act” (5 
U.S.C. 552b), notice is hereby given that 
at 2:30 p.m. on Monday, February 1, 
1982, the Federal Deposit Insurance 
Corporation's Board of Directors will 
meet in closed session, by vote of the 
Board of Directors pursuant to sections 
552b(c)(2), (c)(6), (c)(8), and (c)(9)(A)(ii) 
of Title 5, United States Code, to 
consider the following matters: 

Summary Agenda: No substantive 
discussion of the following items is 
anticipated. These matters will be 
resolved with a single vote unless a 
member of the Board of Directors 
requests that an item be moved to the 
discussion agenda. 

Requests for relief from adjustment 
for violations of Regulation Z: 


Names and locations of banks authorized to 
be exempt from disclosure pursuant to the 
provisions of subsections (c)(8) and 
(c)(9)(A){ii) of the “Government in the 
Sunshine Act” (5 U.S.C. 552b(c)(8) and 
(c)(9)(A)fii). 

Note.—Some matters falling within this 
category may be placed on the discussion 
agenda without further public notice if it 
becomes likely that substantive discussion of 
those matters will occur at the meeting. 


Recommendations with respect to the 
initiation, termination, or conduct of 
administrative enforcement proceedings 
(cease-and-desist proceedings, 
termination-of-insurance proceedings, 
suspension or removal proceedings, or 
assessment of civil money penalties) 
against certain insured banks or officers, 
directors, employees, agents, or other 
persons participating in the conduct of 
the affairs thereof: 


Names of persons and names and locations 
of banks authorized to be exempt from 
disclosure pursuant to the provisions of 
subsections (c)(6), (c)(8), and (c)(9)(A)(ii) of 
the “Government in the Sunshine Act” (5 
U.S.C. 552b(c)(6), (c)(8), and (c)(9)(A)(ii)). 
Note.—Some matters falling within this 

category may be placed on the discussion 

agenda without further public notice if it 
becomes likely that substantive discussion of 
those matters will occur at the meeting. 


Discussion Agenda: 

Personnel actions regarding 
appointments, promotions, 
administrative pay increases, 
reassignments, retirements, separations, 
removals, etc.: 

Names of employees authorized to be exempt 


from disclosure pursuant to the provisions 
of subsections (c)(2) and (c)(6) of the 





“Government in the Sunshine Act” (5. 

U.S.C. 55sb(c)(2) and (c)(6)). 

The meeting will be held in the Board 
Room on the sixth floor of the FDIC 
Building located at 550 17th Street, N.W., 
Washington, D.C. 

Requests for information concerning 
the meeting may be directed to Mr. 
Hoyle L. Robinson, Executive Secretary 
of the Corporation, at (202) 389-4425. 


Dated: January 25, 1982. 
Federal Deposit Insurance Corporation. 
Hoyle L. Robinson, 
Executive Secretary. 
{S-119-82 Filed 1-25-82; 3:20 pm] 
BILLING CODE 6714-01-M 
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FEDERAL ENERGY REGULATORY 
COMMISSION 


“FEDERAL REGISTER” CITATION OF 
PREVIOUS ANNOUNCEMENT: 47 FR 3466, 
January 25, 1982. 


PREVIOUSLY ANNOUNCED TIME AND DATE 
OF MEETING: 10 a.m., January 27, 1982. 


CHANGE IN THE MEETING: The following 
item has been added: 


Item No., Docket No., and Company 

CAG-25: CP82-10-000, Consolidated Gas 
Supply Corporation 

Kenneth F. Plumb, 


Secretary. 
{S-120-82 Filed 1-25-82; 3:20 pm] 
BILLING CODE 6717-01-M 


4 


FEDERAL RESERVE SYSTEM 
Board of Governors 


TIME AND DATE: 10 a.m., Monday, 
February 1, 1982. 


PLACE: 20th Street and Constitution 
Avenue, NW., Washington D.C. 20551. 


STATUS: Closed. 
MATTERS TO BE CONSIDERED: 


1. Proposed statement to the Subcommittee 
on Securities of the Senate Committee on 
Banking, Housing and Urban Affairs 
regarding Treasury proposals of securities 
activities of banks and bank holding 
companies. 

2. Personnel actions (appointments, 
promotions, assignments, reassignments, and 
salary actions) involving individual Federal 
Reserve System employees. 

3. Any items carried forward from a 
previously announced meeting. 


CONTACT PERSON FOR MORE 
INFORMATION: Mr. Joseph R. Coyne, 
Assistant to the Board, (202) 452-3204. 


Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Sunshine Act Meetings 


Dated: January 25, 1982. 
James McAfee, 
Assistant Secretary of the Board. 
[S-116-82 Filed 1-25-82; 3:10 pm] 
BILLING CODE 6210-01-M 


2 


INTER-AMERICAN FOUNDATION 


TIME AND DATE: 9:30 a.m.—3:30 p.m., 
February 2, 1982. 


PLACE: Board Room, Inter-American 
Foundation, 1515 Wilson Boulevard, 
Arlington, VA 22209. 
STATUS: Open. 
MATTERS TO BE CONSIDERED: 

1. Chairman's Report. 

2. President's Report. 

3. Minutes of November 24, 1981 Meeting. 

4. Financial Report for FY 1982. 

5. The Inter-American Foundation in 
Guatemala. 

6. The Inter-American Foundation in 
Colombia. ° 


CONTACT PERSON FOR MORE 
INFORMATION: Lawrence E. Bruce, Jr. 
(703) 841-3812. 

[S-114-82 Filed 1-25-82; 10:15 am] 

BILLING CODE 7025-01-M 
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NATIONAL MEDIATION BOARD. 


TIME AND DATE: 2 p.m., Wednesday, 
February 3, 1982. 


PLACE: Board Hearing Room, eighth 
floor, 1425 K Street NW., Washington, 
D.C. 


STATUS: Open. 
MATTERS TO BE CONSIDERED: 


1. Ratification of Board actions taken by 
notation voting during the month of January, 
1982. 

2. Other priority matters which may come 
before the Board for which notice will be 
given at earliest practicable time. 


SUPPLEMENTARY INFORMATION: Copies 
of the monthly report of the Board's 
notation voting actions will be available 
from the Executive Secretary's office 
following the meeting. 


CONTACT PERSON FOR MORE 
INFORMATION: Mr. Rowland K. Quinn, 
Jr.. Exectuve Secretary; Tel: (202) 523- 
5920. 

Dated: January 25, 1982. 
{S-115-82 Filed 1-25-82; 12:36 pm} 
BILLING CODE 7550-01-M 
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NUCLEAR REGULATORY COMMISSION 


DATE: Week of January 25, 1982 
(Revised) and Week of February 1, 1982. 


3907 


PLACE: Commissioners Conference 
Room, 1717 H Street, N.W., Washington, 
D.C. 


status: Open/closed. 


MATTERS TO BE CONSIDERED: Monday, 
January 25: 
2:00 p.m.: 
Discussion of Management-Organization 
and Internal Personnel Matters (closed 
meeting) (as announced) 


Wednesday, January 27: 


10:00 a.m.: 
Discussion of Diablo Canyon Report 
(closed meeting) 
2:30 p.m.: 
Discussion of Export Licensing Policy 
(closed meeting) (as announced; time 
changed) 


Thursday, January 28: 


10:00 a.m.: 

Discussion of Waste Confidence 
Proceeding (closed meeting) (postponed 
from January 21, 1982) 

3:00 p.m.: 

Affirmation/Discussion Session (public 
meeting) (items revised) 

Items to be affirmed and/or discussed: 

a. Revised General Statement of Policy and 
Procedure for Enforcement Actions 
(posponed from January 21) 

b. Dr. George V. Taplin’s Petition (PRM 35- 
1) Regarding 10 CFR Part 35, “Human 
Uses of Byproduct Material” 

c. General License for Mill Tailings in 
Agreement States 


Friday, January 29: 


10:00 a.m.: 
Discussion of Quality Assurance/Quality 
Control (public meeting) (as-announced) 


Tuesday, February 2: 
2:00 p.m.: 
Briefing on Status of Committee for Review 
of Generic Requirements (public meeting) 


Wednesday, February 3: . 


10:00 a.m.: 
Discussion of Contested Issues in TMI-1 
Restart Proceeding (closed meeting) 


Thursday, February 4: 


10:00 a.m.: 
Meeting with FEMA on Rulemaking on 
Frequency of Exercises (public meeting) 


2:00 p.m.: 

Briefing by Industry on Plans for Quality 
Assurance Improvement (public meeting) 
(approximately 1% hours) 

3:30 p.m.: 

Affirmation/Discussion Session (public 
meeting) 

Items to be affirmed and/or discussed: 

a. Proposed Addition on 10 CFR 50.73 
Establishing the Licensee Event Report 
(LER) System 

b. Final Rule for Eliminating Need for 
Power and Alternative Energy Sources 
as Issues in OL Proceedings 

c. Amendments to Part 1 and 2 to 
Implement the Commission's Delegation 
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of OL Antitrust Determination to 
Directors of NRR and NMSS 

d. Petition for Reconsideration and Request 
for Immediate Suspension of New 
Safeguards Information Regulations 
Implementing Section 147 (postponed 
from January 21) 

e. Diablo Canyon Physical Security— 
Governor Brown's Request for Public 
Disclosure of Non-Protection Information 


Friday, February 5: 


10:00 a.m.: 
Meeting with ACRS (public meeting) 
2:00 p.m.: 
Briefing on Regulatory Reform Task Force 
(public meeting) 


ADDITIONAL INFORMATION: By a vote of 
5-0 on January 21, 1982, the Commission 
determined pursuant to 5 U.S.C. 
552b(e)(1) and 9.107(a) of the 
Commission's Rules, that Commission 
business required that Discussion of 
Enforcement Matter (closed meeting) 
and, by a vote of 4-0 (Commissioner 
Roberts not present), that affirmation of 
FOIA Appeal (81-A-18C) Regarding 
Military Functions Rule, held that day 
be held on less than one week’s notice 
to the public. 


AUTOMATIC TELEPHONE ANSWERING 
SERVICE FOR SCHEDULE UPDATE: (202) 
634-1498. Those planning to attend a 
meeting should reverify the status on the 
day of the meeting. 


CONTACT PERSON FOR MORE 
INFORMATION: Gary M. Gilbert, (202) 
634-1410. 

January 21, 1982. 

Gary M. Gilbert, 

Office of the Secretary 

[S—117-82 Filed 1-25-82; 3:19 pm] 

BILLING CODE 7590-01-M 


8 

OCCUPATIONAL SAFETY AND HEALTH 
REVIEW COMMISSION 

TIME AND DATE: 10 a.m. on February 4, 
1982. 

PLACE: Room 1101, 1825 K Street, NW., 
Washington, D.C. 


STATUS: Because of the subject matter, it 
is likely that this meeting will be closed. 
MATTERS TO BE CONSIDERED: Discussion 
of specific cases in the Commission 
adjudicative process. - 
CONTACT PERSON FOR MORE 
INFORMATION: Mrs. Patricia Bausell, 
(202) 634-4015. 

Dated: January 22, 1982. 
[S-111-82 Filed 1-22-82; 4:16 pm] 
BILLING CODE 7600-01-M 
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OCCUPATIONAL SAFETY AND HEALTH 
REVIEW COMMISSION 


TIME AND DATE: 10 a.m. on February 11, 
1982. 


PLACE: Room 1101, 1825 K Street, NW., 
Washington, D.C. 


status: Because of the subject matter; it 
is likely that this meeting will be closed. 


MATTERS TO BE CONSIDERED: Discussion 
of specific cases in the Commission 
adjudicative process. 


CONTACT PERSON FOR MORE 
INFORMATION: Mrs. Patricia Bausell, 
(202) 634-4015. 

Dated: January 22, 1982. 
[{S-112-62 Filed 1-22-82; 4:16 pm] 
BILLING CODE 7600-01-M 


10 


OCCUPATIONAL SAFETY AND HEALTH 
REVIEW COMMISSION 


TIME AND DATE: 10 a.m. on February 18, 
1982. 


PLACE: Room 1101, 1825 K Street, NW.., 
Washington, D.C. 


STATUS: Because of the subject matter, it 
is likely that this meeting will be closed. 


MATTERS TO BE CONSIDERED: Discussion 
of specific cases in the Commission 
adjudicative process. 


CONTACT PERSON FOR MORE 
INFORMATION: Mrs. Patricia Bausell, 
(202) 634-4015. 


Dated: January 22, 1982. 
|S-113-82 Filed 1-22-82; 4:16 pm] 
BILLING CODE 7600-01-M 
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ARCHITECTURAL AND 
TRANSPORTATION BARRIERS 
COMPLIANCE BOARD 


36 CFR Part 1190 


Minimum Guidelines and Requirements 
for Accessible Design 


AGENCY: Architectural and 
Transportation Barriers Compliance 
Board. 


ACTION: Amendment to final rule. 


summary: The Architectural and 
Transportation Barriers Compliance 
Board amends its Minimum Guidelines 
and Requirements for Accessible Design 
(36 CFR Part 1190) scoping and technical 
regulations insofar as the rule relates to 
telephones and related equipment (36 
CFR 1190.31(q) Telephones, and 
§ 1190.210 Telephones). The revisions 
provide requirements on the number, 
-location, and technical specifications for 
accessible public telephones and related 
equipment. The revisions also include 
conforming and clarifying amendments 
to the regulation’s human data text and 
illustrations (§ 1190.40 Human Data). 
EFFECTIVE DATE: February 26, 1982. 


appress: U.S. Architectural and 
Transportation Barriers Compliance 
Board, 330 C Street, S.W., Room 1010, 
Switzer Building, Washington, D.C. 
20202. 

FOR FURTHER INFORMATION CONTACT: 
For information on the applicability, 
scoping and technical provisions of 
these amendments, contact: Sally Free, 
Office of Technical Services (202) 472- 
2700 (voice) or (202) 245-1801 (TDD); 
Susan Stoessel, Office of Compliance 
and Enforcement (202) 472-3237 (voice); 
or Charles Goldman, General Counsel 
(202) 245-1801 (voice or TDD). 

Copies of the amendments are 
available on tape for those with visual 
impairments. These may be obtained at 
the Board offices. 

SUPPLEMENTARY INFORMATION: 


A. Background 


Section 502 of the Rehabilitation Act 
of 1973, Pub. L. 93-112, 29 U.S.C. 792, 
established the Architectural and 
Transportation Barriers Compliance 
Board (ATBCB or Board) to insure 
compliance with standards issued under 
the Architectural Barriers Act of 1968 
(Pub. L. 90-480) (42 U.S.C. 4151 et seg.), 
as amended. The Board consists of 
eleven Federal agency members plus 
eleven members appointed by the 
President from the general public.! 


' The agency members are the heads or their 
designees (Executive Level IV or above) of the 


On January 6, 1981, the Architectural 
and Transportation Barriers Compliance 
Board adopted as a final rule its 
“Minimum Guidelines and Requirements 
for Standards for Accessibility and 
Usability of Federal and Federally- 
Funded Buildings and Facilities by 
Physically Handicapped Persons” 
(Minimum Guidelines and Requirements 
for Accessible Design or guidelines and 
requirements). These guidelines and 
requirements were issued pursuant to 
the Rehabilitation Comprehensive 
Services and Developmental Disabilities 
Amendments of 1978, amending the 
Rehabilitation Act of 1973, Pub. L. 93- 
112, codified at 29 U.S.C. 792, and were 
published in the Federal Register on 
January 16, 1981 (46 FR 4270). The 
guidelines and requirements provide a 
basis for the issuance of consistent and 
improved accessibility standards by 
four Federal standard-setting agencies: 
General Services Administration (GSA), 
Department of Defense (DOD), 
Department of Housing and Urban 
Development (HUD), and the United 
States Postal Service (USPS), under the 
Architectural Barriers Act of 1968, as 
amended (42 U.S.C. 4151 et seq.) 2 

A Notice of Intent on the guidelines 
and requirements was published in the 
Federal Register on February 22, 1980 
(45 FR 12167), and a Notice of Proposed 
Rulemaking (NPRM) was published in 
the Federal Register on August 18, 1980 
(45 FR 55101). A draft regulatory 
analysis, prepared in accordance with 
Executive Order 12044, was published in 
the August 18, 1980, Federal Register for 
comment along with the NPRM. The 
Final Rule was published in the Federal 
Register on January 16, 1981. These 
documents as well as other information 
used as the basis for the rule are 
available for inspection at the ATBCB 
offices. 

On July 10, 1981, the ATBCB 
determined to publish in the Federal 
Register a notice proposing amendments 
to the telephone provisions (see 49 FR 
39764, August 4, 1981, ATBCB Docket 
Number 81-G-2). A second notice 
proposing rescission of the guidelines 
and requirements was also published in 


Departments of Education; Transportation; Health 
and Human Services; Housing and Urban 
Development; Labor; Interior; Justice; Defense; 
General Services Administration; Veterans 
Administration; United States Postal Service. The 
Act requires at least five of the members from the 
general public to be physically handicapped. 

2 Standards issued under the Architectural 
Barriers Act and currently in effect are: GSA: 41 
CFR 101-19.6, effective September 2, 1969, revised 
October 14, 1980 {45 FR 67664); HUD: 24 CFR Part 
40, effective September 2, 1969; DOD: DOD 4279.1- 
M “Construction Criteria,” June 1, 1978, paragraph 
5-6; USPS: Postal Service Contracting Manual, 
Publication 41, § 18-518.4, 39 CFR 601.100 as 
amended by handbook RE-4, November 1979. 


’ 
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that same Federal Register. For further 
information on Board actions concerning 
the notice proposing rescission and 
subsequent actions taken by the Board 
on the guidelines and requirements, see 
the notice of proposed rulemaking 
published elsewhere in this Federal 
Register. 

At its December 1981 Board meeting, 
the ATBCB adopted as a final rule the 
amendments proposed at 49 FR 39764 on 
August 4, 1981, addressing scoping and 
technical requirements for public 
telephones and related equipment. The 
Board believes that these amendments 
to the rule resolve questions on specific 
issues raised concerning these 
requirements and, therefore, decided to 
publish these amendments separately 
from the rulemaking concerning other 
portions of the guidelines and 
requirements. 


B. Overview of the Amendments 


Amendments to the scoping 
provisions of the final rule provide that 
if one or more public telephones are 
provided and installed as single units or 
if two or more telephones are installed 
in a bank of telephones on any floor, 
then there shall be at least one 
accessible telephone on each floor 
where public telephones are provided. 
Accessible telephones must meet the 
requirements of § 1190.210 and can be 
either side-reach telephones wi'i: che 
highest operable part mounted at a 
maximum of 4’-6”" or forward-reach 
telephones with the highest operable 
part mounted at a maximum of 4’-0”. If 
two or more banks of telephones are 
provided on any floor, then it is required 
that at least one accessible telephone 
per floor be mounted with the highest 
operable part at a maximum of 4’-0”. 
The installer must provide at least one 
accessible telephone—mounted at either 
4'-0" or 4'-6"—in proximity to each 
bank. The accessible public telephone 
does not have to be attached to the bank 
as long as it is in proximity to the bank 
of telephones. 

The telephone companies and 
enclosure manufacturers pointed out 
that the equipment provided for exterior 
installations is technically different from 
interior installations and, as a result, 
difficulties are encountered in providing 
adequate service if the 4’-0" mounting 
height is used for some exterior 
telephones. As a result, the Board 
includes an exception for exterior public 
telephones for areas which do not have 
dial-tone-first service. For these areas 
only, the forward reach 4’-0" telephone 
is not required. ; 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Rules and Regulations 


3935 


eeEeEeEeEeEeEeEeEeEeE—eE———————————— 


The requirement for volume controls 
remains unchanged from the rule issued 
January 6, 1981, except that language 
has been added encouraging the 
installation of additional volume 
controls. A paragraph requiring that 
signage directing persons to accessible 
telephones has also been added. 

The technical portions for Human 
Data (§ 1190.40) and Telephones 
(§ 1190.210) are closely related; thus, if 
revisions in the technical provisions 
occur in one section, changes may also 
occur in the other. For example, a 10” 
maximum distance is not permitted 
between the wheelchair and the object 
to be reached (Figure 4.17). These 
changes are also reflected in Figures 
21.1 and 21.2 that appear in § 1190.210 
Telephones. The amendments were 
made based on a 1975 Dreyfus study 
and.on comments submitted by the 
telephone industry. 

A maximum 2'-0" depth is allowed far 
alcoves that are 2'-6” wide because a 
wheelchair user entering an alcove that 
is deeper than 2'-0” may experience 
significant problems getting out of that 
space (§ 1190.40(c)(5) and Figures 4.8, 
4.9, 4.10, and 4.11). Alcoves requiring the 
use of a clear floor space deeper than 2’- 
0” must have a 3’-0" opening. Telephone 
equipment manufacturers were 
concerned as to the effects this 
requirement would have on the design of 
telephone enclosures. On examination 
of this provision, it was determined that 
the original requirements did not 
necessarily prohibit the use of a 2’-6” 
opening if the alcove was over 2’-0" in 
depth. Since such objects as telephones 
mounted in the alcove can protrude 6” 
from the wall opposite the alcove’s 
entrance, the actual clear floor space 
that the wheelchair user requires 
becomes 2’-0” deep rather than 2'-6". A 
note clarifying paragraph 1190.40(c), 
along with changes to Figure 21.3, has 
been included in the final rule. 

Two new figures (4.12 and 4.13) and 
explanatory text were added to the 
human data section to clarify reach 
limitation for wheelchair users. These 
provisions were also based upon 
dimensions found in the 1975 Dreyfus 
study and other well accepted research 
data establishing the 4’-0" and 4’-6” 
reach requirements. 

Technical provisions at § 1190.210(d) 
in the telephone sections were revised 
to clarify that mounting height is based 
on the location of the highest operable 
parts which are essential to the basic 
operation of the telephone. The revision 
was necessary to include such 
technology as the dial-tone-first or the 
credit card call situation. A note has 
also been added to Figures 21.4 and 21.5 
to reflect this clarification. 


Figure 21.4 in § 1190.210 was revised 
to reflect that any width is permissible 
for the side reach tclephone enclosure 
since clear floor space and minimum 
shelf height requirements specified by 
Figure 21.1 and 1190.40 will allow access 
to the telephone. It should also be noted 
that this clear floor or ground space is 
required to be positioned so that an 
object, such as a telephone, can be 
reached from a wheelchair (see Figure 
4.12. and 4.13) and that it is permissible 
for this clear floor space to overlap the 
clear space required for other objects 
(1190.40)(c)). 


C. Analysis of Comments 


Sixty-three responses were included 
in the ATBCB Docket Number 81-G-2. 
Respondents included the following: 
Two Board members (GSA and USPS); 
eleven State and local government 
agencies; fifteen handicapped 
organizations including six representing 
hearing impaired and deaf individuals; 
six veterans organizations (all 
representing Paralyzed Veterans of 
America); one code organization, 
National Conference of States on 
Building Codes and Standards, Inc.; 
three industries; six education-affiliated 
organizations; and eleven individual 
responses. Three duplicat responses and 
four responses that did not directly 
address the proposed rulemaking, were 
also received. 

Twenty-eight respondents were 
generally supportive of the proposed 
amendments. General Telephone & 
Electronics (GTE), American Telephone 
and Telegraph (AT&T) and the 
Committee of Independent Telephone 
Enclosure Manufacturers were all 
complimentary of the Board's efforts 
and willingness to respond to concerns 
raised by the industry. GTE said that the 
Board has struck a proper balance 
between accessibility and cost- 
effectiveness. 

Eight respondents opposed the 
proposed amendments, with all except 
one of these comments recommending 
the use of the telephone provisions in 
ANSI A117.1-1980. Five of those 
recommending ANSI represented 
chapters of the Paralyzed Veterans of 
America. United States Postal Service 
and the General Services 
Administration opposed the revisions 
due to the then pending rescission notice 
and recommended ANSI. At the Board 
meeting on December 1, 1981, these 
concerns were discussed and resolved. 

Nine respondents addressed the need 
for accessible telephones and made 
various recommendations. Five 
respondents were especially concerned 
with providing equipment for hearing 
impaired and deaf persons and strongly 


recommended the inclusion of volume 
controls and TDD’s in the regulation. 

Six respondents, including the 
California State University at Northridge 
and the Arkansas Department of Human 
Services, expressed a preference for the 
more stringent provisions contained in 
the January 1981 final rule. 

Copies of these comments are 
available for inspection at the Board’s 
office. 


D. Executive Order 12291 and 
Regulatory Flexibility Act 


This amendment to the final rule has 
been reviewed under procedures 
established in Executive Order 12291 
and has been designated as a “non- 
major rule.” : 

The Architectural and Transportation 
Barriers Compliance Board has 
concluded that the rule will not have a 
significant economic impact on a 
substantial number of small entities and 
that the requirement of the Regulatory 
Flexibility Act, Pub. L. 96-354, for a 
regulatory flexibility analysis is not 
applicable. The ATBCB rule directly 
impacts four Federal agencies—the 
General Services Administration, 
Department of Housing and Urban 
Development, Department of Defense, 
and United States Postal Service—who 
are to issue standards in accordance 
with the Architectural Barriers Act of 
1968. Final determination of possible 
effect, if any, on recipients of Federal 
construction funds and on small 
businesses will be made at the time the 
standards based on these guidelines and 
requirements are issued by these 
standard-setting agencies. 

In conclusion of the foregoing, Part 
1190 of Title 36 of the Code of Federal 
Regulations is amended to read as set 
forth below. 

Dated: December 1, 1981. 

By vote of the Board. 

Mason H. Rose, V, 

Chairperson, Architectural and 
Transportation Barriers Compliance Board. 
Wnm. Bradford Reynolds, 

Vice Chairperson, Architectural and 
Transportation Barriers Compliance Board, 
and Assistant Attorney General for Civil 
Rights. 

1. § 1190.31(q) is amended by revising 
it to read as follows: 


§ 1190.31 Accessible buildings and 
facilities: New construction. 


* * * * * 


(q) Telephones. (1) If public 
telephones are provided, then accessible 
public telephones shall comply with 
§ 1190.210, Telephones, and the 
following table: 





Number of telephones required to 
be accessible ' 


1 per floor. 


1 per floor. 

1 per bank. Accessible unit may 
be installed as a single unit in 
proximity (either visible or with 
signage) to bank. At least one 
public telephone per floor shail 
meet the requirements for a 
forward reach telephone.* 





‘ Additional Public telephones may be installed at any 
t ; however, accessible telephones is 


ble telephones may be either forward reach or side reach 
telephones. 

2A bank consists of two or more adjacent public tele- 
phones usually installed as a unit. 

SException for exterior installations only: If dial-tone-first 
service is not available, then a side reach telephone may be 
installed instead of the required forward reach telephone 
(ie., one telephone in proximity to each bank shall meet the 
requirements of § 1190.210, Telephones). 


(2) At least one of the public 
telephones complying with § 1190.210, 
Telephones, shall be equipped with a 
volume control. The installation of 
additional volume controls is 
encouraged and these may be installed 
on any public telephone provided. 

(3) Signage complying with § 1190.220, 
Signage, shall be provided at public 
telephones and shall direct persons to 
public telephones complying with 
§ 1190.210, Telephones. 


* * * * 7” 


2. § 1190.40 is amended by revising the 
text of paragraph (c)(5) (excluding 
Figures 4.8 through 4.11) and the 
introductory text of paragraphs (d) and 
(d)(1); adding Figures 4.12 and 4.13 and 
inserting them following the revised 
introductory text of paragraph (d); and 
redesignating old Figures 4.12, 4.13, 4.14, 
4.15, and 4.16 as Figures 4.14, 4.15, 4.16, 
4.17, and 4.18. 


§ 1190.40 Human Data 


(c) *** 

(5) If clear floor or ground space is 
confined or restricted on all or part of 
three sides, provide additional 
maneuvering space adjoining clear floor 
or ground space as shown in Figures 4.8, 
4.9, 4.10, and 4.11. For example, a 2’-6” 
depth is satisfactory for a telephone 
enclosure that is 2’-6” square since the 
telephone protrudes from the wall 6” 
and thus reduces the actual depth of the 
“alcove” to 2’'-0". 

(d) Reach limitations for wheelchair 
users. Reach limitations for wheelchair 
users is a function of the mounting 
height of the object being reached and 
the distance the object is from the user 
(figs. 4.12 and 4.13). 


reach range (4 


objects 4-0” high max. 


reach soe 
objects 4-6” high reach range :*. 


(1) Forward reach to surface mounted 
object: 

(i) Maximum height of reach for a 
forward approach shall be 4’-0" (1,220 
mm) (fig."4.14) 

(ii) Minimum height of reach for a 
forward approach shall be 1’-3” (380 
mm) (fig. 4.14). 


forward 


reach (a> 
Sach ——§Gs 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Rules and Regulations 3937 


’ (iii) Maximum height of reach for a (2) Side reach (parallel approach): 3. § 1190.210 is amended by 
forward approach over an obstruction (i) Maximum height of reach for a redesignating paragraphs (c) as (d) and 
shall comply with figures 4.15 and 4.16. parallel approach shall be 4’-6” (1,370 (d) as (e); adding a new paragraph (c); 
mm) (fig. 4.17). revising figures 21.1, 21.2, and 21.3 and 
(ii) Minimum height of reach for a inserting them following new paragraph 
parallel approach shall be 9 inches (230 (c); revising newly designated (d)(1), 
mm) (fig. 4.17). é inserting figures 21.4 and 21.5 and 
inserting them following paragraph 
(d)(1); and removing figure 21.6 as 
follows: 
§ 1190.210 Telephones. 


—1’-8”" max. 2% (c) Protruding Objects. Telephones 


shall comply with § 1190.50 (c), 
Protruding objects. 


é 
? 
N 
| 


ua side reach a> 
ee 


(iii) Maximum height of reach for a 


side approach over an obstruction shall il | 
comply with figure 4.18. para e 


approach (By 
telephone enclosures 


reach over 


reach over obstruction a 
obstacle a a we 
forward approach ME A as eee, A 
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(d) Equipment characteristics. 
Telephone equipment shall: 

(1) Have the highest operable parts 
which are essential to the basic 
operation of the telephone located at a 
maximum of 4’-6” (1370 mm) above 
finish floor for side reach (fig. 21.4) and 
at a maximum of 4’-0” (1220 mm) above 
finish floor for forward reach. 


2’-O”" max. SEE FIGURE 
610 ANY WIDTH 4 


1’-8”" max. 
510 SHELF HEIGHT 
9 39 ABOVE FLOOR: 
2-6 2'-3" MIN., 
760 2'-10" MAX. 


AS REQUIRED BY 
1190.5@(c) 


PARA. 


forward 
approach reach ___ 


* 
te hone enclosures Highest operable parts which are essential 
le to the basic operation of the telephone. 


SEE FIGURES 


PARA. 1190.50(c) 


685 as REQUIRED BY 


SHELF HEIGHT 
ABOVE FLOOR: 
2'-3" MIN., 
2'-10" MAX. 


forward 


reach (2) 
telephone enclosures \ 5 / 
*Highest operable parts which are essential 


fo rwa rd to the basic operation of the telephone. 
approach | : ; | 
—S 5 

{FR Doc. 82-1683 Filed 1-26-82; 8:45 am| 


telephone enclosures BILLING CODE 4000-07-M 
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ARCHITECTURAL AND 
TRANSPORTATION BARRIERS 
COMPLIANCE BOARD 


36 CFR Part 1190 
[ATBCB Docket Number 81-G-3] 


Minimum Guidelines and Requirements 
for Accessible Design 


AGENCY: Architectural and 
Transportation Barriers Compliance 
Board. 


ACTION: Notice of proposed rulemaking. 


SUMMARY: The Arhcitectural and 
Transportation Barriers Compliance 
Board issues a notice of proposed 
rulemaking to amend its minimum 
guidelines and requirements (guidelines 
and requirements) for standards for 
accessibility and usability of Federal 
and federally-funded buildings and 
facilities by physically handicapped 
persons published in the Federal 
Register as a final rule on January 16, 
1981 (46 FR 4270, codified at 36 CFR Part 
1190). The guidelines and requirements 
and this notice of proposed rulemaking 
are issued pursuant to the ; 
Rehabilitation, Comprehensive Services, 
and Developmental Disabilities 
Amendments of 1978, amending the 
Rehabilitation Act of 1973, Pub. L. 93- 
112. The guidelines and requirements 
provide a basis for the issuance of 
consistent and improved accessibility 
and usability standards issued by four 
standard setting agencies, the General 
Services Administration, Department of 
Housing and Urban Development, 
Department of Defense, and United 
States Postal Service, under the 
Architectural Barriers Act of 1968, as 
amended. 

The Board intends by this action to 
amend the existing minimum guidelines 
and requirements so that they provide 
ready access and use, yet are more cost 
effective and consistent with other 
Federal and nationally recognized 
standards. A final rule consistent with 
this purpose may eliminate any need to 
rescind the existing minimum guidelines 
and requirements, as proposed in the 
Federal Register of August 4, 1981 
(Docket 81-G-1) and in the notice of 
extension of comment period published 
on September 29, 1981. Each comment 
received in-response to ATBCB Docket 
81-G-1 will be included and evaluated 
as a response to this rulemaking 
(ATBCB Docket 81-G-3). 

DATE: Written comments must be 
received or postmarked on or before 
March 15, 1982. 

ADDRESS: Written comments should be 
submitted to the Docket Officer, ATBCB 
Rulemaking Docket Number 81-G-3, 
Architectural and Transportation 


Barriers Compliance Board, Room 1014, 
330 C Street, SW., Washington, D.C. 
20202. Comments received will be 
available for public inspection in room 
1014 from 9 a.m. to 5:30 p.m., Monday 
through Friday. To inspect the docket, 
contact Mr. Larry Allison, Director of 
Public Information, Room 1014, 330 C 
Street, S.W., Washington, D.C. 20202; 
202/245-1591 (voice or TDD). 


FOR FURTHER INFORMATION CONTACT: 
For information on the applicability, 
scoping, and technical provisions of the 
Board’s Minimum Guidelines and 
Requirements for Accessible Design (36 
CFR Part 1190) and on this Notice of 
Proposed Rulemaking (NPRM) contact 
Ms. Sally Free, Office of Technical 
Services, Room 1014, 330 C Street, SW., 
Washington, D.C. 20202; (202) 472-2700 
(voice) or Mr. Charles D. Goldman, 
General Counsel, Room 1010, 330 C 
Street, SW., Washington, D.C. 20202; 
(202) 245-1801 (voice or TDD). 

For additional copies of this NPRM or 
of the ATBCB Minimum Guidelines and 
Requirements for Accessible Design (36 
CFR 1190), contact Ms. Diane Pernick, 
Office of Public Information, Room 1014, 
330 C Street, SW., Washington, D.C. 
20202; (202) 245-1591 (voice or TDD). 
Copies of this NPRM and the Guidelines 
and requirements are available on tape 
for those with visual impairments. These 
documents may be obtained at the 
above address or by contacting Ms. 
Pernick. 


SUPPLEMENTARY INFORMATION: On 
January 6, 1981, the Arhcitectural and 
Transportation Barriers Compliance 


_ Board (ATBCB or the Board) adopted as 


a final rule its “Minimum Guidelines and 
Requirements for Standards for 
Accessibility and Usability of Federal 
and Federally Funded Buildings and 
Facilities by Physically Handicapped 
Persons (Minimum Guidelines and 
Requirements for Accessible Design or 
guidelines and requirements). These 
guidelines and requirements were issued 
pursuant to the Rehabilitation, 
Comprehensive Services and 
Developmental Disabilities 
Amendments of 1978, Pub. L. 93-112, 
codified at 29 U.S.C. 792, and were 
published in the Federal Register on 
January 16, 1981 (46 FR 4270). The 
guidelines and requirements are to 
provide a basis for the issuance of 
consistent and improved accessibility 
standards by four Federal standard- 
setting agencies: General Services 
Administration (GSA), Department of 
Defense (Defense), Department of 
Housing and Urban Development 
(HUD), and the United States Postal 
Service (USPS), under the Architectural 
Barriers Act of 1968, as amended (42 


U.S.C, 4151, et seq.). 

On July 10, 1981, the ATBCB 
determined to publish in the Federal 
Register a notice proposing rescission of 
its January 6, 1981, Minimum Guidelines 
and Requirements for Accessible Design 
(46 FR 39764, August 4, 1981; ATBCB 
Docket 81-G-1) and the development of 
alternative minimum guidelines and 
requirements, as well as to publish a 
notice of proposed rulemaking regarding 
the regulation’s scoping and technical 
provisions for accessible telephones (46 
FR 39764, August 4, 1981; ATBCB Docket 
81-G-2). Because several Senators, 
Congressmen, individuals, and 
organizations requested additional time 
for the submission of comments to 
ATBCB Docket 81-G-1, the Board 
extended the period for comments to 
November 6, 1981. In the notice 
extending the comment period, the 
Board identified portions of its January, 
1981, regulations in which specific 
comments were requested. Such items 
included parking and passenger loading 
zones, entrances, elevators, toilet and 
bathing facilities, alarms, listening 
systems, additions, alterations, leases, 
special use facilities, and residential 
structures. The Board emphasized that it 
sought public comments on all parts of 
the guidelines and requirements and 
specifically asked for comments on 
which sections of this regulation should 
be retained, which sections should be 
modified, and which sections should be 
reserved. The Board also requested 
comments on the clarity and format of 
the regulation. 

For background on the Architectural 
and Transportation Barriers Compliance 
Board's current guidelines and 
requirements, including the overview 
and section-by-section analysis of the 
current guidelines and requirements, see 
the Preamble at 46 FR 4270 (Jan. 16, 
1981), codified at 36 CFR Part 1190, 
Preamble A. 

Amendments are proposed to Subpart 
A—General, Subpart C—Scoping, and 
Subpart D—Technical. Amendments to 
the guidelines and requirements’ 
technical provisions (Subpart D) are 
proposed in order to reduce the number 
of differences between the Board’s 
guidelines and requirements and the 
American National Standard Institute 
Standard “Specifications for making 
Buildings and Facilities Accessible and 
Usable by Physically Handicapped 
Persons” (ANSI A117.1 (1980) or ANSI). 
Where such differences remain, the 
Board's guidelines and requirements are 
in all material respects similar to the 
draft proposed Uniform Federal 
Standards as developed by the Uniform 
Task Force established at the request of 
the Director, Office of Management and 
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Budget. The General Services 
Administration, the Department of 
Housing and Urban Development, the 
United States Postal Service, and the 
Department of Defense—the four voting 
members of the Uniform Task Force— 
are working toward adopting a uniform 
federal standard as their required 
Architectural Barriers Act standards. 


Subparts C and D present generic 
specifications for application to general 
building types intended for public or 
common use. Subpart E, Special Building 
or Facility Types or Elements, continues 
to be reserved for future development by 
the ATBCB. With regard to housing, said 
development will be consistent with the 
accessibility requirements currently 
contained in HUD's Minimum Property 
Standards and. 24 CFR Part 40. The 
proposed Uniform Federal Accessibility 
Standard now under development will 
address special building and facility 
types and elements and will provide a 
basis for future development of the 
reserve Subpart E. 


The text of the proposed changes to 
the guidelines and requirements use » 
«4 arrows to indicate additions and[{ ] 
brackets to indicate deletions. Proposed 
technical changes to Subpart D are 
highlighted in italics in addition to using 
the arrows and brackets. The equivalent 
ANSI technical provision is noted in the 
margin and under appropriate figures. 
Technical provisions and definitions 
contained in the guidelines and 
requirements but not found in ANSI are 
underlined. An asterisk (*) in the left 
margin notates a provision on which the 
Board requests public comment on a 
specific question or alternative. For 
information on ATBCB provisions which 
are proposed to remain unchanged, see 
the preamble at 46 FR 4270 (Jan. 16, 
1981). A detailed analysis of the final 
rule will be published with the rule. 


It is recognized that any of the 
requirements embodied in the standard 
based on the proposed amendments are 
subject to the waiver and modification 
provisions of section 6 of the 


Architectural Barriers Act, 42 U.S.C. 
4156. 

The proposed amendments respond to 
concerns registered by certain Board 
members and to issues raised in 
comments submitted to ATBCB Docket 
81-G-1 (notice of proposed rulemaking 
proposing rescission of minimum 
guidelines and requirements) and 81-G- 
2 (notice of proposed rulemaking on 

elephones). 

Three thousand three hundred and 
sixty-six (3,366) timely comments were 
received in response to the notice of 
proposed rulemaking to rescind the 
guidelines and requirements and to the 
subsequent notice of extension 
extending this notice (ATBCB Docket 
81-G-1). The overwhelming numerical 
majority of the responses support having 
the Board issue minimum guidelines and 
requirements. A number of comments 
were received in response to questions 
posed in the NPRM and in the Notice of 
Extension. These comments, some of 
which included helpful substantive 
proposals to modify the existing 
guidelines, have been carefully 
considered in the development of this 
proposed rulemaking. The minutes of the 
December 1, 1981, Board meeting, all 
comments, summaries, and other 
documents pertaining to this rulemaking 
are available for inspection at the 
Board's offices. 

At its meeting of December 1, 1981, 
the Board voted unanimously to issue 
final amendments to the guidelines and 
requirements insofar as the regulation 
relates to telephones and related 
equipment. The final amendments are 
published elsewhere in this Federal 
Register. Paragraphs in this instant 
notice of proposed rulemaking affected 
by the issuance of the final amendments 
are noted in the text of this proposed 
rule. 

This proposed rule has been reviewed 
in accordance with Executive Order 
12291 and has been designated as a 
“major rule” for which the regulatory 
impact analysis has been waived. 

The Architectural and Transportation 
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Barriers Compliance Board has 
concluded that the proposed rule will 
not have a significant economic impact 
on a substantial number of small entities 
and that the requirement of the 
Regulatory Flexibility Act, Pub. L. 96- 
354, for a regulatory flexibility analysis 
is not applicable. The Architectural and 
Transportation Barriers Compliance 
Board's proposed rule directly impacts 
four Federal agencies—the General 
Services Administration, Department of 
Housing and Urban Development, 
Department of Defense, and United 
States Postal Sérvice—who are to issue 
standards in accordance with the 
Architectural Barriers Act of 1968. Final 
determination of possible effect, if any, 
on recipients of Federal construction 
funds and on small businesses will be 
made as these guidelines and 
requirements are issued by the 
standard-setting agencies. 

The Architectural and Transportation 
Barriers Compliance Board has also 
determined that the issuance of the 
proposed amendments to the minimum 
guidelines and requirements will not 
have any significant impact on the 
environment. National Environmental 
Policy Act of 1969, as amended, 42 
U.S.C, 4232. 

Conclusion: 

In consideration of the foregoing, it is 
proposed to revise Part 1190 of Title 36 
of the Code of Federal Regulations to 
read as set forth below, with the 
exception of certain amendments to 
§§ 1190.31, 1190.40, and 1190.210 which 
are adopted as an amendment to a final 
rule in a document published elsewhere 
in this Federal Register. 

Dated: December 1, 1981. 

By vote of the Board. 

Mason H. Rose, V. 

Chairperson, Architectural and 
Transportation Barriers Compliance Board. 
Wm. Bradford Reynolds, 


Vice Chairperson, Architectural and 
Transportation Barriers Compliance Board, 
and Assistant Attorney General for Civil 
Rights, Department of Justice. 


BILLING CODE 4000-07-M 
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PART 1190 -- MINIMUM GUIDELINES AND 
REQUIREMENTS FOR ACCESSIBLE DESIGN 


Subpart A--General 


§ 1190.1 Purpose. - The purpose of this 
part is to implement Section 502(b) (7) 
of the Rehabilitation Act of 1973 (29 
U.S.C. 792(b)(7)), as amended, which 
requires the Architectural and 
Transportation Barriers Compliance 
Board to establish minimum guidelines 
and requirements for standards issued 
under the Architectural Barriers Act of 
1968 (42 U.S.C. 4151 et seq.), as 
amended. This part and the standards 
to be based on it are intended to 
ensure that certain buildings and 
facilities financed with Federal funds 
are.so designed, constructed, or 
altered as to be readily accessible to, 
and usable by, physically handicapped 
persons, including those having the 
inability to walk, difficulty walking, 
reliance on walking aids, sight and 
hearing disabilities, incoordination, 
reaching and manipulation disabilities, 
lack of stamina, difficulty 
interpreting and reacting to sensory 
—e and extremes in physical 
size. 


§ 1190.2 Applicability: Buildings and 
facilities subject to guidelines and 
standards. 


(a) Definitions. As used in this 
section, the term: 

(1) “Constructed or altered on behalf 
of the United States" means acquired 
by the United States through 
lease-purchase arrangement, constructed 
or altered for purchase by the United 
States, or constructed or altered for 
the use of the United States. 

(2) “Primarily for use by able-bodied 
military personnel" means expected to 
be occupied, used, or visited 
principally by military service 
personnel. Examples of buildings so 
intended are barracks, officers’ 
quarters, and closed messes. 

(3) “Privately owned residential 
structure” means a single or 
multi-family dwelling not owned by a 
unit or subunit of Federal, state, or 


local government. 

(b) Buildings and facilities covered. 
Except as prov In paragraph (c) o 
this section, the guidelines and 
requirements, and the standards to be 
issued by the standard-setting agencies 
to conform to it, apply to any building 
or facility-- 

(1) The intended use for which 
either-- 

(i) will require that such building 
or facility be accessible to the 
public, or 

(ii) may result in employment or 
residence therein of physically 
handicapped persons; and 

(2) Which is-- 

(i) to be constructed or altered by 
or on behalf of the United States; 

(ii) to be leased in whole or in part 
by the United States; 

(iii) to be financed in whole or in 
part by a grant or loan made by the 
United States after August 12, 1968, if 
the building or facility may be subject 
to standards for design, construction, 
or alteration issued under the law 
authorizing the grant or loan; or 

(iv) to be constructed under the 
authority of the National Capital 
Transportation Act of 1960, the 
National Capital Transportation Act of 
1965, or Title III of the Washington 
Metropolitan Area Transit Regulation 
Compact. . 

(c) Buildings and facilities not 
covered. e guidelines and 
requirements, and the standards do not 
apply to-- 

(1) Any privately owned residential 
structure, unless it is leased by the 
Federal government on or after January 
1, 1977, for subsidized housing 
programs; or 

(2) Any building or facility on a 
military installation designed and 
constructed primarily for use by 
military personnel. 

(3) Although the ATBCB has not 
reviewed in detail the particular 
program statutes, it recognizes that, 
as a general rule, buildings purchased 
Or acquired directly by the Government 
without construction or alteration are 
not covered by the Architectural 
Barriers Act. 
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(d) Effective date of standards. Any 
covered building or facility, as 
provided in this section, which is 
designed, constructed, ® or 4@ altered, 
{or leased] after the effective date of 
a standard issued under this guideline 
which is applicable to the building or 
facility, ® and any other building or 
facility, if and when required by law, 
subject to the requirements of the 
Architectural Barriers Act @ shall be 
designed, constructed, ® or 4 altered, 
[or leased] in accordance with the 
standard. For purposes of this 
section, any design, construction, 
alteration or lease for which bids or 
offers are received before the 
effective date of the applicable 
standards, in response to an invitation 
for bids or requests for proposals, is 
.not subject to the standard. 


§ 1190.3 Definitions. 
part, the term: 

“ATBCB" means .the Architectural and 
Transportation Barriers Compliance 
‘Board. 

“Access aisle" means a pedestrian 
space between elements such as parking 
spaces, seating, and desks. 

“Accessible” means [complying] > 
compliance 4 with the specifications 
and requirements of this part and with 
any applicable standard issued by a 
standard-setting agency. %® Accessible 
describes a site, building, facility, 
or portion thereof that complies with 
these requirements and that can be 
approached, entered, and used by 
physically handicapped. persons. 


Aecessible elements and spaces of a 
u ng or facility including doors 
rovided immediately adjacen 2 
turnstile or a rewoTwTn door, shall be 
Subject to the same use patterns as 


As used in this 


ubjec 
other elements and spaces of the 
building or facrl ty. 4 

cessible route’ means a continuous 
unobstructed path connecting accessible 
elements and spaces in a building or 
facility and complying with the space 
and reach requirements of this part. 
(Interior accessible routes may include 
but are not limited to corridors, 


floors, ramps, elevators, lifts, and 
clear floor space at fixtures. 


Exterior accessible routes may include 
but are not limited to parking access 
aisles, curb ramps, walks, ramps, and 
lifts.) 


“Accessible space" means a space that 
complies with this art. 

> “Adaptability” means the ability of 
certain building spaces and elements 
such as toilet facilities and grab 
bars, to be added to, raised, federed, 
Or otherwise altered so as to 
accommodate the needs of either 
disabled or nondisabled persons, or to 
accommodate the needs of persons with 
different vee or degrees of 
disability. 4 


“Addition"' means an expansion, 


at 
Oo Teta author1z to represen 


agency. 
"Alteration" means an change in a 

building or facility or its permanent 

fixtur Equipment. It includ 


xtures or equ Includes, 
but 1s not rinited to, remodeling, 
renovation, rehabilitation, 
reconstruction, changes or: 
rearrangement in structural parts, and 
extraordinary repairs: Te does not 
include normal maintenance, reroofin , 
interlor decoration, or changes to 
mechanical systems. 

"Architectural Barriers Act” means 


the Architectural Barriers Act of 1968 


ub. L. > as amended, sees 


et seq. 
s car Area" means a room or 


space accommodating fifty or more 
individuals for religious, 
recreational, educational, political, 
social, or amusement purposes, or for 
the consumption of food and drink, and 
including all connected rooms or spaces 
with a common means of egress and 
ingress. Such areas as conference and 


meeting rooms accommodating less than 
1 individuals are not considere 
assembly areas. 4 


utomatic door" means a door-- 

ty Used for human passage and 
Equipped with a power-oper ated 
mechanism and controls that open and 
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close the door upon receipt of a 
momentary act uat ing signal. 


"Building or’ facility” means all or 
any portion of buildings, structures, 
Equi pment ds Tk "king Tot 


quipmént, roads, walks, parking lots, 
arks, sites, or other real property or 
interest = such property. 

* ildren” means people below the 


age of twelve (that is, elementary 
school age and younger). 4 

> "Circulation path" means an 
exterior or interior way of passage 
from one place to another for 
pedestrians, including, but not limited 
to, walks, hallways, courtyards, 
stairways, stair landings, and 
elevators. 4 

> “Clear" means unobstructed. 4 

"Common ® use 4 areas" means those 
interior and exterior spaces available 
for use by all occupants and users of a 
building or facility, exclusive of any 
spaces that are made available for the 
use Of a restricted group of people or 
the use of which is restricted to 
particular functions. 

“Construction” means any erection of 
a new Dui am) or of an addition to an 
existing bu ng or fac Ye 

ross slope" means the slope that is 
perpendicular to the direction of 
travel (see “running slope"). 

“Curb ramp" means a short ramp 
cutting through a curb or built up to 
it. 

"Disability" means any physiological 
disorder or condition, cosmetic 
disfigurement, or anatomical loss 
affecting one or more of the following 
_ bodily systems: Neurological; 

musculoskeletal; special sense organs; 
respiratory, including speech organs; 
cardiovascular; reproductive; 
digestive; genito-urinary; hemic and 
lymphatic; skin; and endocrine. 

“Egress" or “means of egress" means a 
continuous and unobstructed way of exit 
travel from any point in a building or 
facility to an exterior walk or out of 
a fire zone. It includes all 
intervening rooms, spaces, or elenents. 

“Element™ means an architectural or 
mechanical component of a building, 


elephone, curb ramp, door, drinking 
ountain, seating, water closet. 


“Entrance” means any access point to 
a building or portion of a Buttdin or 
facility used For the purpose of 
entering. An entrance includes the 
approach walk, the vertical access 
Teading to the entrance platform, the 


entrance platform itself, vestibules if 


entrance of a bul ding or facility is 
the main door through which most people 
enter. 4 

“Essential features" means those 


elements and spaces that make a 
building or facility usable by, or 
serve the needs Of, itS occupants or 
users. Essential features include but 
are not limited to entrances, toilet 


rooms, and accessible routes. 
Essential features do not include those 


spaces that house the major activities 
Tor which the build or facility is 
intended, such as classrooms and 
oTTices. 


"Exception" means a special provision 
in this part or in a standard Tick 
indicates an acceptable alternative, 
under specit ted ehrcunetances- to a 
requirement stated directly above the 
cod tion. 


xecutive Director" means the 
Executive Director of the 


"Extraordinary repair” means the 
re Tacement or renewal of any element 
Of an existing building or facility for 
urposes other an normal maintenance. 
"EuTT and fair cash value” 1s 
calculated for the estimated date on 


Which work will commence on a project 


ana means-- 
The assessed valuation of a 


bui ng or uty as recor in the 
assessor Ss office 0 e@ municipal it 
and as equalized at one hundred percent 
it ee 
ote: @ one hundred percent (00%) 
assessed value shall be bas 


équaliz 
upon the state's most recent 


determination of the particular city's 
Or town’s assessment ratio. Example: 
Town X has an assessment ratio of fort 
percent (402); and the mia 

uilding in question is assessed at 
$700 000.00; To determine the 


equalized assessed value of this 
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building, divide $200,000.00 by .40 
and the equalized assessed value equals 


The replacement cost; or 
The fair market value. 
uidelines and requirements" means 


this part. 

“Operable part" means a part of 
equipment or an appliance used to 
insert or withdraw objects, to activate 
or deactivate equipment, or to adjust 
the equipment (e.g., coin slot, push 
button, handle). 

“Physically handicapped person" means 
any person who has a disability which 
substantially Limits one or more major 
life activity, including but not 
limited to such functions as perforning 
manual tasks, walking, seeing, hearing, 
speaking, breathing, learning, and 
working. 

"Power-assisted door” means a door-- 

(1) Used for human passage; and 

(2) With a mechanism that helps to 
open the door, or relieve the open- 
ing resistance of a door, upon the 
activation of a switch or a continued 
force applied to the door itself. 

>» “Public use" means any interior and 
exterior rooms or spaces made available 
to the general public. Public use may 
be provided at a building or facility 
that is privately or publically 
owned. 4 

“Ramp" means a walking surface that 
has a running slope greater than 1:20. 

> "Reconstruction" means the act or 


rocess of reproducing by new 
construction the exact form and detail 
Of a Vanished building, structure, or 


of a vanis n structure, or 


u 
object, or a part thereof, as it 


appeare at_a spec ic. period o 


time. 4 
» "Restoration" means the act or 


rocess of accurately recovering the 
Fore and detalls of a property and its 
setting as it appeared at a particular 

riod of time 3 means of the removal 
of later works or by replacement o 


missing earlier work. 4 
unning slope” means the slope that 


is parallel to the direction of travel 
(see “cross slope"). 

"Section 502 of the Rehabilitation 
Act™ or "Section 502” means Section 502 


of the Rehabilitation Act of 1973, Pub. 

"Shall” denotes a mandatory 
requirement. 

“Signage” means the display of 
written, symbolic, tactile, or 
pictorial information. 

"Site" means a parcel of land bounded 
by a property line or a designated 
portion of a public right-of-way. 

"Site improvements” means 
landscaping, paving for pedestrian and 
vehicular ways, outdoor lighting, 
recreational facilities, and similar 
site additions. 


"Space" -means a definable area, e.g., 
toilet room, ha ass area 
arking area, entrance, storage room 
alcove, courtyard, or tobb ° 
"Standard" means any standard for 
accessibility issued under the 
Trchiteckuiat Barriers Act. 
"Standard-setting agency” means one 
of the four agencies re rod to issue 
Standards under the nrcuttactarat 
arriers Act, i.e., the Genera 


Services Administration, the Department 
of Housing and Urban Development, the 
Department of Defense, and Fhe United 
States Postal Service. 

"Structural impracticability" means 


having little likelihood of bein 
accomplished without removing or 
stati a load-bearing structural 
—— b and/or 4 at an increased cost 
0 ercent or more of the value o 
the element of the buildi g facil y 


ng or facilit 
involved. 

"Tactile" means perceptible through 
the sense of touch. 

“Tactile warning” means a surface 
texture applied to or built into 
walking surfaces or other elements to 
warn visually impaired persons of 
hazards in the path of travel. 


> “Temporary” means elements are not 
Tr Car states fer less 
than six months) and are not required 
for safety reasons. 4 

"Walk" means an exterior pathway or 


space with a prepared surface intended 
for pedestrian use and having a slope 
of 1:20 or less. It includes general 
pedestrian areas such as plazas and 
courts. 
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§ 1190.4 Issuance of Architectural 
Barriers Act standards by 
standard-setting agencies. 


(a) These guidelines and* requirements 
are the minimum requirements for 
standards issued under the 
Architectural Barriers Act by the 
Administrator of General Services, 
Secretary of Housing and Urban 
Development, Secretary of Defense, and 
Postmaster. General. 

(b) Standards which confom to or 
exceed the provisions of the guidelines 
shall be deemed in compliance with the 
guidelines and requirements. 

(c) Each standard-setting agency is 
encouraged to issue standards which 
follow the format of these guidelines 
and requirements. However, standards 
which differ in format from these 
guidelines and requirements but are 
otherwise consistent with the 
guidelines and requirements shall be 
deemed in compliance with these 
guidelines and requirements. 


§ 1190.5 Guidelines: Other uses. 


The guidelines and requirements may 
be used by other governmental and 
nongovernmental entities to make 
buildings and facilities accessible to, 
and usable by, physically handicapped 
persons. 


§ 1190.6 Interpretation of guidelines. 


(a) These guidelines and requirements 
shall be liberally construed to carry 
out the purposes and provisions of the 
Architectural Barriers Act and Section 
502 of the Rehabilitation Act. 

(b) Words importing the singular 
number may extend and be applied to the 
plural and vice versa. However, unless 
otherwise specified in the guidelines 


and requirements, each element or space 
of a particular building or facility 
shall comply with the guidelines and 
requirements. 

c) Use of the imperative mood, e.g., 
“provide,” means the provision is 
mandatory. This form is being used to 
avoid wordiness and monotony but means 
the same as if the word "shall" had 
been included. 

(d) The provisions in the minimum 
guidelines and requirements are based 
upon adult dimensions and 
anthropometrics. 

(e) Dimensions that are not marked 
"minimum" or "maximum" are absolute, 
unless otherwise indicated in the text 
or captions. All dimensions are 
subject to conventional building 
tolerances for field conditions. 


§ 1190.7 Effect of State or local law. 


The obligation to comply with this 
part is not affected by any State or 
local law. 


§ 1190.8 Site conditions. [Reserved] 
§ 1190.9 Severability. = 


If any section, subsection, 
paragraph, sentence, clause, or phrase 
of these guidelines and requirements is 
declared invalid for any reason, the 
remaining portions of these guidelines 
and requirements that are severable 
from the invalid part shall remain in 
full force and effect. If a part of 
these guidelines and requirements is 
invalid in one or more of its 
applications, the part shall remain in 
effect in all valid applications that 
are severable from the invalid 
applications. 


Subpart B. [Reserved] 
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Subpart C--Scope 
§ 1190.30 Scope. [Reserved] 


> Except as otherwise provided in this 
Subpart, any covered building or 
facility which is designed, constructed 
or altered after the effective date of 
an applicable standard shall comply 
with the provisions of such standard 
issued in conformance with the 
provisions of this Subpart. Any other 
building or facility covered by the 
Architectural Barriers Act, if and when 
required by law, shall comply with 
such standard issued in conformance 
with the provisions of §1190.31 
Accessible Buildings and Facilities: 
New Construction. 4 


§ 1190.31 Accessible buildings and 
facilities: New construction. 


Excépt as otherwise provided in Subpart 
E, all new construction of buildings 
and facilities shall comply with the 
following minimum requirements: 


(a) Atcessible route. At least one 
accessible route shall comply with 
§ 1190.50, Walks, floors, and 
accessible routes, and shall connect an 
accessible building entrance with: 

(1) Transportation facilities located 
within the property line of a given 
site, including passenger loading 
zones, public transportation 
facilities, taxi stands, and parking; 

(2) Public streets and sidewalks; 

(3) Other accessible buildings, 
facilities, elements, and spaces that 
are on the same site; and 

(4) All accessible spaces, roans, and 
elements within the building or 
facility. 

(b) Parking and passenger loadin 
zones. » (1) 4 If any parking is 
provided,for employees or visitors, or 
both, each such parking area shall 
comply with § 1190.60, Parking and 
passenger loading zones, and the 
following table: 


Required 
Total Parking Minimum Number of 
in Lot Aecessible Spaces 
Ito 25 ee 
26 to 50 
5lto 75 
76 to 100 
101 to 150 
151 to 200 
201 to 300 
301 to 400 
401 to 500 
501 to 1000 
over 1000 


WOON D OS WPM 


2% of Total 
20 plus 1 for each 
100 over: 1000 


® (i) @ EXCEPTION: The total number 
of accessible parking spaces may be 
distributed among parking lots, if 
greater accessibility is achieved. 

> (ii) 4 EXCEPTION: This paragraph 
does not apply to parking provided for 
official government vehicles owned or 
leased by the government and used 
exclusively for government purposes. 

Parking spaces for side lift vans, 

§ 1190.60(c)(2)(a), are accessible 
parking spaces and may be used to meet 
the requirements of this paragraph. 

» (2) 4 1f passenger loading zones 
are provided, at least one 
passenger loading zone shall comply 
with § 1190.60, Parking and passenger 
loading zones. 

(c) Ramps and curb ramps. If there 
is an abrupt level or grade change, if 
the slope is greater than 1:20, and if 
no other means of accessible vertical 
access is provided, a ramp or curb ramp 
shall be provided. If a ramp or curb 
ramp is provided, it shall comply with 
§ 1190.70, Ramps and curb ramps. 

(d) Stairs. Except as provided in 
paragraph 1190.31(f)(1), stairs 
connecting levels that are not 
connected by an elevator shall comply 
with 
§ 1190.80, Stairs. 

(e) Handrails. Handrails shall be 
provided at each ramp and staircase as 
required in § 1190.70, Ramps and curb 
ramps, and § 1190.80, Stairs, 
respectively, and shall comply with 
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§ 1190.90, Handrails. 

(f) Elevators. One passenger 
elevator coplying with § 1190.100, 
Elevators shall serve each level in 
all multi-story buildings and 
facilities. If more than one elevator 
is provided, each elevator shall comply 
way See Se 

‘Exception. Elevator pits, 
elevator penthouses, mechanical rooms, 
piping, or equipment catwalks are 
mee from this requirement. 

xception. Ramps or platform 
lifts complying with § 1190.70, Ramps 
and curb ramps, and § 1190.110, 
Platform lifts, respectively, may be 
used in lieu of an elevator. 

(g) Platform lifts. If the slope is 
greater than 1:20, and if no other 
means of accessible vertical access is 
provided, a platform lift may be 
provided if there is an abrupt level or 
grade change. If a platform lift is 
provided, it shall comply with 
§ 1190.110, Platform lifts. 

{h) Entrances. [At least one 
entrance to a building or facility 
shall comply with §1190.120 Entrances.] 
» At least one principle entrance at 
each grade floor level to a building or 
facility shall comply with § 1190.120 
Entrances. 4 When a building or 
facility has entrances which nomally 
serve any of the following functions: 
transportation facilities; passenger 
loading zones; parking facilities; taxi 
stands; public streets and sidewalks; 
accessible interior vertical access, 
then at least one of the entrances 
serving each such functions shall 
comply with § 1190.120, Entrances. 
[When a building or facility has 
entrances on more than one exposure, 
then at least one entrance for each 
exposure shall comply with § 1190.120, 
Entrances, unless. site conditions 
preclude accessibility.] ® Because 
entrances also serve as exits, 
particularly in cases of emergency, the 
proximity of such accessible 
entrances and exits to all parts of the 
building and facility is essential. It 
is preferable that all or most 
entrances and exits be accessible. 4 

(i) Doors. 

(1) At each accessible entrance to a 


building or facility, at least one door 
shall comply with § 1190.130, Doors. 

(2) [For each space] Within a 
building or facility, at least one door 
at each accessible entrance to the 
accessible space shall comply with 
§ 1190.130, Doors. 

(3) Each door required by paragraph 
1190.50(h), Egress, shall comply with 
§ 1190.130, Doors. 

(4) Each door that is an element of 
an accessible route shall comply with 
§ 1190.130, Doors. 

j) Windows. [Reserved] 


k) Toilet and bathing facilities. 
{Each toilet and bathing facility 
provided shall comply with § 1190.150 
Toilet and bathing facilities, and ind 
> If toilet facilities are provided, 
then each public. and common use toilet 
room shall comply with § 1190.150, 
Toilet and bathing facilities. Other 
toilet rooms shall be adaptable. If 
bathing facilities are provided, then 
each public and common use bathroom 
shall comply with §1190.150. ® In 4 each 
such facility where any of the fixtures 
and accessories specified in 
1190.150(e) and (f) are provided, at 
least one accessible fixture and 
accessory of each type provided shall 
comply with paragraph 1190.150(e) and 
{f). » At least one standard size 
toilet stall (or the equivalent size 
toilet room containing one water closet 
and one lavatory) complying with 
§ 1190.150(e)(2)(ii) and Figure 15.7 
shall be provided in each building or 
facility. Signage complying with 
§ 1190.200 shall be located at the 
entrance of each toilet room not 
containing a standard size toilet stall 
and it shall direct the user to the 
location of the toilet room containing 
the standard size toilet stall. 4€ For 
special use situations, refer to 
Subpart E, Special Building or Facility 
Types or Elements. 

(1) Drinking fountains and water 
coolers. If drinking fountains or 
water coolers are provided, 
approximately 50% of those provided on 
each floor shall comply with § 
1190.160, Drinking fountains and water 
coolers, and shall be dispersed 
throughout the floor. If only one 
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drinking fountain or water cooler is 
provided on any floor, it [shall have 
two levels and the lower level] shall 
comply with § 1190.160. » It is 
preferred that if only one drinking 
fountain or water cooler is provided on 
any floor, then it should have two 
Yevels with the lower level complying 
with § 1190.160. 4 


(m) Controls and operatin 
mechanisms. If controls and operating 
mechanisms are provided, each shall 
comply with §1190.170, Controls and 
operating mechanisms. 

(n) Alarms. If alarm systems are 
provided, each shall comply with 
§ 1190.180, Alarms. 

(0) Tactile warnings. Tactile 
warnings complying with paragraph 
1190.130(g), Doors to hazardous areas, 
shall be provided on the hardware of 
all doors that lead to hazardous areas. 
Tactile warnings shall not be used at 
emergency exit doors. 

Signage. 

(1) e€ international symbol of 
accessibility shall comply with 
paragraph 1190.200(e), Symbol of 
accessibility, and shall be used at the 
following locations: 

(i) Parking spaces designated as 
reserved for the physically 
handicapped; 

ii) Passenger loading zones; 
iii) Accessible entrances; 

(iv) Accessible toilet and bathing 
facilities. 

(2) Informational signing, if 
provided, shall comply with § 1190.200. 

> (i) Exception. The provisions of 
paragraph 1190.200(c) are not mandatory 
for temporary information on room and 
space signage. 

me nee 4 

q élephones. >» See ATBCB 
Minimum Guidelines and Requirements for 
Accessible Design, Anendments to Final 
Rule, published elsewhere in this 
Federal Register. 4 

(r) Seating, tabTes, and work 
surfaces. If fixed seating, tables, 
and work surfaces are provided, 
at least 5 percent ® but always at 
least one 4 of each element shall 
canply with § 1190.220, Seating, 
tables, and work surfaces. 


*(s) Assembly areas >, conference 


and meeting rooms. 

> (1) ¢ if assembly areas 
are provided, accessible viewing 
positions shall comply with § 1190.230, 
Assembly areas, and the following 
table: 


Number of Viewing 


Capacity of 
Positions 


Assembly Space 


1 :to:.. 23 
26 to 50 
51 to 75 
76 to 100 
101 to 150 
151 to 200 
201 to 300 
301 to 400 
401 to 500 
501 to 1000 

over 1000 


CONDOMS WMH 


_ 2% of total 
20 plus 1 for each 
100 over 1000 


> (2) For each assembly area, provide 
a permanent listening system to assist 
no fewer than two persons with severe 
hearing loss. For spaces used 
primarily as conference and meeting 
rooms, provide a listening system that 
may be either permanently: installed or 
portable. A portable system may be 
used to serve more than one meeting or 
conference room. 


or 

(2) Assembly areas with 
audio-amplification systems shall have 
a listening system complying with 
§ 1190.230 to assist a reasonable 
number of people, but no fewer than 
two, with severe hearing loss in the 
appreciation of audio presentations. 4 

(t) Storagé. If storage facilities 
such as cabinets, shelves, closets and 
drawers are provided in accessible 
spaces for occupant use, at least one 
storage facility of each type provided 
shall comply with § 1190.240, Storage. 
> Additional storage may be provided 


*The ATBCB requests comment on the two 
alternatives proposed for scoping 
requirements for listening systems. 
Which alternative, if either, is 
prefer able? 





outside of the dimensions. provided in 
§ 1190.240. 4 


§ 1190.32 Accessible buildings and 
facilities: Additions. 


Each addition to an existing building 
or facility shall comply with 
§ 1190.31, New construction, except as 
follows: 

(a) Entrances. If a new addition to 
a building or facility does not have an 
entrance, then at least one entrance in 
the existing building or facility shall 
comply with § 1190.120, Entrances. 

(b) Accessible route. If the only 
accessible entrance to the addition is 
located in the existing building or 
facility, then at least one accessible 
route shall comply with § 1190.50, 
Walks, floors, and accessible routes, 
and shall provide access 
through the existing building or 
facility to all rooms, elements, and 
spaces in the new addition. 

(c) Toitet and bathing facilities. 

If there are no toilet rooms and 
bathing facilities in the addition and 
these facilities are provided in the 
existing building, then at least one 
toilet and bathing facility in the 
existing building shall comply with 

§ 1190.150, Toilet and bathing 
facilities. 

(d) ETements, spaces, and common 
areas. elements, spaces, or common 
areas are located in the existing 
building and they are not provided in 
the addition, consideration should be 
given to making those elements, spaces, 
and common areas accessible in the 
existing building. 

>» (e) EXCEPTION: - Mechanical rooms, 
storage areas, and other such minor 
additions which normally are not 
frequented by the public or employees 
of the facility, are excepted from 
paragraphs a, b, and c of § 1190.32. 4 


§ 1190.33 Accessible buildings and 
facilities: Alterations. 


(a) General. Alterations to 
existing buildings or facilities shall 
canply with the following: 

(1) If existing elements, spaces, 
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essential features, or common areas are 
altered, then each such altered 
element, space, feature, or area shall 
comply with the applicable provisions 
of § 1190.31, Accessible buildings and 
facilities: New construction. 

(2) If power-driven vertical 
access equipment (2: -, escalator) is 
planned or installe ere none existed 
previously, or if new stairs (other 
than stairs installed to meet emergency 
exit requirements) requiring major 
structural changes are planned or 
installed where none existed 
previously, then a means of accessible 
vertical access shall be provided that 
complies with § 1190.70, Ramps and curb 
ramps; § 1190.100, 

Elevators; or § 1190.110, Platform 
lifts »®, except to the extent where it 
is structurally impracticable in 
transit facilities. 4 

(3) If alterations of single 
elements, when considered together, 
amount to an alteration of a space of a 
building or facility, the entire space 
shall be made accessible. 

(4) Signage. If an existing building 
or facility contains some but not all 
accessible elements and spaces, 
informational signage complying with 
§ 1190.200, Signage, directing the user 
to accessible facilities shall be 
placed at each accessible entrance. 
Each inaccessible entrance and each 
inaccessible toilet room shall have 
Signage directing the user to the 
accessible entrance(s) or toilet 
room(s). 

(b) [Alterations involving more than 
50% of the full and fair cash value. 

If the total cost of all alterations 
(including but not limited to 
electrical, mechanical, plumbing and 
structural changes) for a building or 
facility within any twelve (12) month 
period is 50% or more of the building's 
full and fair cash value (as defined by 
1190.3), then each element or space 
that is altered or added shall comply 
with the applicable provisions of § 
1190.31, Accessible buildings and 
facilities: New construction; and the 
altered building shall contain:] > 
Where a building or facility is vacated 
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and it is totally altered then it shall 
comply with § 1190.31 Accessible 
buildings and facilities: New 
construction, except to the extent 
where it is structurally 

impracticable. 4 

> (c) Where substantial alteration 
occurs to a building or facility, then 
each element or space that is altered 
or added shall comply with the 
applicable provisions of § 1190.31 
Accessible buildings and facilities: 
New construction and the altered 
building or facility shall contain: 4 

(1) At least one accessible route 
complying with § 1190.50, Walks, 
floors, and accessible routes, and 
paragraph 1190.33(a); 

(2) At least one accessible entrance 
complying with § 1190.120, Entrances. 
If additional accessible entrances are 
altered, then they shall comply with 
paragraph 1190.33(a)(1); and 

(3) The following toilet facilities, 
whichever number is greater: 

(i) At least one toilet facility for 
each sex in the altered 
building complying with § 1190.150, 
Toilet and bathing facilities; 

(ii) At least one toilet facility for 
each sex on each substantially altered 
floor, where such facilities are 
provided, complying with § 1190.150, 
Toilet and bathing facilities. 
> In making the determination as to 
what constitutes “substantial 
alteration," the agency issuing 
standards for the facility shall 
consider the total cost of all 
alterations (including but not limited 
to electrical, mechanical, plumbing, 
and structural changes) for a building 
or facility within any twelve (12) 
month period. For guidance in 
implementing this provision, an 
alteration to any building or facility 
is to be considered substantial if the 
total cost for this twelve month period 
amounts to 50% or more of the full and 
fair cash value of the building as 
Cay E at 1190.3. 4 

Exception. If the cost of the 
elements Sid spaces required by 
paragraphs 1190.33(b)(1), (2), and (3) 
exceeds 15% of the total cost of all 
other alterations, then a schedule may 


be established by the standard- 
setting and/or funding agency to 
provide the required improvements 
within a 5 year period. 

(5) Exception. If the alteration is 
limited solely to the electrical, 
mechanical, or plumbing system and does 
not involve the alteration of any 
elements and spaces required to be 
accessible under Part 1190 the 
1190.33(b) does not apply. 

(6) Exception. Consideration shall 
be given to providing accessible 
elements and spaces in each altered 
building or facility complying with: 

(i) § 1190.60, Parking and Passenger 
Loading Zones; 

(ii) § 1190.160, Drinking Fountains 
and Water Coolers; 

(iii) § 1190.180, Alarms; 

(iv) § 1190.210, Telephones; 

(v) § 1190.220, Seating Tables and 
Work Surfaces; 

(vi) § 1190.230, Assembly Areas; 

(vii) § 1190.240, Storage. 


§ 1190.34 [Accessible buildings and 
facilities: Leased.] ® (RESERVED). 4 


[(a) Buildings or facilities or 
portions thereof leased by the Federal 
government shall comply with the 
requirements of § 1190.31, New 
construction, § 1190.32, Additions, and 
§ 1190.33, Alterations. 

(b) If no fully accessible space is 
available, space may be leased only if 
the following conditions are met: 

(1) At least one accessible route is 
provided from an accessible entrance 
complying with § 1190.120, Entrances, 
to all leased portions of the building 
or facility and to each essential 
feature which serves that portion of 
the building or facility. The 
accessible route shall comply with the 
requirements of § 1190.50 Walks, 
floors, and accessible routes. 

(2) Each essential feature of the 
portion of the building or facility to 
be leased is accessible and complies 
with the applicable sections. 

(3) Common areas that are approved 
space needs of the occupant agency 
serving the portions of the building or 
facility to be leased are accessible 
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and comply with the applicable section. 
(c) Exception. If no space complying 
with (a) or (b) is available, space as 
available may be leased, provided-- 

(1) The leasing authority certifies 
that space is unavailable due to 
remoteness of the area or that the 
lease is necessary for officials 
servicing natural or human-made 
disasters; and 

(2) The ATBCB is provided a listing 
of instances in which this exception is 
applied as part of the semi-annual 
report to Congress. , 

(d) Any other deviation from the 
requirements of § 1190.34 shall. be made 
only through the waiver or modification 
process.] 

> Note: The Minimum Guidelines and 
Requirements for Accessible Design 
require that all buildings and 


facilities covered by the Architectural 
Barriers Act are subject to this Part. 
As published on January 16, 1981, the 
Guidelines and Requirements 
specifically provided that all 
buildings and facilities leased by the 
Federal governent must be accessible at 
the time the building or facility is 
leased. In view of the continuing 
controversy over the point at which the 
Architectural Barriers Act applies to 
leased buildings and facilities, this 
Part no longer specifies at which point 
the accessibility standard must apply 
to leased buildings and facilities. 
This change has been made solely in 
recognition of the fact that the issue 
concerning the applicability of the 
Architectural Barriers Act to leased 
buldings is a legal one on which the 
Board expresses no position. 4 
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SUBPART D—TECHNICAL 


Subpart D—Technical Provisions 
§1190.40 Human data. 


(a) General. This section is the basis for clearances 
and equipment location required by other sec- 
tions. 

(b) Moving wheelchair clearances. Provide the 
clearances for moving wheelchairs as follows: 

ANSI (1) Min. clear width for passage of a single 
4.2.1 wheelchair is 3’-0” (915 mm) (fig. 4.1). 
(i) Exception. The clear width may be 
reduced to 2’-8” (815 mm) for a 
distance not to exceed 2’-0” (610 mm) 
in length at points’ such as doorways 
(fig. 4.1). 
(ii) (Reserved) 


passage 


ANSI Figures 1 and 24(e) 


int 


, continuous | po 


(4. 
WW 
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5’-O” min. 
1525 
NSIT 


A 
two-wa -wa 7.2.2 (2) Min. clear width for two wheelchairs to 
pass is 5'-0” (1,525 mm) (fig. 4.2). 
2 on 4. Min. clear space to make a 180 degree 
ANSI Figure, 2 turn is a 5'-0” (1,525 mm) diameter (fig. 


4.3) or a T-shaped space that complies 
with fig. 4.4. 


5’-0” 


1525 


180/360" 


ANSI Figure 3(a) 





ANSI 
4.2.4 
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1-O”"min.—|-, | 3-0” | .-}-T-O”min. 
305 


t- turn 


ANSI Figure 3(b) 
Note: ANSI does not spectfy or 
tllustrate the length of the arms 


for the T-turn. 
(c) Clear floor or ground space. Provide the follow- 


ing clear floor or ground space to accommo- 


(1) 


date a single, stationary occupied wheelchair: 


Clear floor or ground space shall be a min. 
of 2'-6" by 4-0” (760 mm by 1,220 mm) 
(fig. 4.5). 


clear - pd or 


round space “a 4 
grouna.s Figure 4(a) P 
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— ae oe ee ee oe ee oe ee ee oe 
Oe @ewaraetaaowe 


(2) Position clear floor or ground space for 
either forward or parallel approach to an 


forward Sater dounat ini tsa 
approach aenrbenaes 


=a jects. 
re Clear floor or ground space shall adjoin or 
overlap an accessible route or another 
clear floor or ground space for at least one 

full, unobstructed side. 


parallel 
approach 


ANSI Figure 4(e) 
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2’-6” 
ANSI 7 
4.2.4.2 (5) See ATBCB Minimtan Guidelines 
and Requirements for Accessible 


Design, Amendment to Final Rule, alcove (4. 
a ANST Figure 4(d) C87 


4.2.4.3 (6) Surfaces of clear floor or ground spaces 
4.5 shall comply with paragraph 1190.50(i), 
Walks, floors, and accessible routes. 


(d) Reach limitations. See ATBCB 
Minimun Guidelines and Require- 
ments for Accessible Design, 
Amendment to Final Rule, published 
elsewhere in this Federal Register. 


® More than 2'-0"@ 


* * * + * a 
4.27.3 (3) To be accessible, special 
equipment may require measurements 
different from those provided 
above and these measurements 
should be dictated by equipment 
design. 


alcove oe 
ANSI Figure 4(e) \9/) 
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bless than 


§1190.50 Walks, floors, and accessible 


turn = pars 1. Accessibl ed by Sub 
: a meral. Accessible routes requir y Subpart 
maneuvering clearances C—Scope shall comply with this section. 


ANSI Figure 7(b) 4.3.3 (b) Width. Provide the min. clear width for con- 
tinuous passage and for point passage required 
by paragraph 1190.40(b}(1) (fig. 4.1). Provide 
maneuvering clearances as shown in figs. 5.2 
and 5.2 if the accessible route requires a turn 
around an obstruction. 

Protruding objects. No protruding object shall 
reduce the clear width of an accessible route or 
maneuvering space below the min. required by 
paragraph 1190.40(b){1) (fig. 5.3). 

| 3'-0"min.! 4’-0"or more | 5:-o"min. 

Quaquigeeene : 


| 
a 915 i 1220 os 1 


/ 
2 
ANSI Figure 7(a) 


accessible route 
| -12-0"max. 


2 —extend wing walls to ee 


clear width 


ANSI Figure 8(e) 
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ANSI 

4.4.1 (1) Objects less than 2'-0” (610 mm) long that 
are fixed to wall surfaces shall not project 
into accessible routes more than 4 in. (100 
mm) if mounted with their leading edges 
between 2’~3” and 6’-8” (685 mm and 2,030 
mm) (nominal dimension) above finish 
floor (fig. 5.4). 

4.4.1 (2) Objects fixed to wall surfaces may project 
more than 4 in. (100 mm) if mounted with 


the lower extreme of their leading edgdless 


eat or below thanl2’-3” (685 mm) above the finish floor. 
These objects shall not project into the re- 
quired min. clear width (fig. 5.5). 
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3’-O” min. 


ne 
clear width = 
around object 24” long mane 


any amount - 


ee width 


7 
| 
i 
i 
i 
i 
2 
i 


wee ress ae ne ot eee cee oe we mom om 


clear width oe 
ANSI Figure 8(a) 
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v 
™ 
e 
Ss) 
2 
gv 
S 
= 
4 


79” 
— 1-0” max. 
> Note: This overhang can be 
~ greater than 1'-0" (305 mn) 
Py because no one can approach 
y, the object from this direc 


Het 


ITT 
(Zi 
We "ae 


es 


projecting ail 
object (BD 147 (9 Yim stndng ject moana on pots o 
plan view ey from 2’-3” to 6’-8" (685 mm to 2,030 mm) 


"ANST Fe 8(a) above ground or finished floor surface (figs. 


5.6 and 5.7). 
--|-—17-0” max. 


cane 


detection > Note: Cane hits post or 
area. pyton before person hits 
object. 4 


i ga 


ANSI Figure 8(d) 
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reater 


Ve . . : : >. OTE 
ee 3.0 ag rr 
GH 


CHE ae 


“Cedwihteininexeeees ObDStruction 


mounted with 
2’-3” (685 mm) may protrude any distance : 
(figs. 5.8 and §.9).] » Objects mounted plan view \ 8) 
with their ledding edges at or ANSI Figure 8(c) 
below 2'-3"(685 mm) above the 
finished floor may protrude any 
greater 


ANSI 
4.4.1 


amount (figs. 5.8 and 5.9).< 
than T-0” 
305 


obstruction +s 
La 


elevation 
ANSI Figure 8(z2) 
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overhead hazard ED es 
no similar figure in ANSI \W/ (d) Passing space. If an accessible route has less 


4.3.4 

than a 5’-0” (1,525 mm) clear width, provide ac- 
cessible passing spaces at intervals not ex- 
ceeding 200 ft. (61 m){unobstructed view] See 
figures 4.2 and 4.4 for examples of acceptable 
passing spaces. 

Vertical clearance: Provide a minimum vertical 
clearance (headroom) of 6-8” (2,030 mm) 
throughout accessible routes. If vertical clear- 
ance of area adjoining accessible route is reduc- 
ed to less than 6’-8", (nominal dimension) pro- 
vide_a_barrier_to warn blind or visually- 


impaired persons (figs. 5.4, 5.9 and 5.10), 

4.3.7  (f} Slope. Accessible routes with running slopes of 

ed e egreater than 1:20 [1:20 or greater]shall be considered ramps and 
shall comply with 1190.70, Ramps and curb 


t t t ramps. Cross-slopes on accessible routes shall 
reatmen fe not exceed 1:48 (1/4 in. per foot). 

4.3.8 (g) Changes in level. All changes in level or grade 

aa a ered i tatesiaecaned IV) in accessible routes shall comply with the fol- 


lowing: 

(1) Up to 1/4 in. (6 mm): vertical without edge 
treatment (fig. 5.11). 

(2) 1/4 in. to 1/2 in. (6 mm to 13 mm): beveled 
with slope not exceeding 1:2 (fig. 5.12). 


Note: ANSI cross-slope requirement is 
1:50 which is slightly more restrictive 
than the Board's. 


edge 
treatment _ 


no similar figure in ANSI 12) 
see ANSI 4.5.2 
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(3) Greater than 1/2 in. (13 mm): comply with _predominant direction 
§ 1190.70, Ramps and curb ramps; § 1190. of traffic 
100, Elevators; or § 1190.110, Platform 


Lifts. —1/2”max. 
(i) | Exception. Exterior sliding door thres- 13 
holds may be 3/4 in. (19 mm) max. if 


beveled with slope not exceeding 1:2. 
(ii) [Reserved] 
26 (4) Stairs shall not be the sole means of vertical 
access along an accessible route. 
-5.10 (hj Egress. Arrange egress so as to be readily ac- 
cessible from all accessible rooms and spaces. 


Where fire code provisions require more than 

one means of egress from any space or room, . 

such means of accessible egress shall also be section . 
provided to handicapped persons. 


cm 

(1) Exception. In multiple story buildings and t g 

facilities where at-grade from each gratin (5. 

floor is impossible, Sithet af the following is detail of fig. 514 \13 / 

permitted: 

(i) The provision of approved fire and 
smo! ns wii each story 
creating horizontal exits; or 

(ii) The provision of areas of refuge 

in ea oor approv: agen- 
cies having authority for safety. 

(2) [Reserved]. 

4.5.1 (i) Ground and floor surfaces. 

(1) Surface Condition. Surfaces of paving and 
floors shall be stable, firm, and slip-resis- 
tant. Irregular paving and flooring materi- 
als that may cause tri or t 
wheelchair e because of height dif- 
ferentials are not permitted on accessible 
routes. 

Drainage. Design accessible routes so that 
their surfaces will not collect water. Grat- 
ings located in accessible routes shall 
have openings no greater than 1/2 in. (13 
mm) when measured in the dominant di- 


tection of travel (fig. 5.13). Gratings grating orientation & 


no similar figure tn ANST 


elongated openings shall be so placed that , 
the long dimension is perpendicular to the no similar figure tn ANSI 
predominant route of travel (fig. 5.14). 


Note: ANSI requtres at 4.5.1 that 
surfaces be relatively nonslip under 
all weather conditions. 
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(3) Carpeting: If carpet or carpet tile is used 

on an accessible ground or floor surface, 

it shall: 

(i) Besecurely attached; 

(ii) Have a firm cushion or pad or no 
cushion or pad; 

{iii} Have a construction of level loop, 
textured loop, level cut pile, or level 
cut/uncut pile; 

(iv) [Have a max. combined thickness of 
pile, cushion, and backing heieht of 
1/2 in. (13 mm) (fig. 5.15); and] If 
carpet tile is used on an access- 
thle ground or floor surface, it 
shall have a maximum combined 
thickness of pile, cushion and 
backing height of % inch (13 m) 
(fig. 5.15). If carpet is used, 
then it should also meet thie 
requirement but in no case shall 
the pile height exceed % inch. 
Exposed edge(s) and trim shall be 
securely fastened in place and shall 
comply with paragraph 1190.50(g), 


hei ght — 
Anat . . 
No similar fi in Auer. a Parking and passenger loading 


zteuAan . 

tbsp So ged ebeceaeahnny taparoraepe 

min. 122 mm) tf curb ramp shall comply with this section. 

(b) Location. Accessible parking spaces and ac- 
cessible passenger loading zones shall: 

(1) Be the spaces or zones located closest to 
the nearest accessible entrance on an ac- 
cessible route; and 

(2) Iflocated in a separate building or facility, 
be on the shortest accessible route to an 
accessible entrance of the parking facility. 

(c) Accessible parking spaces. Provide accessible 
parking spaces (fig. 6.1) that: 

(1) Are atleast 8’-0" (2,440 mm) wide; 

(2) Have an adjacent access aisle at least 5-0” 
(1,525 mm) wide and shall comply with 
§ 1190.50, Walks, floors, and accessible 
routes; 


(z) EXception. If accessible parking 
spaces for [side lift] vans»desigmed 
for handicapped persons4are provided, 
[each shall have} an adjacent access 
aisle at least 8'-0" ( 2,449 mm) wide 

»complyingé[and shall comply] with 
1190.50 Walkd, floors, and access- 
ible routes®shall be provided. 


(ii) Reserved. 


accessible parking 


ANSI Figure 9 
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(3) May share a common access aisle be- 
tween two parking spaces; 

(4) Do not permit parked vehicle overhangs to 
reduce the clear width of accessible 
routes; and 

(5) Have parking spaces and access aisles 
with surface slopes not exceeding 1:48 

ANST (1/4 in. per foot) in all directions. 


4.6.5 (d) Passenger loading zones. Provide accessible 
passenger loading zones that: 

(1) Have an access aisle at least 4-0” (1,220 
mm) wide by 20-0" (6 m) long adjacent, 
parallel, and level with the vehicle stand- 
ing space; 

Have curb ramps conforming to 1190.70, 
Ramps and curb ramps, if there are curbs 
between the access aisle and other por- 
tions of the accessible route; and 

Have vehicle standing spaces and access 
aisles with surface slopes not exceeding 
1:48 (1/4 in. per foot) in all directions (fig. 
6.2). — 


* teally ese for vas persons <4 


at at_accessible passenger loading - 
zones, and along vehicle access routes to such 
areas from site entrances. 
4.6.4 (8) Signage. Signage reserving ascnadbilin parking 


spaces and identifying passenger loading zones 
and ve access routes 

1190.200, Signage. Signage shall incorporate 
the International Symbol of Accessibility and 
shall not be obscured by a vehicle parked in the 
space (fig. 20.2 and 20.3). 


4.7  §1190.70 Ramps and curb ramps. 


(a) General. Ramps and curb ramps required by 
Subpart C—Scope shall comply with this sec- 
tion. 
4. a 2  {b) Slopes and rise. Provide the least practical 
slope for any ramp or curb ramp subject to the 
4. "” 2 following maximums: 
(1) New Construction requirements: 
(i) | Max. running slope shall not exceed 
1:12 (8.3%) (fig. 7.1). 


* The Board request comments on the min- 
imum vertical clearance needéd to accom- 
odate vans designed for physically handi- 
capped persons. Is 9’. 6" appropriate? 
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unloading zone a 
ANSI Figure 10 Sa ed ZONE (e 


| horizontal ) 
projection 


ramp 
slope 


ANSI Figure 1 


and 16 Cs 





slope 


in imm 


W12te < 1:16 


E16t0e < 1:20 30 es |e f 
1:20 


maximum rise 


& projection me 


ANSI Figure 16 


maximum | maximum 
rise projection 


slope lin lin Imm Itt Im 


1:10 1:8 |3 | 0.6 
1:12 t 1:10 | 6 150 15 1.5 


A slope stgeper than 1:8 is not allowed « 4.7. 


maximum rise 
& projection —~@ 


existing construction 
ANSI Table 2 


curb ramp a 
ANSI Figure 12(a) 

Note: ANSI does not require 

4'-0" (1220 mm) at top of curb 


ramps . 


(ramps 
only) 


(ii) Max. rise for any run shall not ex- 
ceed 2'-6" (760 mm) (fig. 7.2). 

(iii) Max. sl of adjoining gutters, 

aC@,etmmediately 
adjacent to the curb ramp < 
or accessible routes 
shall not exceed 1:20 and shall com-_ 
ly with 1190.7G{s}8 
(fig. 7.12). 

Existing construction requirements: 

(i) If epace limitations prevent compli- 
ance with paragraph 1190.70(b){i}, 
slopes and rises listed in fig. 7.3 may 
be used. 

(ii) [Reserved]. 

(c) Width. Ramps and curb ramps shall have a 
min. clear width of 3°-0” (915 mm) exclusive of 
edge protection or flared sides. 

(d) Cross-slope and surface. Cross-slope of ramp 
surfaces shall not exceed 1:48 (1/4 in. per foot). 
Ramp surfaces shall comply with 1190.50, 
Walks, floors, and accessible routes. 

(e) Curb ramps. In addition to the requirements of 
paragraphs 1190.70 (a), (b), and (c), curb ramps 
shall comply with the following requirements: 
(1). [ Provide flared sides if ramps are located 

where pedestrians may walk across the 


ramp;] » Provide flared sides ifa 
etreulation path crosses an rt 
of the (7D ran t 
flared slope shall not exceed 1:10 


(fig. 7.4) where a 4’-0" (1,220 mm) landing 
is provided at the top of the curb ramp. 


no sim- 
tlar 
provision 


4.8.2 (2) 
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4.7.5 If less than 4’-0” (1.220 mm) is provided, 
the slope not exceed 1:12 (fig. 


7.5). Where pedestrians will not normally 
walk across a ramp, returned curbs may 
be used (fig. 7.6). 

4.7.6 (2) Locate built-up curb ramps so that they do 
not project in vehicular traffic lanes (fig. 
7.7}. 


RSSSHAAGS SSS 
“SS RRRVs 
SS 


SSS 
SS 
> BRS az 
Rss 


SSS 
SS 
SS 


curb ramp B 
no similar figure in ANSI 


curb ramp ( 


Z 
ANSI Figure 12(b) SY 
Note: ANSI does not require 4'-0" 
(1220 . mm) at top of curb ramp. 


to 


curb ramp D 
ANSI Figure 13 
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Gis LA 4 
BEND LLAE, 
Diagonal or corner type curb ramps hav- 
ing returned curbs or well defined edges, 
shall have such edges parallel to the direc- 
tion of pedestrian flow (fig. 7.8). Diagonal 
or corner type curb ramps having flared 
sides shall have at least a 2°-0" (610 mm) 
long segment of straight curb located on 
each side of the curb ramp and within 
\8) marked crossings (fig. 7.9). 
Curb ramp discharge (top and bottom) 
shall be to a 4’-0” (1,220 mm) min. deep 
min. clear space (figs. 7.4 and 7.5). If the 
marked crossings are provided, locate bot- 
tom discharge entirely within marked 
crossings (figs. 7.8 and 7.9). 
Locate curb ramps to prevent blockage of 
discharge areas by parked vehicles. 


SENAAAATA 
LESS I 
GAIT) 


ANSI Figure 15(d) 


crossing = 
ANSI Figure ING ez 
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ANSI 
4.7.11 (6) Cut any islands through flush with street 
or ramp each side to permit 
. Provide 4’-0” (1,220 mm) long 
rest area (see figs. 7.10 and 7.11) 
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crossing 


ANSI Figure 15(a) 


crossin 
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1in 20 max. slope 


no lip, maintain 
common surface 


1in 12 max. slope 


section e 
no similar figure in ANSI 
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(7) [Curb ramps having less than a 6 in. (150 
mm) rise do not require handrails.) Curd 
ramps which dross a circulation 
path but do not have an abrupt 
change in level, do not require 
handrails. 

Transitions from ramps to walks, gutters, 
or streets shall be flush and free of abrupt 
changes (fig. 7.12). 


Note: ANSI 4.7.7 Warning Textures and 
ANSI Figure 14 Warning Signals at Curb 
Ramps have been deleted from the ATBCB 
Minimum Guidelines and Requirements until 
such time as sufficient research and/or 
field experience dictate a requirement in 
this area. 


Note: ANSI 4.7.12 Uneurbed Intersections 
has been deleted from the ATBOB Minimm 
Guidelines and Requirements until such time 
as research and/or field experience dictate 
such a requirement. 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Proposed Rules 


Page 19 


yl T-0” min. 
305 


j-T-0" min. 
- Ea min. 


; ramp with 
ramp with curb . * 
ANSI —_>* 1a) vertical guard <B) 


Note: ANSI does not specify handrai? ANSI Figure 1%c) 
height requirements. Note: ANSI does not specify handrail height 


0” requirements. 
015 


— (f) Ramps. In addition to the requirements of para- 


graphs 1190.70 (a), (b), (c), and (d) provide the 
following at all ramps: 
4.84 (1) Previde landings at the top, bottom, and at 
changes of direction. If ramp runs exceed 
max. projection given in figs. 7.2 and 7.3, 
provide intermediate landings. Landings 
shall: 
f 4.84(1) (i) Have a width which shall be at least 
1 1-4-0" mi as wide as the widest ramp run ap- 
oe Sp proaching it. 
| = ; 4.84(2) (ij) Have a minimum length of 5’-0” 
(1,525 mm). 
¢.84(3 (iii) Have a min. size at direction 
changes that is 5’-0” by 5’-0” (1,525 
mm by 1,525 mm). 
4.84(4) (jy) Comply with § 1190.130, Doors. if 
doors open into them. 
4.85 (2) Provide handrails that comply with § 
1190.90, Handrails, on both sides of any 
. ramp run exceeding a 6 in. (150 mm) rise 
ramp with wall___¢s or a 6-0” (1,830 mm) horizontal projection 
ANSI Figure 1b) 14 (figs. 7.13, 7.14, 7.15, and 7.16). 
Note: ANSI does not specify handrail 
height requirements. 
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(3) Provide curbs, walls, vertical guards or 


j cre jected edges at and landi 
ramp with sa 


extended edge Zz in. (50 mm) (fig. 7.17). 
ANSI Figure 17(d) 16.’2. 9, ¢ (g) Exterior condition. Curb ramps, ramp, and 


Note: ANSI does not specify handrail landing surfaces shall comply with paragraph 
height requirements. 1190.50 (i) (2), Drainage. 


to suit desi 


ramp curb (2) 
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ANSI 
§1190.80 Stairs 


(a) General. Stairs required by Subpart C—Scope 
shall comply with this section. 

(b) (Risers. Provide risers that do not exceed 7 in. 
(180 mm) in heightrrrans AND RISERS. 
On any given flight of stairs, all 
steps shall have a untform riser 
height and uniform tread widths.. 
Stair treads shall be no less than 
11 inches (280 mm) wide, measured 
from riser to riser.@ Open risers are 
not per mitted (fig. 8.1). 


{c) Nesings. Nosings shall: 
(1) Project a max. of 1-1/2” (38 mm); 
(2) Have a leading edge with a max. radius of 
curvature of 1/2 in. (13 mm); and 
(3) Be formed by risers that are sloped, or 
shall have undersides of the nosings 
which form an angle not less than 60 de- 
grees from the horizontal (fig. 8.1). 
(d) Handrails. Provide continuous handrails at 
both side of stairways. Handrails shall comply 


(0) Extecor confitions, Stair treads and landing SUIT FISETS 


— shall comply with paragraph 1190.50 & nosingS _¢#) 


ANSI Figure 18(a), (b), & (a) 


Note: ANSI 4.9.5 Tactile Warnings at 
Stairs has been deleted from the ATBCZ 
Miniman Guidelines and Requirements for 
Accessible Design until such time as 
sufficient research and/or field exper- 
tence dictate a requirement in this 
area. 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Proposed Rules 


1%" - 1%" maz. dia. 
Page 22 


handrail e 
ANSI Figure 39(a) 1) 
(a) General. Handrails for ramps or stairs required 


a by Subpart C-Scope shall comply with this 
4.26.2 (b) Size and spacing. Size and spacing of handrails 
shall: 


(1) The handgrip portion of the handrail, if 
round, shail be not less than 1-1/4 in. (32. 
mm) nor more than{2 in. (so mm)] > 2% in. 
(38 mn) << _ in diameter (fig. 9.1). 

-If the shape of the handrail 

is not round, then the larger dimensicn 
shall be not more than in. (50 mm)} = 
1% in. (38 mm) < (fig. 9.2). 


to suit design | min. 


handrail 7a 
Ais Figure ares 


& 
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If handrails are mounted adjacent to walls 
or other surfaces, provide a 1-1/2 in. (38 
mm) (min./max.) clear space between the 
surface and the ‘handrail (figs. 9.1,'9:2,'9:3, 
and 9.4). The handrail and the surfaces ad- 
jacent to the handrail shall be free of any 
sharp or abrasive elements. Edges shall 
have min. radius of 1/8 in. (3 mm). Free- 
standing rails located farther than ‘6 in. 
(150 mm) from-wall.or other vertical sur- 
faces-are not subject to this provision. 
Handrails:may be:mounted in recesses if 
the recesses comply with fig..9.4 

On switchbacks or dog-leg ramps or stairs, 
inside handrails shall be continuous. 


handrail @ 
ANSI Figure 39(d) \4/) 
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ANSI 
(c) Handrail projections. 
(1) If outside handrails are not continuous 
then: 
4.8.5(2) & (i) At a ramp landing, handrails shall 
“4.9.4(2) project parallel with ramp or landing 
surface for a length of 1’-0” (305 mm) 
beyond the top and bottom of ramp 
surfaces (figs. 7.13, 7.14, 7.15, and 
7.16). 


extension i) At a stair landing, handrails shall 
handrails NY Lquunduempmananpantensgeat 


ANSI Figure 19(d) 
Note: ANSI ee pee specify the ener 
on oh — (305 mm) projection shall in each in- 
stance be parallel with the floor (figs. 
9.5 and 9.6). 
Exception. Full extension of hand- 
rails shall not be required in altera- 
tions where such extensions would 
be hazardous or impossible due to 
plan configurations. 
¢.8.5(4) (2) Gripping surfaces shall not be interrupted © 
4.9.4(4) with newel posts, balusters, or other ob- 
structions. 


extension 
handrails WY 


ANSI Figure 19(c) 
Note: ANSI does not specify the 
height of handrails. 
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no sim-(d) Mounting height. Mount handrails for accessi- 

tlar ble stairs and ramps at a height of 2’-8” to 2’-10” 

provision (815 mm to 865 mm) above stair nosing(s) or 
ramp surface as applicable (see figs. 7.13, 7.14, 
7.15, 7.16, 9.6, and 9.7). 

no sim-(e) Structural strengths. Handrails, as installed, 

tlar shall support a min. momentary concentrated 

provision load applied at the top edge of 200 Ibs. (91 kg) 
horizontally and 30% of that load vertically 
downward. Where the railing system is in- 
stalled in public assembly occupancies, the 
loading shall be increased 50%. Handrails shall 
not rotate within their fittings. Handrails of 
material other than metal shall meet the same 


structural requirements. 
Fig.19 (f) Hazards. Ends of free-standing handrails shall 
(c) & be either rounded or returned smoothly to floor 
(a); ;_ "0 or post (see paragraph 1190.50(c), Protruding 
similar objects.) 
text 
4.19 §1190.100 Elevators. 


4.10.1 (a) General. 
(1) Elevators required by Subpart C—Scope 
shall comply with ‘this section. For addi- 


tional 


Walks, A17.1, and see also National Ele- 
vator Industry, Inc. (NEII) Suggested 
Minimum Elevator Requirements for the 
Handicapped. 
elevators shall not be considered 
tion. unless the only ele rs 
YOVL are used as combination 
eesenger and ight elevators 
oo the publte = caglamess. 

4. 10. 2 (b) Operation and leveling. Elevators shall be auto- 
matic and shall be provided with a self-leveling 
feature that will automatically bring the car to 
the floor landing within a tolerance of 1/2 in. 
(13 mm) under normal loading and unloading 
conditions. The self-leveling feature shall, 
within its zone, be entirely automatic and in- 
dependent of the operating device and shall 
correct for over-travel or under-travel and shall 
maintain the car approximately level irrespec- 
tive of loading conditions. 

4.10.7 (c) Elevator door operation. Elevator doors shall 
be a min. of 3’-0” (915:mm) wide and automatic 
door controis shall comply with the following 
requirements: 

(1) The min. acceptable time from notifica- 
tion that a car is answering a hall call until 
the doors of that car start to close shall be 
as indicated in fig. 10.1 ead as cal- 
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‘ANSI Figure 19(a) ay 


Elevation of Center Handrail / 9 
ANSI Figure 19(b) \ & ] 





Federal Register / Vol. 47,.No. 18 / Wednesday, January 27, 1982 / Proposed Rules 


Page 26 


-culated from the following equation: 


* T=D T=D 
distance T.5 fie af 455 m/e 


ft Im where T = total time in seconds and 
D = distance in feet or millimeters.“ 
The travel distance shall be est- 

OwS | 1.5 ablished from a point in 

10 3 the center of the corridor or lobby (max. of 

15 4.5 10 5'-0” (1,525 mm) directly opposite the far- 
thest hall button to the centerline of the 

6 13 farthest hoistway entrance (fig. 10.2). » avd 
Fabte 10.1. « 


ee Ad ee od 
ti we 


an 
a 
Ae 
tt 
tr 
SEE 


seeone»+s ses. 
DBD. distance in feet 


Note ANSI uses the grap 
shown at proposed an 20.1 


time in seconds 


T 


Table 10.1 
Graph of Timing Equation 
ANSI Figure 21 
(2) Doors shall remain fully open for « min. of » 3 4 
[S}seconds. 
Provide doors with a reopening device 
which will function to stop and reopen the 
car door and adjacent hoistway door in 
c i case the car door is obstructed while the 
ComernEDae lobby cull ako be Saas object 
8 ca) an ob} 
or person in the path of a closing door 
without requiring contact for activation at 


tr avel distance (> a nominal height of 5 in. and 2’-5” (125 
= aceeteameiaee 


of not less than 20 seconds. For additional 
information, see ANSI A17.1. 


© (7) tion. Ifa safety door ie 
e rs automa door 
reopening devices may be omitted. 


(it) Reserved. 4 


Of farthest 
entrance 


g 
- 
a 
pet 
S 
oe 
S 


centerline 
of call 
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(d) Elevator cars. ‘i , 
¢.10.9 (1) The minimum floor areas of elevator cars ie 
shall comply with figs. 10.3 and 10.4. 


©The floor area of elevator cars 
shall provide space for wheel- 
chair users to enter the car, 
maneuever within reach of controls, 
and exit from the car, < 


no similar fi) 
ANSI 
pro 2 2 


(ii) 
4.9.10 (2) Car floors shall comply with § 1190.50, 
4.10.10 Walks, floors and accessible routes. The 
clearance between the car platform sill 


and the edge of any hoistway landing shall elevator car 


be no greater than 1-1/4 in. (32 mm). 


4.10.12 (3) Cor See = aoe Seat j 
Car center opening 
£.20.12(1) @) Bations, onciusive of bender, shell no similar figure in ANSI §=\ 3) 
have a minimum dimension of 3/4 in. 
(18 mm) and shall be raised or flush* 


with the operating panel. Depth of . 
ih buttons when operated shal 
ae 3/8 inch.* *-8” min. 
(ii) Provide a visual signal indicating ee 
when each call is registered and 
answered. 


4.10.12(3) (iii) Mount the highest floor buttons at a 
ANSI max. of 4'-0" (1,220 mm) above the 
permits Tloor and the lowest buttons at a min. 
4'.6” of 2’-11" (890 mm) above the floor 
(1370 mn) (fig. 10.5). 

(A) Exception. If there is a substan- 
tial increase in cost as a result of the 
4-0" (1,220 mm) requirement, the 
highest floor buttons may be 
mounted at a max. of 4-6" (1,370 
mm). 
(B) [Reserved]. 

4.10.12(3) (iv) Group emergency buttons at the bot- 
tom of the panel with their center- 
lines no lower than 2’-11" (890 mm). 


* The ATBCB requests. comments on whethe 
not to permit the use of recessed buttons elevator Car 


@t 1190. 100(d)(3)(t). 
side side opening _(@ 


ANSI Figure 22 
Note: ANSI uses 4'-6" as the maximun 
mounting height for the highest og ool 
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ANSI 
4.10.12(2) (v) *Designate all control buttons by 
raised standard alphabet characters 
Note: ANSI for letters, arabic characters for 
ineorvorates numerals, or standard symbols as 
Al7 by ref. shown in fig. 10.6. For additional in- 

c formation see ANSI A17.1 and see 
also NEII Suggested Minimum Eleva- 
tor Requirements for the Handi- 
capped. Place raised designations to 
the immediate left of the button to 
which they apply. Permanently at- 
tached, applied plates are accept- 
able. Locate the call button for the 
main entry floor in the left-most col- 
umn and designate it with a raised 
star as shown in fig, 10.6 » Charact- 
ers shall comply with 81190.200<4 
Signage. 


Locate control panels as shown in 


cont rol figs. 10.7 and 10.8. 
panel WO 


ANSI Figure 23(b) 
Note: ANSI uses ¢'-6" as 
the maxigum mounting height. 


* The ATBCB requests comments on 
aches ‘ whether or not to permit the use 
+44 ce mn) control dia.| . of indented or incised alphabet 
5/8" (17 mm) characters, numerals, or symbols 
on elevator control buttons. 


oe , 
control panel a 
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ANSI 
4.10.5 {e) Door jamb markings. Provide floor designation 
markings at each hoistway entrance on both 
jambs and that comply with the following: ‘ 
(1) The center lines of characters shall be provide a 
located 5'-0" (1,525 mm) above finish minimum of 
Sour; and one panel 
(2) Characters shall bela minimum off in. (50 per con 
mm) high and shall comply with § 1190.200, P 
Signage. 
(3) Permanently applied plates are acceptable ee 
(fig. 10.9). 
(f) Lobby call buttons. ny GOOF 
(1) Call buttons shall: 
(i) | Be mounted with centerlines at 3’-6" 


<4 mm) above finish floor (fig. control 


(ii) Be a minimum of 3/4 in. (19 mm) in 


(iii) Have visual signals indicating wher locations 


i a call is registered and answered; center opening 
no similar (iv) Beraised or flush; and ANSI Figure 23(e) 
provisig” (v) Have the button designating “up” 
mounted on top. 
(2) Objects mounted beneath lobby call but- 
tons shall not project into the elevator lob- 
by more than 4 in. (100 mm). 
4.10.4  (g) Hall lanterns. Provide an audible and visual 
signal at each hoistway entrance to indicate car 
and its travel direction. provide a 
(1) ' Audible signals shall sound once for the minimum of 
up direction and twice for the down direc- one panel 
tion or shall annunciate the words “up” or per Car. 
“down”. 
4.10.4(1) 2) Visual signals shall: 
(i) Be mounted with their centerlines a 
min. of 6-0" (1,830 mm) above finish 
floor (fig. 10.9); 
4.10.4(2) (ii) Have a min. dimension of 2-1/2" (64 
mm); 


* The ATBCB request comment on whether A 
ior not to permit the use of indented | t 
or incised lobby call buttons. OCa ions 
| side opening 


ANSI Figure 23(d) 
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ANSI = ia ; 
(iii) Distinguish between up and down 


travel directions; and 

4.10.4(2) (iv) Be visible from the vicinity of call 

buttons. 

4.10.4(3) (3) In-car lanterns mounted on car door 

jambs and that comply with paragraph 
1190.100 {;) (2) are acceptable. 

4.10.13 (h) Car position indicator and signal. Provide au- 
dible and visual car position indicators within 
each elevator car as follows: 

(1) Audible indicators shall: 

(i) Signal as the car passes or stops at 
each landing. Signal shall exceed the 
ambient noise level by at least 20 
decibels with a frequency [below]> of 4 
1,500fHz; of]p to 2,000 Ha; or 4 

(ii) Provide an automatic verbal an- 
nouncement. 

Visual indicators shall: 

(i) Be located above the car operating 
panel or over the car door; 

(ii) Visually display the floor number as 
the car passes or stops at a landing; 

(iii) Have characters that are a minimum 
of 1/2 in. (13 mm) high and that com- 
ply with §1190.200, Signage, except 
for paragraph 1190.200(c) (2). 

4.10.11 (i) IMumination levels. Illuminate car controls, 
platform, car threshold, and landing sill to a 
minimum of 5 footcandles. 

4.10.14 (j) Intercommunication systems. If provided, 
emergency intercommunication systems shall 
comply with the following: 

Note: (1) Locate the highest operable part of the 

entrance ANSI permits system no higher than 4'-0" (1,220 mm) 
4'-6" above car floor; 
ANSI Figure 20 (1370 mm) (2) Identify the system with raised lettering or 
* symbols complying with §1190.200, 
Signage; » and locate adjacent to the devicea 


sms. (3) If system employs a handset, provide a 
yo cimi- “ 325"(735 mm|cordlength; 
vistons (4) Ifsystem is locat a closed compart- 


an ANS ment, compartment door hardware shall 
re conform to _§1190.170, Controls and 
operating mechanisms; 
(5) Provide a momentary contact button to 
allow hearing-impaired individuals to 
summon assistance. 


* The ATBCB requests comments on whether or 
not indented or incised lettering or sym- 
bols should be permitted .to identify the 
emergency intercommunication system. 





ANSI 
4.11 


-11.2 


proviston 


4.11.2 
4.27 
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§1190.110 Platform lifts. 


(a) General. Platform lifts required by Subpart C— 
Scope, shall comply with this section. 
(b) Requirements. Platform lifts shall: 
(1) Accommodate an occupied wheelchair 
within the space provisions of §1190.40, 
Human data; 


Facilitate unassisted entry and exit from 


the lift in accordance with the provisions 
of §1190.50, Walks, floors, and accessible 


routes; 

(3) Have accessible controls complying with 
§1190.170, Controls and operating 
mechanisms; and 

(4) Satisfy safety requirements of the agercy 


having responsibility for safety of the . 


facility. 


4.2 §1190.120 Entrances. 


4.#.2 


(a) General. Entrances required to be accessible by 
Subpart C—Scope shall comply with §1190.50, 
Walks, Floors and Accessible Routes; 
§1190.120, Entrances; and §1190.130, Doors. 

(b) Service entrances. A service entrance is not to 
be used as the only accessible entrance unless it 
is the only entrance to the building or facility. 

(c) Access to elevators. If elevators are provided, 
an accessible route shall be provided from an 
accessible entrance to the elevators. 
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* 1190.10 (a){2) 


The ATBCB requests comments on 
which of the following three 
alternatives is preferred for 
ineluston at 1190.110(b): 


1. Retain provision as adopted 
on January 6, 1981 (language 
provided in text of notice). 


Amend the language as follows: 
Facilitate unassisted entry from 
the lift in accordame with the 
provisions of g1190.50 Walks, . 
floors, and accessible routes 


wienever Lift is located in a cn- 
tol area. 


3. Delete paragraph. 
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ANSI 
4.73 §1190.130 Doors. 


(a) General. Doors required to be accessible by 
Subpart C—Scope shall comply with this sec- 
tion. 

4.13.3 (1) Gates, including ticket gates, shall comply 
with this section. 

4.13.4 (2) In double-leaf doorways, at least one leaf 
shall comply with this Section and it shall 
be the active leaf. Double-leaf automatic 
doors are excepted from the one leaf pro- 
vision if both leaves are automatic. 

4,13.2 (3) Revolving doors or turnstiles are not ac- 
cessible doors and shall not be the sole 
means of access at any accessible en- 
trance or on any accessible route. An ac- 
cessible door shall be provided im- 

y to ile or 
revolving door to 
same use pattern as or revo! 


ing door.so designed as to facili- 
tate the same use patterns.« 
4.13.5(b) Clear width. Provide doorways with clear open- 
ings of 2’-8” (815 mm) as measured with the 
door open 90 degrees between the face of the 
door and the latch side stop (figs. 13.1, 13.2, and 
— 13.3). Openings deeper than 2’-0” (610 mm) 
2’-8” min. ; shall be a min. of 3’-0” (915 mm) wide (fig. 4.1). 
815 no sim- (1) Exception. If a and the elements 
ttar withi t com re- 


provision quirements of §1190.40, Human Data, and 


hinged —s—i(® Se 


2 e ; x i 
ANSI Figure 24(b) and (e) (2) =, of 1-8" (510 mm) wide. 
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| 2’-8” min. | 
815 

sliding (2) 
ANSI Figure 24(e) and 25(a) \2) 


foldin 
ANSI Figure 19. 
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> 1'-6" min. required, 4 
|-2’-O"min.» preferred 4 


ANSI 


4.13.6 (c) Maneuvering space. Provide the following 
space at all non-automatic and non-power- 
assisted doors: 

(1) At doors allowing front approach only, 
maneuvering space shall be as shown in 
figs. 13.2, 13.3, and 13.4. The min. 
maneuvering space {i.e latch side 
clearance) required for a hinged opening 
is 1’-6" (455 mm), but 2’-0” (600 mm) is 
recommended where space is available. 

(i) Exception. Front entry 
doors to acute care hospital patient 
bedrooms shall be exempt from the 
1’-6” (455 mm) requirement of para- 
graph 1190.130(c)(1) latch side clear- 
ance shown in fig. 13.4 if the door is 
at least 3’-8” (1,120 mm) wide. 


front approach @ (ii) [Reserved] 
ANSI Figure 25(a) 


Note: ANSI requires 2'-0" min. 
latch side clearance. 





ANSI 
4.13.6 


(2) 


(3) 
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At doors allowing hinge side approach on- 
ly, maneuvering space shall be as shown 
in fig. 13.5. 

At doors allowing latch side approach on- 
ly, maneuvering space shall be as shown 
in fig. 13.6. 

The floor or surface area within the re- 
quired maneuvering space shall be clear 
and shall comply with paragraph 
1190.50{i), Ground and floor surfaces. It 
shall have a slope in any direction no 
greater than 1:48 (1/4 in. per ft.) 
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| 3- mn 
915 


-6” min. 
1370 


hinge approach _a) 
ANSI Figure 25(b) and (e) CY, 
Note: ANSI requires 5'-0" (1525 mm) mtn. 


tf the latch/pull side approach is 3'-0" 
(915 mn) min, 


1 
‘ 
' 
rt 
‘ 
' 
' 
' 
‘ 
' 
' 
1 


latch approach @ 
ANSI Figures 25(e) and (f) \e/ 
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ry 7 (d) Doors in series. Between any two hinged or 


— 4-O"min. | pivoted doors in series, provide a min. of 4’-0” 
1220 (1,220 mm) plus the width of any door swinging 
into the space. Opposing doors shall not swing 
towards each other, into the intervening space 
(see figs. 13.7 and 13.8). 
Thresholds. Raised thresholds, if provided, 
shall be beveled with a slope not to exceed 1:2 
and with heights not exceeding the following: 
oa (1) Exterior sliding doors: 3/4 in. (19 mm) 
position walls no max. 
closer than here —, (2) Other doors: 1/2 in. (13 mm) max. Bevel 
not required if less than 1/4 in. (6 mm). 
4.13.9 (f) Hardware. Provide handles, pulls, latches, 
locks and other operating hardware that are 


doors in series (13. easy to grasp with one hand and that do not re- 
7 C7) quire twisting of the wrist, tight grasping, or 
ANSI Figure 26 tight pinching to operate. A table designs 


include, but are not limited to, lever-operated 
hardware, push-type hardware, and U-shaped 
handles. Operating hardware shall be exposed 
and usable from both sides when sliding doors 
are fully open. Mount no operating hardware 
higher than 4’-0” (1,220 mm) above finish floor. 
[@) Exception. Mortise and surface mounted 

bolts used to secure the inactive leaf of a 

double leaf door without center mullion 

may be mounted at any height. 

] 


surface on any door handle, knob, pull, or other 
piece of operating hardware on doors that lead 
to areas that may prove hazardous to blind peo- 
ple. Such areas may include, but are not limited 
to, loading platforms, mechanical equipment 
rooms, stages, and similar spaces. Textured 
surfaces may be achieved by knurling, roughen- 
ing, or applying materials on the hand contact 
surface. Do not provide textured surfaces on 
hardware leading to emergency egress or on 


h a latch 
doors in series Qe & doors other than thee lending to hazar 
ANSI Figure 26 NY 


Note: ANSI also addresses doors at accessible 
entrances to dwelling units at 4.29.3. 
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. 209 (h) Closers and opening forces. 

(1) Door closers, if provided, shall have a 
sweep period adjusted so that from a posi- 
tion of 70 degrees cpen it will take the 
door a min. off]®3< seconds to reach a point 3 
in. (75 mm) from the door jamb, measured 
from the leading edge of the door. 

1.13.11 (2) Max. pushing or pulling opening forces 
for doors shall be as follows: 

-11(2)(a) (i) | Exterior hinged doors: [Reserved] 
.13.11(2) (b) (ii) Interior hinged doors: 5 lbs. (2.3 Kg) 
-13.11(2) (e) (iii) Sliding or folding doors: 5 lbs. (2.3 

Kg) 

3.11(1) (iv) Adjust fire doors for the min. open- 
ing and closing forces required by 
the agency having responsibility for 
the safety of the facility. 

(v) Power-assisted doors: Comply with 
paragraph 1190.130(h)(2) for closing 


force. These forces do not apply to 
forces required to retract or disen- 
gage latch bolts or other door latch- 
ing devices. 
3.12 (i) Automatic doors. If automatic pedestrian doors 
are provided: 
(1) They shall not open to back check in less 
than[5]»3< seconds; and 
(2) They shall not require more than 15 lbs. 
(6.8 Kg) to stop door movement; 
See the American National Standard. for 
Power-Operated Pedestrian Doors, ANSI 
A156.10 (latest edition) for additional in- 
formation on the requirements for both 
standard and custom designed installa- 
tions. Paragraph 1.1.1 of the ANSI 
publication contains information on slow 
opening, low powered automatic 
pedestrian doors. 


ANSI requires that exterior hinged 
doors have a maximan pushing and 
pulling opening forces of 8.5 Ubf 
37. 8N). 
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2 §1190.140 Windows [Reserved] 


4.16 §1190.150 Toilet and bathing facilities. 


- e (a) General. Toilet rooms and bathing facilities re- 
: quired to be accessible by Subpart C—Scope 


= = shaii comply with this section. 


4.21 (1)__ Exception. Where alterations to gxisting 
4.22 facilities make strict com with 


4.23 §1190.150 stru im; le, the 
addition of one “unisex” toilet per floor 


containing one water closet and one lava- 
tory that complies with paragraph § 
1190.150(b) a adjacent to existing 
facilities will be acceptable in lieu of mak- 
ing existing toilet facilities for each sex ac- 
cessible. 

(2) [Reserved] 

(b}) Doors. Doors to toilet rooms and bathing 

facilities shall: 

(1) Comply with §1190.130, Doors; and 

(2) Not swing into clear floor spaces required 
at fixtures. 


+ 


c 

| 

\ 
\ 


-_ floor 


pace a3 
spec approach) 


ANSI Figure 28(a) Note: ATBCB has reserved §1190.140 
Note: ANSI does not illustrate Windows until such time as research 
wall location. and/or field experience dictates a 

requirement tn this area. ANSI requires 
a maximan of 5 lbf (22.2N) to open and 
close accessible windows. 





4. 
4 
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ANSI 


2. 
3 


(c) Clear turning space. Each accessible toilet 


room and bathing facility shall have an unob- 


structed turning space that: 
(1) Complies with paragraph 1190.40(b) (3); 
(2) Adjoins an accessible route complying 
with §1190.50, Walks, floors, and accessi- 
ble routes; and 
(3) May overlap the accessible route and 
clear floor space at fixture{s). 
{i) | Exception. |In toilet rooms with one 
water closet, doors in a clear floor 
area that is 2'-8” by 5'-0” (815 mm by 


1525 mm) may be provided in lieu of 
a clear ing space. 


> In bathrooms with one water 


cvoset, one Lavato or 


of the unbstruc turning 


espace. « 
(ii) [Reserved] 


.1 (d) Signage. Signage required by Subpart C—Scope 


that identifies accessible toilet rooms and 
bathing facilities shall comply with 1190.200, 
Signage. 
(e) Toilet fixtures and accessories. 
(1) Water closets. Accessible water closets 
shall: 
(i) Be provided with clear floor access 
spaces complying with figs. 15.1, 
15.2, 15.3 and 15.4 for fixtures not 
mounted in stalls. Clear floor space 
may be provided to allow either left- 
handed or right-handed approach. 
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wall mounted w.c. 
fir. mounted w.c 


clear floor space @) 
(right-hand approach) 


ANSI Figure 28(b) 


| 4-0" min. 
12: 


fle, mounted w.¢ 


provide a min. 
clearance as 
shown between 
water closet and 
inswinging door 


clear floor space 
(right-hand approach) approach) 

ANSI Figure 28(c) 

Note: ANSI does not illustrate the differences 
in dimensions needed for wall and floor mounted 
water closets. ANSI also does not show door 
and wall locations. 
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5°-O”" min. 


wall mounted w.c. 


Have top of seats mounted 1’-5” to 
1-7” (430 mm to 485 mm) above 
finish floor (see figs. 15.5 and 15.6). 
Seats shall not be sprung to return to 


a position when not in use. 

4.16.5 (iii) Have automatic or hand-operated 
flush controls complying with 
§1190.170, Controls and operating 
mechanisms. Mount controls for use 
from the wide side of access area 
and no higher than 3’-8” (1,120 mm) 
above finish floor. 


clear floor space 


(right-hand approach) +. 


ANSI Figure 28(c) 

Note: ANSI does not illustrate the 
differences in dimensions for wall 
and floor mounted water closets. 
ANST also does not ‘llustrate the 
posstble location of walls and doors. 
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— 1-0” min. 


(=) Here tliet_peper dimes §6=6=—- Far wall 


not use msers that control 


e 
cieg arin dostpeate: Elevation «® 
tinuous paper flow. - 
(v) Have grab bars mounted of the without stall \ 5) 

length and positioning as shown in ANSI Figure 29(a) 
figs. 15.1, 15.2, 15.3, 15.4, 15.5 and 
15.6. 

4’-6” min. 

1370 

3’-O”max. 


side wall Ss 
ithout stall \6/) 

a alternate stall 

ANSI Figure 29(b) 


Note: ANSI does not provide a dimension | 
from the wall to the totlet paper disperser 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Proposed Rules 
Page 42 


3-6” min. 
latch approach 
only, other 


— alternate door 
_ approaches 


p 

ie 

H location 
. 8 

a 

" 

it 


ANST 
4,17 (2) Toilet stalls. Accessible toilet stalls shall: 
(i} Have a water closet complying with 
paragraph 1190.150(e) (1}; and 
4.17.3 (ii} Be of the size and arrangement as 
shown in fig. 15.7. Stall configura- 
tion may be reversed for left or right- 
handed approach. 


Standard stall (B) (4)_Sxsenton, In instance of ler 
(left-hand approach) TZ standard stall (fig. 18.7 is structural- 
ANSI Figure 30(a) ly impractical or i 


code rements prevent combine 
ing existing sale to provide spec] 
an alternate stall (fig. 15.8) may be 


_ 4-11" min. 
1500 


» Adn alternate 15, 
Ze - min . : rovided in lieu 
ch approac . 
only, other [®) [Reserved] Imi a standard 
approaches stall ts prov ne 
4-0" min. ith the requirements of 1190.31 


Wt 
_— (k) totlet a bathing factlitée s.< 


_~ 


alternate stall ® 
Figure 30(b) \8) 
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840-915 


3’-0” 
| 915 | 


{iii) Have toe clearances at the front par- 
tition and at least one side partition 
of 9 in. (230 mm) above finish floor. 
If stall depth is greater than 5'-0” 


a mm), then toe clearance is op- r e a r Ww. a : j 


Have doors that comply with 


a 
s1100 190 Dern odie == @levation @ 
cess affixed to the outside of door. standard stall ' \ 9) 


(A) Exception. If toilet_stall ap- NOT Reon 30 
proach is from the latch side of the ane age eNO? 


stall door, clearance between the 
door side of the stall and any ob- 


struction may be reduced to a min. of 

3-6” (1,065 mm). 

(B) anon © Alternate stall: 
Have grab bars mounted of the —_4'-6" (1065 mn) min, 4 
length and positioning shown in figs. 9 Aina’ 

15.7, 15.8, 15.9 and 15.10. © Grab 4-4" min. 
bars may be mounted by any — Fa 
desired method as long as —1-0”max. 
they have a gripping surface 

at the locations shown and do 

not obstruct the required 

clear area. Grab bars shalt 

comply with 1190.150(g). « 


430-485 


side wall 


standard stall 


ANSI Figure 30(d) 
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2-5”min. 


urinal depth 


tsei&e YH 
ty > G&G ® A 
. . ° 


(3) Urinals. Accessible urinals shall: 

(i) Have a clear floor space that com- 

plies with §1190.40, Human data. 

No similar figure in {(A)_ Exception. Urinal shields that 
ANSI. do not extend beyond the front edge 
of the urinal rim may be provided 
with 2’-5" {735 mm) clearance _be- 
tween them ffig. 15.11). ] 
(B) [Reserved] 
Be floor mounted stall type or wall- 
hung with an elongated rim mounted 
at 1-5” (430 mm) max. above finish 
floor (fig. 15.12). 


* 
urinals 
No similar figure in 
NST 
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(iii) Have automatic or hand-operated 
controls complying with §1190.170, 
Controls and operating mechanisms, 
and mounted no higher than 3’-8” 
(1,120 mm) above finish floor. 


Lavatories and sinks. Lavatories and sinks 
shall meet the following requirements: 6” min.— — 8” min. 
(i) Mount lavatories with the rim or 150 205 


counter surface no higher than Note: ANSI does 
2'-10" (865 mm) above finish floor. not address knee space 


Provide knee space between bottom for aS 
of apron and finish floor of at least lavatory 


’-5” (735 mm) high, 2’-6” (760 mm) 7 

wide and 1’-7” (485 mm) deep (fig. ANSI Pigure 61 
15.13). 

Mount sinks with the rim or counter 
surface no higher than 2’-10” (865 
mm) above finish floor. Provide knee 
space under-the sink of at least 2’-3” 
(685 mm) high, 2’-6” (760 mm) wide 
and 1’-7” (485 mm) deep. Sink bowls 
shall be a max. of 6-1/2 in. (165 mm) 
deep (fig, 15.14). 


—2’-10" max. 


- 17-7" min. 
485 


ANSI Figure §1 

Note: ANSI provides rang 
sink heights: 2°-4", 2'-8", 
3 "0 " 





Federal aii ! vel 47, No. 18.) Wednesday. i 27, 1982 | Proposed Rules 





(iii) Clear floor space permitting front 
approach shall comply with 
§1190.40, Human Data. Clear floor 
space and knee space shall overlap 
1’-7” (485 mm) max. (fig. 15.15). 
Insulate or cover hot water and drain 
lines, Allow no sharp or abrasive sur- 
faces to remain exposed under ac- 
cessible lavatories or sinks. 
4.19.5 (v) Acceptable faucet control designs in- 
4.24.7 clude level-operated, push type, 
Note: ANSI touch-type, and electronically con- 
uses touch- trolled mechanisms that comply 
type faucets with §1190.170, Controls and 
for sinks operating 
only. (A) Exception. Self-closing valves 
are permitted at lavatories if the 
faucet remains open for at least 10 
seconds. 
(B) [Reserved] 
4.19.6 (5) Mirrors. Mount mirrors with the bottom 
edge of reflecting surface no higher than 
3’-4” (1,015 mm) above finish floor (fig. 
15.13). 
4.22.7 (6) Controls, dispensers, receptacles, or other 
4.23.7 equipment. Accessible equipment shall 
4,27 comply with §1190.170, Controls and 
operating 
4,20/4.21  (f) Bathing facilities. Bathtubs or showers shall: 
4,20.2(1) Have clear access space as shown in figs. 
4.21.2 15.16 to 15.20. 


Note: The ATBCB does not address medicine 
cabinets, ANST 4.23.9. 


clear floor Clear floor space;s 
with in-tub seat . 
ANSI Figure 33( a) ' 
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op | 
380 


6-3” min. 
1900 71905 | 


clear floor space 
with ledge seat Pa 8 
ANSI Figure 33 


5’-O” min. 
1525 


a 


clear floor Clear_floor spacers, 


Page 47 


| 3-0” 7 4 
915 
back <« 


e seat walla 


offset access 
space as shown 


transfer stall 


ANSI Figure 35 3 
5’-O” min. 
1525 gtgn 
655 . 


By 19-3" 
~ 1 380t 


| "5-0" min | 
roll-in stall (By 
ANSI Figure 35(b) \20/ 
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en | 
610 


control 


ANST 

4.20.3 (2) A seat shall be provided in shower 

4.21.3 stalls 3'-0" x 3'-0" (915 m =x 
915 mn) as shown in Figure 15.26. 
The seat shall be mounted 
1°-5" to 1'-7" (430 mm to 485 mn) 
from the bathroom floor and 
shall extend the full depth 
stall. The seat shall be on 
the wall opposite the controls. 4 

| Have seats provided as shown in figs. 

15.16 to 15.19, 15.24 and 15.26 to 15.28. 


foot (5. > (i)4Seats and their attachments shall safely 
: support a 250 Ibs. (114 Kg) continuous live 
ANSI Figure 34(a) “5 load without sustaining permanent deflec- 


tion. Seats shall not move when mounted 
during use. In-tub sets shall be 

4.26.3 » (ii) Shear stress induced in a seat by 
the application of 250 lbf shall be 
less than the allowable shear stress 
for the material of the seat. If 
tite mounting bracket or other support 
te considered to be fully restrained, 
then direct and torsional shear 
stresses shall be totaled for the 
combined shear stress, which shall not 
exceed the allowable shear stress. 
Shear force induced in a fastener or 
mounting device from the application 
of 250 lbf shall be less than the 
allowable lateral load of either the 
fastener or mounting device or the 
supporting structure, whichever is the 
smaller allowable load. 
Tensil force induced in a fastener by a 
direct force of 250 lbf plus the macimen 
moment from the application of %0 lbf 
shall be less than the allowable 
withdrawal load between the fastener 


bathtub back /s and the supporting structure. 4 
with in-tub seat 


ANSI Figure 34(a) 
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—T-O”"min 


head By head an 
with in-tub seat \ 23/ with ledge seat 


ANSI Figure #(a) ANSI Figure %(b) 


S 
” 
ren 
° 
£ 
2. 
® 
© 
a 
poe 


seat (> 
with ledge seat \24/ transfer shower \26/ 


ANSI Figure &(b) ANSI Figure 36 
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back yes 
transfer shower \27/) ee Have grab bars mounted of the length and 


ANST Figure 37(a) 4.21.4 positioning shown in figs. 15.16 to 15.32. 
Have faucets and controls complying with 
§1190.170, Controls and Operating 
Mechanisms, located as shown in figs. 
15.21, 15.29, and 15.31." In shower stalls 
3°-0" x2 3-0" (915 mm x 915 mm), 
all controls, faucets, and the shower 
unit shall be mounted on the side 
wall opposite the seat. <« 


transfer shower 
ANSI Figure #(a) 


seat wall = 
\28/ 
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H h it with a flexibl 
Fe ince eianinniers control wall is 
bl fixed sh head and 
——— ee transfer shower \29/ 


(i) Exception. In unmonitored facilities ANSI Figure 37(a) 


where vandalism is a concern, a 
fixed shower head mounted at 4’-0” 


(1,220 mm) above the tub bottom 
may be used in lieu of the hand-held 


unit. 
fii) {Reserved} 


side > 
roll-in shower \30/ 


ANSI Figure 37(b) 
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control wall (8 


roll-in shower \31) ANSI a 
ANSI Figure #(b) 4, 2.7 (6) Have enclosures, if provided, that do not 


4.21.7 obstruct transfer from wheelchairs onto 
seats or into tubs or access to controls 
from clear floor spaces. Bathtub enclos- 
ures shall not have tracks mounted on the 
bathtub rims. 

4.21.7 (7) Have shower curbs or threshholds no 

Note: ANSI per- higherthan 1/2 in. (13 mm) beveled. 
mitts 4 inch (100 

mm) curbs in shower 

stalls F-0" x 3°00" 

(915 x 915 mm). 


side S) 
roll-in shower \32/ 


ANST Figure #(b) 





(g) Grab bars. Grab bars ee 
Tal for accessible toi 
eal . cessible toilet and 

(1) Have a diameter or width of the grippin; 
surfaces that is 1-1/4 in. to 1-1/2 in. (32 ae 
to 38 mm). 

(2) Have a 1-1/2 in. (38 mm) (max./min.) clear 
space between the bar and the mounting 
surface (fig. 15.33). 

fa) As installed, support a min. concentrated 
load of 250 Ib. (114 Kg). J 


4.26.3(5)e(3) (i) Bending stress un a grab bar 
induced by the 'maximan bending 
moment from the application of 
250 Ubf shall be less than the 
allowable stress for the material 
of the grab bar. 


Shear stress induced in a grab 

bar by the application of 250 lbf 
shall be less than the allowable 
shear stress for the material ,of 
the grab bar. If the connection 
between the grab bar and its mount- 
ing bracket or other support is con- 
sidered to be fully restrained then 
direct and torsional shear stresses 
shall be totaled for the combined 
shear strese, whicéh shall not ex- 
ceed the allowable shear stress. 


Shear force induced in a fastener 
or mounting device from the applic- 
ation of %0 lbf shall be less than 


the allowable lateral load of either b b 

the fastener or mounting device gra ar (15. 
or the supporting structure, which- ANSI Ft 39 \33/ 
ever is the smaller allowable load. andl — oes 


Tensile force induced in a fastener 
by a direct tension force of 250 
lbf plus the maxiwn moment from 
the application of 250 lbf shall be 
less than the allowable withdrawal 
load between the fastener and the 
supporting structure. <q 


(4) Not rotate in their fittings. 
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face of 
! alcove wall 


[—-?-5” > — 1’-7" « 


§1190.160 Drinking fountains and water 


' coolers. 
CANTO VETS 0) rae vrctng tee tnt codes 
drinking fountain \1/) quired by Subpart C—Scope shall comply with 


ANSI Figure 27(a) 4.15.5 (b) Clearances. Drinking fountains and water 
coolers shall have clear floor or ground spaces 
that comply with §1190.40, Human data, and 
shall be: : 

4.15.5 %*(1) Cantilevered units with a clear space 
allowing a forward approach and having a 
knee space under the unit that is at least 
2’-3” (685 mm) high, 2’°-6” (760 mm) wide, 
and 1'-5” (202 mm) deep (figs. 16.1 and 
16.2); or] © (430 mn) to 1'-7"(485 mn) 
deep (figures 16.1 and 16.2); or @ 


Note: The ATBCB requests comments on the 
use of the 2-3!" minimen knee clearance 
required in Figure 16.1 for cantilevered 
drinking fountains. This dimension is also 
used for the minimun knee space under 
lavatories, see ATBCB Figure 15.3. 


-|— 1-3” max. 


380 
—7-5” 


cantilevered ~@ 
drinking fountain \3/ 
ANSI Figure 27(b) 

Note: ANSI does not illustrate aleove. 
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{ 
+—-face of 


alcove 


free standing 
unit. . 


free standing 
or wall or wall iene ves 8) 


te 5(9) (2) Free-standing or built-in units with a clear drinking fountain 
oo space allowing a parallel approach and No similar figure in ANSI. 
not having knee-space (figs. 16.3 and 16.4 
and 16.5). 


clear. floor space 


‘free standing 
or wall hung a 


drinking fountain 


ANSI Figure 27 (e) 
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~ 


— to suit fountain 


ANSI 
(c) Spouts of drinking fountains and water 
coolers. Spouts shall: 

4.15.2 (1) Be mounted no higher than 3’-0” (915 mm) 
above the finish floor, measured to the 
spout outlet. 

4.15.3 (2) Be at the front of the unit and shall direct 
water flow trajectory parallel or nearly 
parallel the front of the unit. 

4.15.3 (3) Direct water flow at least 4 in. (100 mm) 
above the unit basin to facilitate cup or 
glass insertion. 

4.15.4 (d) Controls. Unit controls shall be front mounted 


: or side mounted near the front edge and shall 
clear floor space comply with §1190.170, Controls and operating 


built in B) 
drinking fountain \ 5) 


ANSI Figure 27(d) 
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ANSI ; 
4.27 §1190.170 Controls and operating 


mechanisms. 


(a) General. Controls and operating mechanisms 
required to be accessible by Subpart C—Scope 
shall comply with this section. 


4, 27. 2:(b) Location requirements. Controls and operating f d 
mechanisms shall adjoin clear floor or ground orwar 
space complying with §1190.40, Human data. 


4.27.3 Mount controls and operating mechanisms in approach (17. \ 
compliance with approach direction and reach ——#— 
limitations specified in paragraph 1190.40(c), No similar figure in ANSI. 8 


Clear floor or ground space, and paragraph 
1190.40(d), Reach limitations (figs. 17.1 and 
17.2). 

4, 2.4 (c) Operation. Controls and operating mechanisms 
shall be operable with one hand and shall not 
require tight grasping, pinching, or twisting of 
the wrist. The force required to activate con- 
trols shall be no greater than 5 Ibs. of force (2.2 


Kg). 

4.27.3 (d) Specialized equipment. If specialized 
mechanical, electrical, or process equipment 
has inherent functional requirements which 
dictate location or force requirements other 
than those specified in this section, locate the 
equipment as dictated by its functional re- 
quirements. 


Note: ANSI requires that except 
where spectal equipment dictaétes 
otherwise, electrical and comnun- parallel 


teations system receptacles on 


walls shall be mounted no less h 

than 1'= 3" ( BO mm) a.f.f. See approac (17. 

4. 223 See 27 
No similar figure in ANSI. 
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ee ~«—-«§1190.180 Alarms 
(a) General. Alarm systems required to be accessi-— 
ble by Subpart C—Scope shall comply with this 
section. 

)) Audible alarms. Audible alarms shall produce 
a sound pressure level that exceeds ambient 
room or space noise by 15 decibels or any max. 
noise level of 30 seconds duration by 5 decibels, 
whichever is greater. ® Sound Levels for 
alarm signals shall not exceed 120 
déctbels.«4 


-3  (c) Visual and other sensory alarms. If audible 
alarms are provided, then in addition, provide a 
visual alarm device adjacent to or within each 
exit sign which flashes in conjunction with 
audible alarms and operates from the same 
power source. Flash frequency of visual alarms 
shall be less than5 Hz. » If such alarme 
use electricity fromthe building as 
a power source, then they shall be 
installed on the scme system as the 
audible emergency alarms. 4 


(1) Exception. [Specialized utilizin 
advanced a will be as 
on a case-by-case basis.) ». Speciali md 
utilizing advanced technology may 
be substituted tf equivalent pro- 
tection is afforded handicapped 
users of the building or facility.4 


(2) [Reserved] 
no sim-  (d) Pull Stations. Alarm pull stations shall comply 
tlar pro- wi §1190.170, Controls and operating 
vision mechanisms. 
in ANSI 
§1190.190 Tactile Warnings. [Reserved] 
NOTE: For information on tacticle 
warnings, see ANSI A117.1 (1980), Section 
4.29. 


Note: ANSI 4.29 Tactile Warnings has been 
deleted from the ATBCB Minimum Guidelines 
and Requirements until such time as suffic- 
dent research and/or field experience dic- 
tate a requirement in this area. 
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pent §1190.200 Signage. 
(a) General. Information and identification of 

elements and spaces as required by Subpart C— 

Scope shall comply with this section. 

(1) Exception. The provisions of paragraph 
1190.200{c) are not mandatory for tem- 
porary information on room and space 
signage. 

(2) [Reserved] 

4.30.2) Character proportion and contrast. Letters and 
numbers on sign systems shall: 

(1} Have a width-to-height ratio of between 
3:5 and 1:1. 

(2) Have a stroke width-to-height ratio of be- 
tween 1:5 and 1:10. 

50.5 (3) Contrast in value with their backgrounds, 
referably light letters on a dark 
ba und. 

(4) Have a matte finish on a matte finish 

4.30.4 background. 
é (c) Raised or incised characters. Provide numbers 
as Ie andletters that are: 

actt ’ (1) Raised or incised from the background 
a, sc surface 1/32 in. (0.8 mm). Also incise or 
cate datory — — and pictographs in this 


on ANSI. (9) Between 5/8 in. (16 mm) and 2 in. (50 mm) 
hi 


(3) Sans serif with sharply defined edges. 
(4) If incised, provided with at least a 1/4 in. 
(6 mm) stroke width. 
ion (d) Mounting location and height. Signage shall be 
eintlar placed ina standardized location throughout a 
provi- building or facility as follows: 
sion in (1)__Interior signage shall be located alongside 
ANST. of the door on the latch side and shall be 
mounted at between 4’-6” and 5’-6” (1,370 
mm and 1,675 mm) above finish floor (fig. 
20.1) 
(2) Exterior signage shall be installed at en- 
trances and walks to direct individuals to 


accessible routes and entrances as re- 


quired. 


No similar figure in ANSI. 
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AR. 
Fan Symbol of accessibility. Identification of ac- 
cessible facilities as required by Subpart C— 
Scope shall be by means of the International 
Symbol of Accessibility. Display as shown in 
figs. 20.2 and 20.3. Provide symbols of the 

4.30.5 following min. dimensions: 


No sim- Size Location Viewing Distance 
élar 2-1/2in. Interior Up to 30 ft. 


chart (9 m) 
i Interior Greater than 30 ft. 


in 
ANSI. (9 m) 
i Exterior Up to 60 ft. 


international mm) terior Croatoa con 
mbol me 


ANSI Figure 42(a) 


6 


displa 


conditions B) 
ANSI Figure 43(b) .3/ 


§1190.210 Telephones. 


See ATBCB Minimen Guidelines and 

Requirements for Accessible Design, 
Amendment to Final Rule, published 
elsewhere in this Federal Register. 
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4.32 §1190.220 Seating, tables, and work 
surfaces. 


(a) General. Fixed seating spaces, tables, or work 
surfaces required to be accessible by Subpart 
C—Scope shall comply with this section. 
Clearances. Seating spaces for people in 
wheelchairs at tables, counters, or work sur- 
faces shall: 

(1) Have a clear floor or ground spaces that 
comply with §1190.40, Human data. 

(2} Have knee spaces that are at least 2’-3" 
(685 mm) high, 2’-6" (760 mm) wide, and 
1-7” (485 mm) deep. Clear access space 
and knee space may overlap 1'-7” (fig. 
15.15}. 


Have tabie tops or work surfaces mounted oD 7 
Wer teoriegom oss minimum clearances 


mm) above finish floor. seating, and tables — 


ANSI Figure 45 
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ANSI 
4.33 §1190.230 Assembly areas,” Conference, and 
ett looms. 4 


(a) General. Assembly areas required to be access 


ble by Subpart C—Scope shall comply with this 

section. 

4.33.2 (b) Size and location of viewing positions: Accessi- 
ble viewing positions shall: 

(1) Provide min. level clear floor or ground 
areas as shown in figs. 23.1 and 23.2. 

Note: ANSI (2) Accommodate one occupied wheelchair 
requires or one portable seat to accommodate per- 
two. sons with crutches or leg braces. 

(3) Be in an adjoining configuration if only 
two positions are provided. Additional 
positions may be in single position con- 
figurations. 

Be an integral part of the seating plan and 
shall be dispersed throughout the 
assembly area providing sight lines com- 

parable to those for all seating. 
(i) __ Exception. In alteration work where 
e s it is structurally impossible to alter 
viewing seating locations to disperse seating 
ae “Deo gael seating may be located 
in_collected areas as _ structurally 
® ositions feasible. Seating must adjoin an ac- 
cessible route that also serves as a 


means of emergency egress. 
(ii) [Reserved] 
4.33.3 (5) Adjoin an accessible route of emergency 


1 QQ? 9_Q)? egress as required by paragraph 

2 9 2’-9 1190.50(h), Egress. 
838 838 4.34.4 (6) Have surfaces that comply with para- 
graph 1190.50{i), Ground and floor sur- 


faces. 

4.33.5 (c) Performing areas. Provide accessible routes 
that comply with §1190.50, Walks, floors, and 
accessible routes, to performing areas, in- 
cluding but not limited to stages, arena floors, 
dressing rooms, locker rooms, and other rooms 
and spaces required for use of the assembly 
area. 


(1) Exception. In alteration work where it is 
structurally impracticable to alter all per- 
forming areas to be on an accessible route, 

le at least one of each type shall be made ac- 
cessible 

(2) [Reserved] 

Listening systems. Providefassembly areas with] 

a listening system to assist no fewer than two 

persons with severe hearing loss 


age G 
positions (B) | 
ee Ses ee for comment 


ANSI Figure 46(a) 
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4.33.6 (1) If the listening system serves individual 

seats, locate such seats within 50 ft (15 m) 

of the stage or arena. Such locations shall 

provide a complete view of the stage or 

arena. 
4.33.7 (2) Acceptable types of listening systems in- 

clude, but are not limited to, audio loops 

and radio frequency systems. 


4.25§1190.240 Storage 


(a) General. Storage facilities required to be ac- 
cessible by Subpart C—Scope shall comply with 
this section. 

4.25.2 (1) Provide clear floor or ground spaces that 
comply with §1190.40, Human data. 

4.25.3 (2) Provide storage spaces and clothes rods 
that comply with paragraph 1190.40(d), 
Reach limitations (fig. 24.1) 

4.25.4 & Provide accessible hardware that com- 

‘ plies with §1190.170, Controls and 

operating mechanisms. 

(b) [Reserved] 


ANSI Figure 38 


Subpart E — Special Building or 
Facility Tapes or Elements. (Re- 
served) 


Preamble A. 


Authority: Sec. 502(b)(7) of the Rehabilitation Act 
of 1973 (29 U.S.C. 792(b){7), as amended by the Reha- 
bilitation, Comprehensive Services, and Develop- 
mental Disabilities Amendments of 1978 (Pub. L. 
95-602). 


[FR Doc. 62-1684 Filed 1-26-82; 8:45 am] 
BILLING CODE 4000-07-C 
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4016 
DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Public Health Service 

42 CFR Part 36 


Provision of Abortion Services by the 
indian Health Service 


AGENCY: Public Health Service, HHS. 
ACTION: Final rule. 


summary: The Public Health Service is 
adding a new Subpart F to its 
regulations on Indian Health, making the 
Indian Health Service (IHS) policy on 
provision-of abortion services consistent 
with that of other Department of Health 
and Human Services (HHS) programs. 
This regulation restricts abortion 
services available from the IHS to cases 
where the life of the mother would be 
endangered if the fetus were carried to 
term. The decision to conform IHS 
practice to that of other HHS programs 
arises from Congress’ intention to limit 
Federal Funding of abortion. 

EFFECTIVE DATE: February 26, 1982. 

FOR FURTHER INFORMATION CONTACT: 
Richard J. McCloskey, Indian Health 
Service, Room 5A-39, 5600 Fishers Lane, 
Rockville, Maryland 20857, telephone 
(301) 443-1116. 

SUPPLEMENTARY INFORMATION: On April 
20, 1981, a notice of proposed 
rulemaking (NPRM) was published in 
the Federal Register (46 FR 22616 et seq.) 
proposing to make the IHS policy on 
provision of abortion services consistent 
with that of other HHS programs. The 
proposed regulation would have 
conformed IHS practice to the then 
current version of the “Hyde 
Amendment” which applied to all other 
HHS programs. As proposed, the 
regulation would have restricted 
abortion services to: (1) Cases where the 
life of the mother would be endangered 
if the fetus were carried to term; or (2) 
certain instances of rape or incest. 
Interested persons were given until June 
19, 1981 to submit written comments. 


Changes From the Proposed Rule 


We explained in the preamble to the 
proposed rule that the decision to 
conform IHS practice to that of other 
HHS programs arises from the Congress’ 
clear manifestation of its intention to 
limit the Federal funding of abortions. 
The expression of this intent at the time 
the proposed rule was published was 
the “Hyde Amendment” which 
prohibited Federal funding of abortion 
from HHS appropriations except where 
required to save the life of the mother, in 
promptly reported cases of rape, or in 
cases of incest. The Congress’ most 


recent expression of its intention 
concerning Federal funding of abortions 
from HHS appropriations is found at 
Section 204 of H.R. 4560, passed October 
6, 1981, incorporated by reference in 
Sec. 101 of the Continuing 
Appropriations Act (Pub. L. 97-51). The 
revised amendment removes the rape 
and incest exception and permits use of 
HHS appropriations to fund abortion 
services only in cases where the life of 
the mother would be endangered if the 
fetus were carried to term. Although this 
statutory restriction is not applicable by 
its terms to IHS funds which are 
appropriated under the Department of 
Interior and Related Agencies 
Appropriation Bill, this regulation will 
conform IHS practice to that of other 
programs administered by HHS and 
subject to the new congressional 
restriction. 

We do not view the change in the 
congressional restriction as 
necessitating reissuance of a notice of 
proposed rulemaking. The notice clearly 
stated that the purpose of the regulation 
was to conform IHS practice to that of 
the rest of the Department in accordance 
with the applicable congressional 
guidelines. Although the Administrative 
Procedures Act requires that a notice 
must include “either the terms or 
substance of the proposed rule or a 
description of the subjects and issues 
involved,” it is not legally required that 
the final rule be identical in all respects 
to the proposed rule, Chrys/er 
Corporation v. Department of 
Transportation, 515 F.2d 153 (6th Cir., 
1975). The notice is legally sufficient if 
the substance of the HHS action is 
presented to the public. National 
Industrial Traffic League v. United 
States, 396 F. Supp. 456 (D.C.D.C. 1975). 

The final regulation reflects this most 
recent expression of congressional 
intent and restricts the IHS funding of 
abortions to situations where the life of 
the mother would be endangered if the 
fetus were carried to term. 

A number of comments were received 
which expressed general opposition to 
or support of the proposed rule. Several 
commentors suggested that there was a 
need to extend the comment period 
because of the critical nature of the 
abortion issue to Indian people. We 


. recognize that abortion is a complex 


issue which touches very sensitive 
cultural and religious beliefs, not only 
for Indian people, but for all people. The 
issues on both sides of the abortion 
question have received extensive public 
exposure and no useful purpose would 
be served by either extending the 
comment period or by entering into an, 
extensive reexamination of the pros and 
cons surrounding the issue. 
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Legality of the Rule 


Several commentors objected to 
limiting the IHS funding of abortions as 
an unconstitutional restriction upon the 
Indian woman’s right of personal 
privacy under the Fifth and Fourteenth 
Amendments. The Supreme Court in 
Harris v. McRae, 100 S.Ct. 2671 (1980) 
determined that the constitutional 
constraint upon governmental 
interference in the area of abortion— 
established in the earlier cases of Roe v. 
Wade, 410 U.S. 173, 93 S.Ct. 705 (1973) 
and Doe v. Bolton, 410 U.S. 179, 93 S.Ct. 
739 (1973) —did not create a companion 
duty on the part of the Government to 
fund abortions. The Court found that it 
was reasonable for the Government to 
fund medical services generally, but to 
restrict funding for abortions, since 
“(a)bortion is inherently different from 
other medical procedures, because no 
other procedure involves the purposeful 
termination of a potential life.” McRae, 
supra at 2692. Moreover, in McRae, the 
Supreme Court upheld the 
constitutionality of all versions of the 
Hyde Amendment including the more 
restrictive amendment applicable during 
fiscal year 1977, which prohibited 
abortion funding in cases of rape or 
incest. The Court went on to conclude 
that encouragement and promotion of 
childbirth over abortion was a 
legitimate, rationally-based decision. 
McRae, supra, at 2687, citing Maher v. 
Roe, 432 U.S. 464, 474, 97 S.Ct. 2376, 
2382-83 (1974). 

Another constitutional issue raised in 
the comments is that of violation of First 
Amendment guarantees of religious 
freedom. One commentor suggested that 
by implementing this rule the IHS is 
trying to decide when human life begins, 
violating the Establishment Clause by 
incorporating into Government 
regulation the doctrines of the Roman 
Catholic Church and of fundamentalist 
Protestant sects. However, this 
regulation is as much a reflection of 
“traditionalist” views toward abortion 
as it is a reflection of the dogma of a 
particular religion. (Roe v. Wade, supra, 
at 128-131; Harris, supra, at 2689.) A 
Government action does not violate the 
Establishment Clause if it “happens to 
coincide or harmonize with the tenets of 
some or all religions.” McGowan v. 
Maryland, 366 U.S. 420, 442, 81 S.Ct. 
1101, 1113 (1961) cited with approval in 
McRae, supra at 2689. The standard for 
determining whether agency action 
conflicts with the Establishment Clause 
is set forth in Committee for Public 
Education and Religious Freedom v. 
Regan, 100 S.Ct. 840, 846, 63 L.Ed. 2d 94 
(1980). The Court stated that the 
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challenged Government action will be 
upheld if it “has a secular legislative 
purpose, if its principal or primary effect 
neither advances nor inhibits religion, 
and if it does not foster excessive 
governmental entanglement with 
religion.” The District Court in McRae 
applied this test and concluded that the 
Establishment Clause was not violated 
by the Hyde Amendment. The Supreme 
Court concurred in the conclusion of the 
District Court. The same analysis 
applies to this regulation. 

Nor does imposition of restrictions on 
abortion funding violate the Free 
Exercise Clause of the First Amendment. 
The Free Exercise Clause guarantees the 
right to practice one’s religion without 
Government interference. This does not 
mean that the Government must bear 
the cost of each person’s exercise of 
religious beliefs. In fact, the Supreme 
Court has upheld secular laws having 
the incidental effect of making some 
forms of religious observance more 
expensive than others. See McGowan v. 
Maryland, supra (upholding Sunday 
closing laws); Prince v. Commonwealth 
of Massachusetts, 321 U.S. 158, 64 S.Ct. 
438 (1961) (upholding child labor laws 
prohibiting a minor from selling religious 
literature in public places). 

It was suggested that because of the 
poverty and isolation of many Indian 
communities, a restriction upon IHS 
funding for abortion has the effect of 
prohibiting Indian women from 
obtaining the medical service. However, 
the effect of this restriction on Indian 
women is essentially identical to the 
effect of the “Hyde amendment upon 
rural Medicaid-eligible women which 
was found to be constitutionally 
permissible. The court recognized in 
McRae that prohibition of Medicaid 
funding for abortions could make them 
more difficult or impossible to obtain. 
However, it concluded that the indigent 
woman is in no different position than if 
the Government chose to fund no 
medical services at all. Similarly, the 
poverty and rural locale of some Indian 

-communities is not a Government- 
imposed barrier to exercise of the right 
of privacy recognized in Roe v. Wade, 
supra, as deserving constitutional 
protection. The Indian woman is free to 
go to a facility in the surrounding area 
and procure an abortion with non- 
Federal resources on the same basis as 
any other citizen. A funding restriction 
does not constitute unconstitutional 
interference with the woman's right of 
privacy. In this regard, it is 
fundamentally different from a criminal 
statute (Roe, supra), a municipal 
ordinance forbidding abortions in city 
hospitals (Nybert v. City of Virginia, 


Case No. 5-73 D.Minn., November 25, 
1980), or an unconditional requirement 
of spousal consent (P/anned Parenthood 
of Central Missouri v. Danforth, 428 U.S. 
52, 97 S.Ct. 2831), all of which have been 
found to be constitutionally 
impermissible. 

Several commenters took the position 
that the proposed rule was inconsistent 
with legislation authorizing the IHS 
program. The IHS’ basic statutory 
authority is the Snyder Act (25 U.S.C. 
13). The statute provides for expenditure 
of “such monies as the Congress shall 
from time to time appropriate. . . for 
relief of distress and the conservation of 
health” of Indians. This general 
statutory authority to spend funds to 
promote Indian Health does not create 
an entitlement to a specific 
configuration of health services. Instead, 
the IHS is granted substantial discretion 
concerning fulfillment of its statutory 
obligation. 

The discretion vested in the IHS to 
make rational program decisions was 
recognized by the Supreme Court in 
Morton v. Ruiz, 415 U.S. 199, 94 S.Ct. 
1055 (1974). In Ruiz, the Court held that 
the Bureau of Indian Affairs had the 
discretion, under the general language of 
the Snyder Act, to make rational 
allocations of limited welfare funds 
even where some Indians otherwise 
within the scope of the appropriation 
may be left without benefits. Although 
the court's opinion in Ruiz dealt with 
allocation of limited financial resources, 
we think that the case stands for the 
broader proposition that administrators 
of discretionary assistance programs 
must of necessity make choices and that 


those choices will be upheld so long as 


they have a rational basis in light of 
statutory goals, as broad as they may 
be. 

The Medicaid statute at issue in 
McRae authorized payment for “usual 
and necessary” medical expenses. Yet 
the Court concluded that authorization 
of payment for abortion in only the most 
compelling cases was rationally related 
to a legitimate governmental interest in 
the protection of potential life. In this 
case, the Department is exercising the 
broad administrative discretion 
recognized by the Court in Ruiz to 
conform IHS practice to the abortion 
funding policy which was found in 
McRae to have a rational basis. The 
Secretary has used his discretion in 
other instances to restrict medical 
services for reasons unrelated to-fiscal 
constraints where he determines the 
restriction would promote the best 
interest of the beneficiary population. 
For example, IHS funds are not 
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generally available for sterilization of 
minors or for psychosurgery. 

Furthermore, the general “trust 
relationship” between the Federal 
Government and the Indian people does 
not, as several commentors suggested, 
create an independent legal obligation 
to provide Federal funds for abortion 
services for Indians in the absence of a 
specific statutory authorization. 
Although the relationship between the 
Federal Government and the Indian 
tribes has sometimes been described as 
analogous to that of “guardian to ward”, 
e.g., United States v. Kagama, 118 U.S. 
375, 384 (1886), this “guardianship” is 
more of a metaphor than a term to be 
given its literal meaning. Gila River 
Pima-Maricopa Indian Community v. 
United States, 427 F.2d 1194 (Ct.Cl. 
1970), cert. denied, 400 U.S. 819. To 
determine whether any legally 
enforceable duty on the part of the 
Government exists, as well as to 
determine its scope, the courts look to 
specific treaties, executive orders, and 
statutes. See Cohen Federal Indian Law, 
1972 ed., p. 172; Seminole Nation v. 
United States, 316 U.S. 286, 293, 62 S. Ct. 
1049, 1053 (1942) (no enforceable 
obligation under broad treaty language 
to furnish specific education facilities); 
Sac and Fox Tribe of Indians of 
Oklahoma v. United States, 383 F.2d 991, 
1001 (Ct. Cl. 1967) (no constructive trust 
placed on profits from Government 
resale of Indian land at high prices). In 
Scholder v. United States, 428 F.2d 1123, 
1129 (9th Cir. 1970) cert. denied, 400 U.S. 
942 (1970), the court stated that funds 
appropriated under the Snyder Act are 
simply “gratuitous appropriations of 
public moneys”, and are not funds 
belonging to the Indians to which they 
have a constitutional proprietary 
interest. Therefore, although the IHS is 
obligated under the Snyder Act to spend 
its funds to promote “Indian health”, 
and the trust relationship between the 
Government and the Indian people may 
provide a framework with which to 
analyze Indian claims to medical 
service, (See White v. Califano, 437 
F.Supp. 543, 554 (1977)), it does not 
create an independent legally 
enforceable right to compel the IHS to 
provide abortion services. 


Miscellaneous Comments 


Some commentors raised the general 
principle of tribal sovereignty and the 
Indian Self-Determination Act (Pub. L. 
93-638) as a justification for allowing 
freedom of choice for Indian people 
under the IHS program. However, the 
Indian Self-Determination Act is 
essentially a procedural statute which 
permits Indian tribes to enter into 
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contracts with the IHS to assume 
operation of health programs and 
facilities which otherwise would be 
operated by the Secretary. The scope of 
the contracted program is limited by 
section 103({a) of the statute to “those 
functions, authorities, and 
responsibilities under the Act of August 
5, 1954 as amended.” (The Act of August 
5, 1954, also called the Transfer Act, 
Pub. L. 83-568, provided for the 
assumption of the responsibility for 
Indian health care by the Secretary of 
Health, Education, and Welfare.) The 
Indian Self-Determination Act does not 
permit a contracting tribe to use Federal 
funds under a Pub. L. 93-638 contract to 
provide services that are beyond the 
scope of the IHS program as defined by 
the Secretary. If, however, an Indian 
tribe wishes. to use its own funds to 
provide abortion services to its 
members, the regulation does not 
impede exercise of this option. 

Some comments urged a more liberal 
policy regarding the specifics of the rape 
and incest exception set forth in the 
notice of proposed rulemaking, or 
suggested that the IHS fund abortions 
where required to preserve the mother's 
health. We do not agree that we should 
adopt a more liberal policy than that 
enunciated in the notice of proposed 
rulemaking. Because congressional 
restrictions have changed since the 
proposed rule was published, adoption 
of these suggestions would be 
inconsistent with the goal of a uniform 
Department-wide abortion policy. As we 
indicated above, the Supreme Court in 
McRae, supra, upheld the 
constitutionality of all versions of the 
“Hyde” Amendment, including those 
which prohibited funding of abortion in 
all except life-threatening 
circumstances. 

One commentor stated that IHS 
facilities performed many more 
abortions last year than the 638 reported 
in the preamble to the proposed rule. 
The notice of proposed rulemaking did 
not make clear that the 638 figure 
represented only inpatient induced 
abortions performed by or paid for by 
IHS in fiscal year 1979. 

An informal survey conducted by the 
IHS in response to this comment 
revealed that the IHS may have 
performed or paid for as many as 400 
additional induced abortions on an 
outpatient basis during fiscal year 1979. 
This would raise the tctal number of 
induced abortions provided by the IHS 
for fiscal year 1979 to approximately 
1,038. 

A number of commentors expressed 
the concern that restricting abortion 
funding would lead to an increase in 


sterilization abuse, i.e., involuntary or 
uninformed sterilizations. The 
restriction of abortion may result in 
increased use of contraceptive methods, 
including sterilization. However, the 
Department and the IHS have strict 
regulations and procedural requirements 
governing sterilization which are 
designed to prevent either involuntary 
or uninformed sterilization and are 
vigorously enforced. " 

Some commentors requeste 
clarification of the language “or 
otherwise provide for abortions” 
contained in § 36.53. This phrase simply 
means that Federal funds may not be 
used to provide abortion services either 
directly or indirectly. For example, IHS 
funds cannot be used to pay the salary 
of an individual who performs 
nonconforming abortions on salaried 
time, or for the costs incurred at an IHS 
facility where an abortion is performed. 
Nor can IHS contract care funds be used 
to reimburse a physician or a facility 
performing an abortion, for this would 
constitute indirect support. 

Several commentors stated that the 
Department has failed to consult with 
the Indian tribes on this regulation and 
that such consultation is required 
because of the unique relationship 
between the tribes and the Federal 
Government. Unlike proposed changes 
in regulations implementing the Indian 
Health Care Improvement Act (Pub. L. 
93-437) or the Indian Self-Determination 
Act (Pub. L. 93-638), there is no 
independent legal requirement of 
additional consultation before 
promulgation of a general program* 
regulation. However, the Department 
did seek, and carefully considered the 
views of the Indian people elicited by 
the publication of the notice of proposed 
rulemaking in the Federal Register. 

Section 36.51, Applicability, has been 
amended to clarify that this Subpart 
applies to Subparts H, I and J, i.e., to the 
use of IHS funds by contractors or 
grantees under Pub. L. 93-638 and the 
Indian Health Care Improvement Act, 
Pub. L. 94-437. Section 36.52, Definitions, 
has been amended to delete those 
definitions needed for the rape and 
incest provisions. 


Determination Concerning Impact of the 
Proposed Rule. 


The Secretary certifies, pursuant to 
section 605(b) of the Regulatory 
Flexibility Act, that this regulation will 
not have a significant economic impact 
on a substantial number of small 
entities. The reason for the Secretary's 
certification is that the regulation will 
not affect the level of Federal funds 
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available to treat a pregnant woman 
and, if she chooses to continue the 
pregnancy to term, the treatment of her 
child. 

Paperwork requirements contained in 
this regulation have been minimized to 
the extent that we are requesting only a 
simple certification from providers. 
These requirements, therefore, are not 
subject to Office of Management and 
Budget approval under the Paperwork 
Reduction Act of 1980. 

The Secretary has also determined, in 
accordance with Executive Order 12291, 
that the proposed rule does not 
constitute a ‘major rule” because it will 
not have annual effect on-the economy 
of $100 million or more; result in a major 
increase in costs or prices for 
consumers, any industries, any 
governmental agencies or geographic 
regions; or have significant and adverse 
effects on competition, employment, 
investment, productivity, innovation, or 
on the ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

Accordingly, it is the decision of the 
Department to amend the IHS program 
regulations as follows to make the IHS 
policy on provision of abortion services 
consistent with that of other programs 
administered by the Department. 


Dated: November 18, 1981. 
Edward N. Brandt, Jr., 
Assistant Secretary for Health. 


Approved: December 23, 1981. 
Richard S. Schweiker, 
Secretary. 


PART 36—INDIAN HEALTH 


Title 42 of the Code of Federal 
Regulations, Part 36, Indian Health, is 
amended by adding a new Subpart F to 
read as follows: 


Subpart F—Abortions and Related Medical 
Services in Indian Health Service Facilities 
and Indian Health Service Programs 


Sec. 
36.51 
36.52 


Applicability. 

Definitions. 

36.53 General rule. 

36.54 Life of the mother would be 
endangered. 

36.55 Drugs and devices and termination of 
ectopic pregnancies. 

36.56 Recordkeeping requirements. 

Authority: Sec. 1, 42 Stat. 208, 25 U.S.C. 13; 


Sec. 1, 68 Stat. 674, 42 U.S.C. 2001; Sec. 3, 68 
Stat. 674, 42 U.S.C. 2003 
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Subpart F—Abortions and Related 
Medical Services in Indian Health 
Service Facilities and Indian Health 
Service Programs 


§ 36.51 Applicability. 

This subpart is applicable to the use 
of Federal funds in providing health 
services to Indians in accordance with 
the provisions of Subparts A, B, C, H, I 
and J of this part. 


§ 36.52 Definitions. 

As used in this subpart: 

“Physician” means a doctor of 
medicine or osteopathy legaily 
authorized to practice medicine and 
surgery at an Indian Health Service or 
tribally run facility, or by the State in 
which he or she practices. 


§ 36.53 Generai rule. 

Federal funds may not be used to pay 
for or otherwise provide for abortions in 
the programs described in § 36.51, 


except under the Circumstances 
discribed in § 36.54. 


$36.54 Life of the mother would be 
endangered. 


Federal funds are available for an 
abortion when a physician has found 
and so certified in writing to the 
appropriate tribal or other contracting 
organization, or service unit or area 
director, that “on the basis of my 
professional judgement the life of the 
mother would be endangered if the fetus 
were carried to term.” The certification 
must contain the name and address of 
the patient. 


§ 36.55 Drugs and devices and termination 
of ectopic pregnancies. 

Federal funds are available for drugs 
or devices to prevent implantation of the 
fertilized ovum, and for medical 
procedures necessary for the 
termination of an ectopic pregnancy. 
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§ 36.56 Recordkeeping requirements. 


Documents required by § 36.54 must 
be maintained for three years pursuant 
to the retention and custodial 
requirements for records at 45 CFR 74.20 
et seq. 


§ 36.57 Confidentiality. 


Information which is acquired in 
connection with the requirements of this 
subpart may not be disclosed in a form 
which permits the identification of an 
individual without the individual's 
consent, except as may be necessary for 
the health of the individual or as may be 
necessary for the Secretary to monitor 
Indian Health Service program 
activities. In any event, any disclosure 
shall be subject to appropriate 
safeguards which will minimize the 
likelihood of disclosures of personal 
information in identifiable form. 

[FR Doc. 82-2053 Filed 1-26-82; 8:45 am] 
BILLING CODE 4160-16-M 
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OFFICE OF MANAGEMENT AND 
BUDGET 


Budget Recisions and Deferrals 


To The Congress of The United States: 


In accordance with the Impoundment 
Control Act of 1974, I herewith report 
three new deferrals of budget authority 
totaling $1,758.3 million, six revisions to 
existing deferrals increasing the amount 
deferred by $191.3 million, and five 
revisions to existing deferrals which do 
not affect the amounts deferred. 

The new deferrals involve 
International Security Assistance 
programs, Department of Transportation 
research and special programs, and the 
President's Commission for the Study of 
Ethical Problems in Medicine. The 
revisions to existing deferrals affect 
Appalachian Regional Development 
Programs as well as programs in the 
Departments of Agriculture, Commerce, 
Defense, Health and Human Services, 
State, and Transportation. The details of 
the deferrals are contained in the 
attached reports. 

Ronald Reagan, 
The White House, 

January 22, 1982. 
BILLING CODE 3110-01-M 





86b‘T62‘Z **agTezIezeg TeIOL 


*ereeee*ssasuedxe pue setietes 
SOUTOLPOW UT SaTGosg Te otTuayg 
zo Apti3s e432 1JOF UOTSSTewOD Ss QUepPTseig 
Se@tousbhy QuSepusedepurs 1%430 
reeeeeeeeeess ssuepzibold [RTSedsS pue YyosReesey 0z2z-zea 
UOTJILARSTUTWUPY SWeIbOIg TeTSeasg pue YoIeeSay 
' seers (puny 3snzQ AemIte wIz-280 
pue 310011iy) JUSsudctTnbe pue sat qi{1roeg 
UOTJeAISTUTWPY UOTZIeTAY TeIepeg 
uol3zevasodsueizy jo 4uaewj4edeq 
seeeeeeesepunzy souRegsTSsSy UOT IeIBtw 61-790 
pue sebnjysey Aduebiswgy seze js psgztuNn 
a3e3Sg JO JUeW ZIeGSg 
86£ ‘8b coe eee e eens eeeeeeeeesesees sanuRastsse vSt-ze90 
ST3{SewOp ‘SQUueIjZU™ UBTITeH pue ueqnD 
00b‘2 tee eeereccesesccoses shutgesa00Id pue Wbr-780 
uoTzdasel ‘sqzueIjZUq UeTITeH pue UeqnD 
UuoTIeAISTUTWPY AQITINDSIs TetTS0s 
000'L sereeeseseees (UpIbOIG ADUeIINS ubteIz0j WET-ZeRC 
(PETSIeGS) SeSSIBAO SATITATIOW OTJTQUeTIOS 
_ YITeeH JO AleI9ID5eS AUeISISSY JO 851330 
00S‘IT eoeceesccrccccccccccccccccccccccs orpatdgonu wZI-780 
syuxyeqezt(g *3S ‘UCTAIeAOUSI pue UOTIONIAQSUOZD 
ucTIeIISTUTWLY 
Y3,(PeH LeQUeW pUue esnqy bniag ‘TOYWoTY 
SS8OTAIeS UeWNH pue YITeeH JO jZuduzl2eceg 
sereeers *SeoTAIAS [TR ‘UOT¥BeAISSUOD SFITPiLIM 
SUOTZCAIOSSy ATLITILIW ‘UOTZEAISSUOD SJTITPTIM 
[TATD-esuazeg jO Wuewz2edeg 
**SSOTAISS [TS ‘UOLIINIAZSUOD AALITTIB 
UCTIONIAASUOD AsEIT{ Cin 
AOI (WW-esusezeq JO Jusuziedeg 
tet e cree eeeeeeeees euoTzonIqsUoD 
LIp’60L'b 00486 steseeeeeeeeeeeeesssabessou TeTOEeds JeIRSTUTWPY STieydsow ZY pUe STUREedD TeUCTIeEN 
ut pesodord junowe TeIo0] soTewWwOD JO 3UseWzIeASq 
tees" *seres abeatTes Jaquitz 
00L‘80T sreeeeeeeeessapessau Tetoeds snotAeig eoTAIeS 350109 
@IGILNOTIAby JO JUseWwQIedd¢ 
ST9‘6P6‘T ‘eabessow [etoseds yyUeASS JO 398355 ****punz Zzoadns STwoUodT 
aout TSSy ARTINdDag TeUOCTJeUIEeRQUY 
tee e eee eee e eee eres s epgggtugns ; Hiivemltngieteies 5. 
Atsnotaead sjzunowe o2 sebueyd zuUaUGOTeASsp [eucTbaz ueTYyoReTeddy 
262‘8SL‘T teeta eee e enews eeeeereesssguiagT MON JusucoTe4eq TRUCTBSY UPT4oeTeddy 
ebessew [etsads YQUeAaS QUSLISs4g S43 OF pSRzeTIcGoaddy spung 


z708°6SL°Z 


= 
° 
a 
— 
E 
N 
N 
& 
wo 
= 
& 
o 
_ 
> 
wo 
mo] 
n 
® 
6 
co 
S 
— 
© 
w“ 
6 
a 
+ 
x) 
> 
= 
ee 
a 
— 
3 
a4 
— 
s 
beet 
o 
® 
ey 


ezeté6t 


S{eisezed Suotsstosey AVPAOGINY ~~ WsaT # 1e11059C 
38 6peng 


(S2eTTOp JO Sspuesnoy3 UT) (SIe[TTOp 50 Spuesnoyy UT) 
7861 Ad YOd SAOVSSAW TWIDadS JO ANWWWNS ZOWSSGN TwIoddS dO SLiGLNoo 





n 
® 
a 
cee 
° 
Zz 
— 
2 
a 
e 
bt 
N 
p> 
o 
3 
& 
o 
en 
> 
w 
3 
n 
5 
s 
— 
co 
wo 
6 
Zz 
~ 
< 
o 
> 
— 
he 
2 
3 
~ 
— 
£ 
3 
bes 


"(62"180) T86I Ad UF Le4daZap 


*3u0dau sMojAeud WOus PeS}Aay 


JRL pWES &@ ZO YDafqns ayy Sem yuNOD>DR Sh ft 


SAP13NO ZBI Ad UO Bajo OU SY [Cusasap Spy, = Foesg9 AELINO 


"UO}SSjumoy peuoybay uepyre_ eddy ay3 soy pesodoud Bujpuny 50 UO}PEUpW Le YIhM 
POPEPIOSSE S$ZSOD UOLZeULWUSR “OS SPLAOUd LL JM UOLZIE [Ruuasap Siu, +3353) POPewj3sS3 


*FUNOSSe STUR ATOZ $360O UOTZeUTULTEZ Aed 03 eTqeTTeEAe 98q TTT spun 
peztezep eseuL *Pperzezep OC TIT SET3TATIOR AeaySty-uou y3TM shupveneen 
000‘000’STS ‘PeATOSez St UCTSSTuMIOD ey} Jo UOTIeUTMIER Jo eNnsst sy TT3IUN 


"L86L UP UOLQeUjUa Os pasodoud 


Q4aM UOLSSuMIOD @Y2 JO SOL2}AL3Z9e ABmYyb i y-uoU ay3 *SUo;22=Npeu Guypuads uoy ued 
D,WOUODS BAL SUBYaudWO> S,3UEPLSe4ig BYZ JO WURd Sy “SAL2pALZ9e Quodcns 351,43S}pP 

QuUaWdO|sAeP [e20, puke Youeeseu pue *yQuawdo|erap eaue *Aemybiy Ss, uoLSS;uMo) 
peuopGay uepyseyeddy ay3 uoy Spuny Sapyaoud uo, Zejudoudde siyj  sUOLZeIEZ19SNF 


2830 o 


. 


43;20y3ne 398z3005 oO 


vopawpadosddy Fy 
s43;20qane 3eBpnq zo eddy 


2920 [J 


20y AousToTzeprauy 0 
1ELOL “205 OF worsppe wu!) £35 20q3ne Te8e7 


awei ezf320g 


DO’ O00 ST © awet zo 228g 


tpelzez7ep eq 03 IENOEy 


F000 cop 961 *P>2nOSes Lz¥2e8pnq TeI0y 


* 


3008" t6p' oP seornose2 A2e32e8pnq 29730 
(—~$s-76 7) 
FOOUVOUUST $ 43;2043ne 308pnq aay 


zvei-oy f 
(esp YO! DIO ) 
zvek-eTet3TH 


Teausy [") 
spung 20 gunoooe zo edéy 


wez8o2d 3u825 
ZS¥-T-0-0600-TT 
2@POd GOFIFOEJTIVSPT WO 
0600*TT 


surexzbozg 
gueudoteseq TeuotSey uetyorteddy 


Toqués 9 eTa¢3 woTaetadoiddy 


aueudoteseq Teuothbey uetyorteddy nveing 
PTSerg eT. O23 pesetazdozddy spuny <(sue8y 


WHEE6 “I'd J° ETOI BOTID0g 2 sUENSINg wodey 
ALIMOHLNV L390NE JO TveusIgG0 


TTI on Tea20 300 


*Ppeusayap qunowe 

@y2 232a5;e ZOU op sabueys asay, “ZgET Ad 405 22y UOLIPLudouddy JusudoO|aAag 
4a3em pue Abuau3 ayy Aq papiroud noo oooSOSIS 40 A24u0ugNe Zabpnq mau 03 
pue *Z361 Ad OFUL PuemMucy rybNoug sarueleq payebijqoun yo azewLzSa sMojaeud 
BY2 4BAO OOO*ESH*HZS ¥O BSESudUL Ue OF UZOG |algemnqiszze Si OOG*E6H*RLIS 
$0 @SCauduL BYuL “OGO*EEP*9EIS 02 OOO*OOO*SIS wouy Sweuboud asayy soy 
Sa2unosau Aueqabpng ay. Saseaudut QuapliSaug ay} 02 pa yeludouddy spuny uapun 
swesboud Zuawdojarap jeuoibau uepyreleddy wos Leusasap & OF UOLS{ASU SIL 


“1861 *T 4890390 
uo ssaubu0) ay2 02 parziwsueuy *[-7gG “ON [euuajag SazeodN quodeu StuL 


preE6 MET DELGNG ¥O (3)PLOT UOLZIaS OF JURNSUNg Wuoday 


LYOd3Y AYVLNSWITddNS 





8 
3 
Z 
: 
8 
e 
5 
& 
S 
3 
§ 
= 
8 
3 
Z 
S 
3 
> 
: 
E 
: 


*“940d84 SMOLABAd WOuy PasiLAsy 


“(WI"T8C) TS6T Ad Ub Le4UdsOp UPL pUES @ 40 


“weuboud pauueid 843 3No Auued 03 azeNbape auP 
Spuny Gujupewar ey2 @du4S UOLZDe [Ruseazap $142 WOus Yoasze AL ANO OU aq {LIM auduL 


J3e333 AeLINO 


*@AUBSO4 QUBSBAG BYR ULUZEM SpUNZ BLQeLLeAe Sy2 WOU BWOD ZSMW BudouZSeZeD e YO ZLNSeu e se 
L@puazew ,jas 03 suoi3ebs (qo Auessedeu ayy yaew 03 pepesu Burpuny Aduaebuawe Auy 


*squaweuinbeu weaboud s,uead Quauund 
@y2 Bupgeow up Appaoygne jeuorzeb11 qo uoy paupnbau Aj Quesund you sue 2eyR SBduNOSau ayy 
$320(s04 BAUaSO4 BYR ‘ueuzeyY “S22es,e Auezeipng uo Ii ,ewweuboud ou Sey (eusajsap Siyl 


SIIFa pavewsysg 


v2-280 


“286T Ad O2UL psemscs 
quBnoug sadueyeq pazebijqoun yo junowe ayz ut aseaidut Buipuodseus0> e 40 


FINS@4 BY2 SE BST*IOG$ $O @Sea4DUL BY, “ggE*EsZ*Z$ 03 69L*2ZzZ°9$ wou, 
Ppaisasap ZuNowe ay SaesPaudu; aunziNd,4by 40 AusuQuedeag ay 40 ad}AUaS 
358404 @y2 UL Spunsy sales abeajes uaquil gO [Ruuasap e 02 UOLSLASY SLL 


“I86T *T 4990390 
uo sSaubu0) ay? 02 perziwSUes3 ‘2-290 “ON [P4uajag Sa zepdN yuodeu Spuy 


PREWEG MET DELGNG 40 (2)pTOT UO}Z2aS 03 QURNSaNg Quoday 


1Y0d3U AYWLNIWIIddNS 





a 
8 
3 
° 
z 
— 
; 
th 
ni 
e 
o 
3 
& 
S 
> 
w 
3 
o 
& 
3 
> 
= 
© 
wi 
S 
r 4 
i 
< 
3 
> 
— 
s 
3 
fe 
3 
£ 


"251 03 ISL WOU, abuey> UoLZOUNJZ-qns PsAdUdaR $339, 58y 
“(PZ=-T8Q) LS6L Ad UL Leddajap e 50 ZIefqns ayy Sem quNOdIe siLy 


"paadudae sue S}ueuo pue suRO 
SP paseajau aq {LLM Spuny asnereq [eusajyap Siyz 40 ZdajZs@ ABLIMO OU S} Busy, 2398535 ABLINO 


“@uNZeU UL BALZ2L43Sau 
20U Sj pue Zoedu, Auezebpng uo D;p3euMesGOud OU BARY [LIM [B4ddsap Styl 23985539 PePewLZS; 


*spuny @igelLeae jo 

S2LWEL O42 Pae2XS JOU [LIM PUE “S*f BY2 JO SOLE 10d LepoUeULZ pur AZpundes LeUOLQeU ‘Ude1045 
BY UIfM. ZUGZS}SUOD S| wWRABOUd paAcudde yoRe 2eY2 SuNsUL {LLM Siu, *@3e7S yO AukZeu2—8S 3y3 
Aq S@juquno> 21416118 02 SjUeub puke suRO, 215;9eds yO LeAOUdOR Bu;pued paisajyep Sue spuny ayy 


(GIy) 2u@udojereg LeuoLZeUUeZUT 40Oj AdUeDY B42 JO 40ZR4ZS}ULWPY BY YILM UOLZe490009 

Ul POSLIUaxKe Bq LL ;M SUOLZOUNZ Bsey] ~“SWRADOUd YUCddNS D1,WOUOIE 4Oy SUdLZeD4;3SNf pue 
SUOLS,Iep AD, 10d 03 a2el au Ady SB uBsOSUL @2e7S 4O AuRJeuIeS BYR 02 p 4SIGeYD 4epuN sapziiig 
“,SuUOdSai $, USP LSBig BYR SeReHelap wayzuNy ‘6/61 *6Z 4equieIdes 4O E912, “ON 4OP4Q BALQNIEx3 
*P@PLAdud aq 03 S2UNOWR puke SOi42UNOD ay} Huipniduy *sweudoOud Zuodans D,woUdse YONs wos 
SUOLIRILZLISNG puke SudLSpXOp AD, 10d 4Oy BL q}suodseu Ss} a2e3S5 40 AUkJaudeS BYR ‘Jy soURZS|Ssy 
uBbsauoy ay} 40 *p saqdeyd “17 Weg “apPUN *SOL2,uOYRNe @soy2 3NO Auue>d 02 QUaP,Se@ug |Yy2 Biqeus 
03 2861 4B@A [b2S}4 405 000*000'SLS*2$ S@zepscaudae *{Z21-46 “I'd ‘2861 *3>2y SUOLZeLUGOUddy 
Sweub0ug p|ze [Sy Pue SQueISISSy UDLau0y ay, “sujuezep ABU ay SB SUdL>;pUOD pue Sue? YONS UD 
S@p4QUNOD UBpauoy UL AZLLLGEIS LBI131(0d 4O DpwoUdde S|ZOWOAd O}2 BOURIS{SSe YstuANy 0} pazpioyzNe 
S} JU@PLSeug 942 ‘pepuewe Se *(96, JO 22y BOueISISSy UDLe104 BY OF QuRNSung :UOLPeIpI1 SNS 


. 29430 o xzPek-on 
(@s0p uo! sDsIdxe ) 


A3fFa20yIne 3oB2zQU0D oD 2vek-eTdT3IMH 


uopaetadoaddy ra} Tenauy 
:42}20qg3ne YeBpnq jo vddy spunz 20 Junoooe jo addy 


-— D HE 


aoy Aouszorseprauy [4 
1{ELOL "20S 04 Uorsppo u) 437 20y3n8 Teze1 


werZoad jueap 


7% 2St-t-O-LeOt-Lt 
s@pod VOEIeoTesTIuepy gap 


avek a1f30g 


non*ona*ocy* 1 & 


000°086°9SZ'"L suk 50 3305 


2 Pperzezep Oq OF JuUNOMy ZE0LZLL 


Se22n0se2 A1¥308pnq TeI0], A 2861 “puny quodans 2;wWouo>3 
(szezsuez3 eu) Toquds 9 eT373 uoTpsetidozddy 
sesinose2 Areje8pnq 2281320 
(“TEE Te) @ouewspssy AZundes (0U0,20U183U1, ang 
437 20yane 3eBpnq aay 


000° 000‘ 99S*z 
000*000*2t- 


AAT RRR SES 
000°000°925*2 $ (GIv¥) 2UepiSaug 842 02 pszeLudouddy SPUN Sd snasy 


vPEWE6 “T'd J CLOT GOrIeg O28 auENsIng Ede 
ALIVOHLNY Labang Jo Ivuusag0 


—"Eleees  °oR TeesegeG 


"(959 “J°S*N TE) oy ADUaLrLsepiquy a42 40 SUOLSLAOUd |y3 
J@puN usyeZ Si pue Zuswesinbeu wesboud pauueld ay2 50 SSadxa UL Si Peusasap ZUNOWR ay)” 


"asodund Siy2 40y weak auo Aue Uy @[ Ge, LeAe Spuny ay2 ULYyZLM LL am 
weuboud 219235 @ Gujuaqspurwpe Aq pazez;,19e5 $} QuewYys;;dwosDe pue Buyuueld wesboud 
2UGLI45539 “4RaA aes ay2 UL pauURid aq A Luessedeu Jou Aew suojzeuedo ales abeajes 
peIels4 Gy2 PUe pazewsISe aue sea QuassNd |y2 UL |(Ge_peEAe Guswodeq SuU013981109 ayy 


“Sales euolagppe 
Bupyew YIM P|ZepIOSSe $3S09 “aAG>D 03 SpuNy 4O suNz;puadxe ay2 pue Sales abeales wou 
$3d48904 50 2})SO0dap ay3 usemjeq Be; owt ay2 yo asnedeq Auessadau S} [euuajap SiyL 


*SBLES YONS YI4M Peze,IOSSe $3503 ayz 
48ACD 02 puns pezeubysap e ous S3;ysodep AuezeuoW ayew 02 seqwi3 UMOP 40 ‘psezSsajuy 
3208u, ‘pabewep ‘peep jo sejes 40 Susseysund sujinbau 03 Auejeuces ay peziuoune yoy sul 


‘ "ARL@P ONpuN yNOYI~M aDe1d ayey UPD AZ4A139e ales abeajes 
2843 OS *Saydou3seZe> @Se42 YeaW 03 UePuo Ui PL sy aq BSMW S@AVeSes UaLDIJENS 

*S@au2 BuyAp puke peap ey) ySeauey 03 82e|d a¥e3 UPD UOLZDe 92e;peuM, QeYR OS uND90 
SUO}}}PUOD YeyxseW 4BYZO UBYM 4O 4e@A BAL e BuLuNP 4NI20 2eYR S@ydoujzseZe> Yeaew 02 pun 
@LeS aHeales ay2 peplaoud g/61 40 22y QuowebeURW Yseu0y LeUOLZeN ay, =WO;seD}sha5N¢ 


29430 o avek-on wo 
(@s0p Uo! wos1dxe) 


43} 20q3ne 39"z23u0D o avek-eTdt3 MER o 


uot 3etadosddy ts] 


Teaasy [} 
2:43720qg3ne 3eZpnq jo edéy 


:punz 20 qunoo[e jo edéy 
2720 [) on 17) 


39y AoustoTzepracy oo 0 =0=H0 
HELO "20S OF worsppo uw) S3z2043ne TeBeT s@POD DOFISOTFSFIVSPE THO 


wez8oid 3ue2D 


856 £82 


~ avet e2730g 


awek jo 328g fi 
tpelrlejep eq O23 IuUNONy 


ZESSTZIO'EL 8e22NOse2 42v308pnq Te201 
#856" 219 Toquds 9 eT373 woT3eTpadozddy 


seomnosei 4isje8pnq 221420 Ades 2Se40j 
(~as-tb Td) nworng 
43;20432n8 3eBpnq aay aun3 (no,uby 50 2UaURUPd20 ¢suegy 


vOZS*21 
saypes abeayes waquiy 


* “i 
Vou SEE s— $ 


$E—£6 “I'd J° E10T BoRRD25 ©: 2UeNSENg uo0day 
ALMMOHLNY L390NE JO IveusIgIG 


mms El 





*440de4 SMOLAeud Woay PastAsy 


“(pe 180) L@6L Ad US LRAd@zap “ei puss e@ 30 Z2efGns ayy Sem yUNODDR Ss 


“SARLINO 2861 Ad YO 4dajyga OU BARBY L[}M UO}ZDE [euuagep Styl 2329959 APLINO 


"2861 Ad Susanp Jum 043 50 ssauboud 
UOFZIMAZSUOD BYR ZD9ZZe ZOU LL EM [4dssZap HOY pasodoud Spuny By, :$358533 Pazewj3S3 


"(G99 “I°S'N LE) 39y AdU@pIEZeP;quy B42 JO SUOJSLACAd 9y3 

AapuN uaxez S} puke ZIaLOud $1 yz 4Oy Guspuny week-oU appAdud 03 QuaqUy [eUOySSeubUO> YA4M 
3U8ZS;SUOD S} [R4dasaP SL4L “2961 Ad Busanp paupnbau aq jou LL}m [e4uazap 40g pesodoud 
Spung @AOGe @4YL “ESEL Ad CFU} PEPUszXe UBeG SPY UOL3Za\dWOD 4o BIep pazeWsySe ay3 
*uO43oNAZSUOD Up SARL ap 02 ang “uoRHuLYysemM *8123ReS UF (JYM) 4OQUaD Leuopbay usazsom 
S,WVWON PUNZ 02 SUO;ZR,AdOudde LeQUsWelddns papnioUE BE-96 MET DELGNg :U0FZeDIS19SNC 


20430 2¥0k-on ml 
(es0p U0! 441d x8 ) 
A2pA0yInNe 39823099 Oo avei-eTdtT32™mH oO 


wot 3etadoaddy ts} Tenuuy o 
t42F2043ne 3e3pnq zo adsl :punzy 20 3unOD[R jo eddy 


2430 2 0) wex802d 30e29 ] *000°000‘2$ Susewe.4 
30y AouetoTzeprauy m 90€-L-O-Z2SPL-EL i YOLUM *pasuasap qunowe — ee See _ recone gen eked 
es ee Soe go a hy a oo 
Ooo 0002 ave e2730g Auezeipng ay2 Saseesduy s2uauMoOD) 40 QusUQuedeg aYyz UE UOLZe4ZS,ULwpPY 
Dpuaydsougy pue DLUes>O LPUOLZEN BYR 4OJ [Ruuasap & OF UOYSPASA SiyL 

$ awek 30 328g /U 2Sp1xe1 
tpe229zep eq 03 3UNoMy u0439N43SU0) . “1861 *T 4090390 
uo ssaubuo) ay 03 pezzswsuesz ‘S-280 “ON [@44agag Sazepdn quodaeu Sjuy 


Z 
8 
5 
> 
3 
é 
3 
2 
z 
. 
3 
> 
: 
5 


Sea Spo ge PPPANOBEA 43e308pnq TeI0] 


3Gee oD Z se2anose2 Aiavze8pnq 19430 v 
( "1'd) pue 2:UR930 [PU0LIEN neeang 


ee ce 43,2 043ne 2eSpnq AeN a2u9uM0) JO WUaUNuedeg pa 


Toqués 9 eT3T3 wot eTAdorddy 


Phe-£6 MET DELGNd 40 (2)PIOT UOLZ>aS 03 QueNsung Z40day 
180d38 AYWINSW3IddNS 
PPE“£6 “I'd J° ELOI GOT290g 09 sUENSINg woday 
ALIMOHLAV La9GNg 40 1VEeadIaG 


————_ VS-ZO — #0 Tea20300 





ices 


-_ 
S 
Zz 
— 
2 
a 
oe 
nN 
N 
e 
oS 
a 
S 
wo 
= 
> 
oO 
=] 
Rn 
5 
S 
— 
=] 
oe 
° 
a 
&% 
7+ 
3 
> 
— 
he 
e 
oy 


egis 


Federal R 


220 1 
A2;20yINe 3De23U0D Oo 


uot epsdozddy re} 
s£2F20yIne YeBpnq jo adéy 


20 1 


zoy Aouezoyseprauy w 
. AELOL *228 os vorssppo ur) £37204 ne Tese7y 


aeak a2y30z 
Ose zs $ aeak zo 320g 
2pezzezep aq 03 junoay 


282286 Zbl Ife &2e3e3pnq Te] 
Sao* oon ae 

3§2°286° Zbl I$ aac ==, 
$ 43, 20yI3ne reTpnq aay 


2eek-on 
(@10p vol wsidxa) 


86 € Jequsy svak-aTdy3 My 
v861 ‘OE 4equagdes 
E861 ‘Of 4equezdas jenuuy 

tpuny 20 3unos2e jo edt, 


1m =O 
MO|8q UOLZ2aS abeuaAcd aas 
2@pod Wosyestsy3usepy gh 


wezZo0id 3uei5 


MO18q U0L{DaS abeuaAod aes 


Toquks 9 aTis3 uoy3ezsdorddy 


ngaing 


AJR LEW + @SUsZaq 4O Queuguedag kouaty 


PYE~EG “I'd 1° E101 So1129¢ 01 avERsing uoday 
ALIVOHLNY L390NG JO IWuUNzIz0 


VYorzgo °ON Tes2830q 


*I861 ‘1 ueqo329 uo pueMuoy IUBnoug sadueleq pezeb; |qoun 

[PnzOe ay 39a14a4 03 pastAsu uaag aaey sadunosau Aueyaipng ayi ‘Os|y 

*spunzy esey 2 103 peTJTIUepyT ueeq you easvy sz.eford DftZTOeds fs3uNODDe UOTIONI3sBU0D 
Away ay2 up sBupaes suoizenqon;y Aduauund ubiau0;, wous SQ NSe4 Al pueupud 

O00' IOI‘ PIS 40 Bseaudu; yu Siu, *O00*SEE*ZS$ 93 OOO*LES*SE$ Wous 

Paiuajap se paquodas A, (euLBiuo quNoWwe ay SBSeauou, SpuNs UOLINUQSUOD 

AsCUL [LW aSuesag yO QuawRuedag yO [eusasap BP OF UO}SPABU StU 


“1861 *T 4890390 
uO $sau6u0) ay 02 pazz{WSUeU. 9-780 *ON [e4usjeg Salepdn quodeu Siu) 
phE-£6 MET 419M 40 (3) PLOT UOL30aS O32 QueNsung WOday 
LY0d3Y AYWLNIW3 TddNS 


¥9°280 





*3u0deu snolAeud wou; 


*U0,3RULpu0od 4O/pue uBysap yoefoud 4o Uo, e|dWOD UOdN 

ARAL By WoYyBnouyy s308fO4d LeNplA;pu; 4Oy Pauo;Quodde aq { {jm Spuny *s@;suebe Quem ercb 
[@90, 40 S@pouabe jeuapay 48y20 49YyI;e YI; SIdefOud 4o UO, RU; P40OD aze{dwodU; PU pazeidwod 
6ujaq Ou Subysap yoefoud se yons *Skelap aAi3e43SjU,WPR 02 ANP peusajsap Bue Spuny asayy 


*$@,2uabuL quod 4oy Saruasau 
$0 WOUWYS) |GEISS BY SZ;4OUINME YO;UM (S99 *D°S*N TE) Joy AOUa;dZeP;aUy B42 JO SUO)SpAOUd 
4apun passayap A|jUsIUND aue SUod;Je,udoudde sPak-BALy pazS|| |y2 UL SZUNMOWR BAcge ayy 


7U04383,513SN¢ 


*( 86-180) TS6T Ad Sujunp [Rusasap uel pwis & 40 Joefans ayi auaM SjUNODDe Bsa 


@4Nponsyseujul 
1S0-T~0-%080-/6 posoxlé * UO}3eZ;URBAN AYRauy 3} 3URLIy YI4ON 
TSO“1-0-0£/E~4S OfL€£/62S BAMGSOY G404 Ay *UO;ZINUZSUOD AUPZ1 1 IW 
TSO~T-O-0ELE~“S OfLE/0LS GAJBSOY 9404 Ay *UOLZINAZSUOD AUEI [IW 
TSO 1-0-0£LE>1S O£LES/1ZS BAMBSOY BIM04 Aly *UO;ZINUQSUOD AUeZ1 1 LW 
TSO-T-O-SEZI~LT SEZTE/6LT BAUaSaY [RACH “UO; ZIN4ZSUOD AUPZ1 [iW 
TSO~T~O-SEZI-L1 SEZTe/OLT @AdaSay [RARN *UOLZINUZSUOD AYP} |W 
1SO~I-O0-SEZT~LT SEZ1S/TL1 @AdaSay [RARN *UO}39N4QSUOD A4eZ1 | LW 
1S0-1-0-9802-12 9802£/612 aAuasay Away *u0,z2N4ZSUOD AUP3h iW 
TSOT~0~9802~12 98029/012 aasasay Away ‘uo, 3oN4zSUOD A4eZ} 1 LW 
1S0-1-0-9802~12 9802$/TI2 GAuasay Away *u0L32N43SUOD AJEI1 | LW 
TSO-T-O-0£8E~/S OfSEt/6/S P4eny [RUOLIEN sly ‘UO; IONAZSUOD A1eI} 1 IW 
ISO T-O0-O£8E~2S OEsee/0/S PARND (RUOLIEN 4Ly *UOLZIN4ZSUGD AeI}1 tH 
TS0~T~0-0£8E-1S Of8ES/TLS puend (PUOLIEN apy ‘UO; IINAZSUOD AUeZL 1 LW 
1S0-1-0-S802~1z $802€/612 Pung [eUOLIeN Auy ‘UO, Z>N4ZSUOD AuPd1 LEW 
1S0-1-0-S802-12 $802~/01Z2  paeng (euoLIeN Away ‘Uo; Z>NAZSUO> A4e3} 1 IW 
1S0-1-0-S$802~12 $80ZS/TIZ  Paeng (BUOY IeN Awuy *uo}ZoMN4ZSUOD ABZ} (IW 
TS0-T-0-0050~/6 00S0£/66 S@;oueby asuazag ‘uo}2N4zsuCD Ased} {IW 
TS0-T~0-00S0~26 00S0%/06 S@pouaby asuajag ‘uo, 3oN4ZSUOD API) | IW 
TS0-T-0-00S0~46 00S0S/ 1/6 S@,quaby asuajag ‘UO,ZINUZSUOD ARI! LW 
*sAR(INO ZB6T Ag UO 399552 OU BARY S[Cudasap aSey) TSO-T~O°00£E-S Ooeee/6/S 2404 Sty UOL39NUQSUOD AURAL LEW 
TSO-T*O-00EE"1S o0ete/0LS G2404 hy *UOL39N4zSUOD Aue2) Lh 
$398533 Rejano TSO~T-O-00EE"2S OOEES/TLS 2404 Sty *UOLZINUZsUOD Aueds | LW 
TSO-T-0°S02T-LT SOZTE/6LT Aaey *u0pjoNagsuod A4e3) LW 
TS0°T-0-S0ZI-ZT SOZTb/OLT AAP *UOLIINAWSUOD AIEI1 1 bw 
TSO0°T-0°SOZTZT GOZTS/TLT Aaey *u0p39Naysuod AueIh [tw 
000° 002" TSO-T-0-0S02~12 ore a Rennes pone Genie 
000° 00T" 8 TSO°T-0~0502°T2 020/02 ty *UOLZINAQSUOD AUPI) LEW 
*alqe eae apew auam Avy 34 pazebs1gO 8q WOU PiNOM Spun 000°009°0%$  TS0-1-0-0S02z-12 aan Away *u0}39N43SU0> fsPIh LW 


Gy asnesaq 32ajya Aueqabpng uo 3) 7euwWeuboud OU aAey S| eudejyap asay) 
Sai a er aaa epo) [oquss ; tol ae} adoaddy 
2338333 pepew)3s3 404 20D) 5}3UaPT ‘ 
gWO 


i 
° 
Zz 
— 
; 
bt 
N 
E 
o 
3 
& 
= 
> 
o 
3 
ie) 
@ 
3 
o 
= 
— 
© 
wo 
6 
Zz 
tS 
+ 
o 
> 
— 
z 
x 
3 
: 
oe 


/q :BeTsKOs 





"34Oda4 SNOLAaIG WOU pasinan , 


(¥6-180) 1861 Ad Susanp [esuazap wel jwys e yO y2afqns ay} BuaM SzuNOD2e asay /T 


*UOLZLAUBSUOD Sa2DuN0Se4 [eunjeu yO weaboud e yno Auued O3--MP| 342 40 aSodund ayz YzLM 
S2uepsosze uy Ajuo pasn aq Aew Kay, °0/9 *9°S*N OT 03 JueNSund *sucjzeAuasau Aseyr i iw 


UO pazd9, (09 saay Buyysiy pue Buy quny wory pazeuauah saoueieq pazeiijqoun pue s3zdjaceu 
pazed;21;que yO yS,SuO> Sadunosau Aurzaipng ayy 


81S‘ 620° I$ 
9TE 9ST €0E-1-O-20SI-25 
619° It £0E-T-O-TOST-ZT 
€8S*8S/$ £0E-T-0-00ST~T2 


peidasaq apo) 
qunowy UOLPRILZL Quap] 
gWO 


20430 [) 
faz 20yIne 3e23U0D o 


uopiIeradozddy ge 
sk3F10y3ne 3e8pnq zo addy 


2y20 [J 


3oy Aouesotzeprauy 
, XELOL *295 os vorppo 41) £yy2r0y3ne Te8a7 


eIS"620'1 aeak aiziug 


aeak jo 318g 
?paizajep aq 0} JUnocy 


=8Is Ble 2 Seoinose1 Azeje3pnq Teil 


a Sa>zinosaz 41e a8pnq 29430 
»81S°666 ((e) $029 “3°S"N 91) 


~000°61E'T $ 43F10y3ne ya8pnq aay 


$60S*/S 
S$60S*ZT 
S60S*1Z 


Toqurs 


*Sudlze,udoudde jusueuiad sue asayl 


UOLZB@IL3h9SNC 


BI404 Aly SUOLQeAUaSUOD SZLLPLEM 
ARN SUOLZRAMBSUOD BSL PLIM 
Away ‘uopzeAuasuod O54 LPLEM 


UO} 3e | Adoaddy 


x /1 Bedard) 


avak-on ei 
aeak-atdt3amy oO 


(240p uo: wosidxe) 


jTenuuy C 
rpunz 20 junooze jo addy 


on S947] 
MO|8q UOLZ2aS abe4aA0D Bas 
t@pOd UOFIeTsTIUepT EKO 


wes801d  yueI9D 


MO(8q UOLZ2eS abeuaacd aas 
joquks 9 aT373 worsezadosddy 


neaing 


LEALD = @suasag yo Quawjuedag fouasy 


PPEWEG “T'd J° ELOI GOl202g OF 1UENSIng uoday 
ALIMOHLNV L390N¢G JO IVuuasIIG 


ye-2e0 20N TeI2970q 


*qgunoo2e S}yud UL T6E*S$ 40 BSealau paquodau-A| snot aaud 

yu? S}z2a\Ja4 OS[e pue *Tg6T *T 4890390 UO PueMics qyBnosg seoue;eq 
pazebs;qoun up Szuawysnfpe pue szdjade4 JO SazeWLZSe—E4 puemdn 0} 
aLGe3ng143ze St Soe‘ Zep$ $O aSeasduy JOU Siu, “SIS*6Z0*T$ 03 £99°96SS 
WOuy peusajap Se pazuodau A\SNopAsad Qunowe ayz Saseeiduy Spun, uo}3 
“PAUSUOD ast [PL }M @SUasag JO JUaWIUedag JO [RusaseP & OF UOPSPAB4 S}HUL 


"1861 ‘T 4900320 
uo SSaubu0) 942 03 PezziWSURA *g-Z80 “ON [e44a,e0 sazepdn quodau sjul 


phE-£6 MET 2LLGNg 40 (2)PIOT UOLZ>2S 03 ZURNSANg 24Odey 


1Y0d34 AYWLNAWIIddNS 





n 
a 
o 
5 
° 
Zz 
— 
bt 
Ni 
e 
z 
S 
ne 
> 
ow 
o 
n 
® 
e 
3 
o 
= 
— 
3 
S 
Zz 
NS 
x 
S 
> 
<= 
& 
3 
ia 
; 
ok 


“on0‘ 00s‘ IIs 
SU}eWAL YUM *peusesep QuNOWR ay2 2Da44se ZOU SBOP abueUD Siy) ‘“pazeWiISE 


Ay eur6,uo ueyd 286T Ad O2U} pueMioy YyHMoug saduejeq pazebsiqoun ua, ews 
02 ANP Si asSkeeurep Siu, “JUNODDe LeRLdSOH SuZeqeZ119 JULES ‘UOLZeAOUSU 
pue u01z2NuZSUOD By 4Os pazuodau A[Sno;Aaud Sadunoseu Aueqaipnq ayy 
S@SPBUdeP SBD,AUaS uewWNH pure YL eeH JO QuaUQUedeg ayy UL UOLZeUQSLULWPY 
UILBAH LeuUaW pue asngy Gnug *OYOI;y ay2 4Oy [eusayap B OF UO}S}ASU SpUuL 


"T86I *T 48G0390 
uo sSeubuod ay2 02 pazi,WSUR4. *ZT-Z7R0 “ON [R4uasagd SezepdN yuodau Ssiuj 


bhe-£6 MET DLLGNd 40 (D)HTOT YOLI2aS 02 AURNSUNg Woday 


LY0d3Y AYWLNIWIIddNS 


*Sk@(4NO UO 339558 OU SPY UOLIOR [euuazap Spy 


:Jassa AP [INO 


*@LGe_LeAe apew 4} pezebs1qGo aq yOu pjNnos 
Spuny ay2 asnedaq 398438 Aueyeopng uo D3, euweuboud ou sey [euuesap Siu 


398333 pe ewL sj 


*petsp3uep, aur 

Squawauinbeu weuboud 41 pauorquodde aq {IM SjuNOWwe (euoLILppy *sSyQuOW 
[Les pue wawwns ay3 Buyunp weahoud ay adueuLy 032 BiqeiLeae aq 03 

4apuo UL Passajap aq ueak swOlud Pe UL pazd91 [09 spuny ey. $eze3;sSeDeuU 
SLU, “*SyQuOW [25 pue swawwNs ay3 Bulunp pewsojuad $s, yom weuboud 

ay2 JO ysow ajium *SyquOW Buluds pue 4waquiM 243 GuLunp pejsa, 10> sue 
$883 By2 4O YSOW “BUN, puadxs quandasqns ujay. pue Seay yO UOL33a1109 
34y2 useMJaq diysuoLzel au [eUuOsSeaS e S; ausyz (2) pue *defoud wofew 

Be puny 02 WL 40 pOjuad e uwaao Spuny Bul jel nundde aq Aew suoi3e4(e3suL 
(1) :@sneseq sad,aues ayz Aq paysanbeu you $s, juawuo,quodde 

LLM §=*(§99 *9°S*N TE) 29y Aduasd;psapE uy aYy2 30 SUOLSLAOUd aYy3 spun 
Pausasap Bujaq aue spuny asay, °u01,3e611q0 soy alqeyLeae apew 4) UaAd 
4eak quasund ayi Bulunp 4,38, 398358 pasn aq JOU PlNOd yd;ym ‘spun, ay 
$O BdUR,L eq By2 JO [P4udzep 9y2 Seupnbau juawabeuew je,sueULs uepnud 
*squaueupnbes wesboud uMouy [|e 40, apew usaq APY SjusuVOL uodde asuIS 





na 
o 
Co 
Ss 
° 
a 
— 
N 
xo 
a 
ww 
Nn 
N 
o 
= 
& 
oO 
— 
> 
oo 
ao] 
n 
o 
= 
wc 
s 
— 
© 
wo 
9 
Zz 
S 
7 
~~ 
° 
> 
— 
be 
o 
ee 
2 
o 
oh 
a 
o 
he 
3 
ie 


*000'000' Z$ SULeWe4 pausajap QuNOwe sy, ‘“pezew 

-}3Se A, peusbpuo ueyy ZG6T Ad OFUL puPMs0s ZYBnoug sedueleq pazeit;qoun 
Ad LOWS 02 BNP S} asSeaurep ay, “790°gS9$ Aq (wesboud Aduausnd ublauoy 
LO,29dS) SBASUBAQ SOLPALZIY DtS}2UaLIS BYR wos SaduNOSau Auejabpngq 

GYR SBSPIUDEP SBDpAUaS URWNH PUR 4ZLPaH JO JUSWIUedSg ay UL 4uZLeeH 

$0 AseZIAdVS PUCPSLSSY BY2 JO BI154O BYR UOJ [Ruuajsap e 03 UOLSLABY StUL 


“I86T *T 4890990 
uo ssaubu0) 843 03 pazz}wSUeuZ ‘ET-ZE0 “ON [e4uezag Seqepdn quodeu sius 


pyE"EG MET ELGNd ¥O (2)HTOT UO}Z>2ES 02 QuENsung yuoday 


LH0d3Y AYVINSW3IddNS 


* 340dd4 SMOLASUG WOUS PaSpAay . 


*(WOT-I80) [S61 Ad UE L[e4dazop ARLES & 30 Jafqns 3 S@m junosoe $ 


*SA@13NO ZBET Ad UO 2DOJZ@ OU SPY UOLZDE [e4uasap Sty, *399559 ABLINO 


. “STNPSps UCTeAOUeZ pouueTd etm 
amp ‘eTqeTreae spew Jt ‘zeed Teostz stuy pesn ATTeotmoUNKde eq jou prnco Perrezep_unoue 
@4L °Z86L tog sueTd umzhord Quer WATM WUSRSTSUcO ST Terzesep STUL =33ajj3 perewlasa 


“($99 “D°S°N Te) ow ADUeTOTZepTquY eYuz Zo 
SUOTSTACId SYR AepuN usyeR Sst pue ‘3oefozd styR 203 Butpunz azeef-ou eptaozd o3 
3USqUT TeuoTSsazbucD ATM 3USzSTSUCO ST TeLIesJep STUL “TeITdsoy otR AOJ STMpeYpS UoT_RAOUSZ 
Quali 8A UO peseq ‘7961 UT UoTIeSTTGO 203 permbex jou squnow squeseidez Terreyep STUL 
*uOTIe7TpesoR szeeh-~cr) e UaATS sem TeqTdsoH SIneqezTia QuTes ‘Aanmms UoTIERTpeIDOR 1861 
Juscer @ JO INSET © SY -suURid UOJZRAOUBs |Y2 JO UOLZeQUaWIa|dw, UOGN JuUabUL QUOD UO}7e7;pa429e 
bak GUO & paquesh S(ez;dSOH JO UOJZEZLPSu4D>y UO UOLSSpuMOD QULOL B42 6/61 Ul “Sp4epueys 
UO}2e2;peus2e Yoow 02 LeIIdSOH syZeqez113 yULeS BulpesBdn Jo ssodund ayy wo; * $6 “1° 
B61 *32¥ SUOLZeLUdouddy Lequewaiddns puodes ay2 UL PaPpAcUd Bem SpuNy +U0LZRI}5F9SNL 


22430 o awei-o Ct 
yp vo; sO4:dxe) 
Aa; 2043ne 39823095 o avek-sTdt3 MK oO 
uoyaepadoaddy oo Tenucy o 
:42;20q3ne 3e8pnq zo edéy :punz 20 3unoo28 zo sdf 


2930 [ on X) 10) wexz8o2d 3ue29 


aay SousToTsePFITy [X] LSS-L-O-Z21EL-S2 


000" 00S" TT ont Gapetg 


$ avek 30 2304 /T 2veixsz 
:pelzezep &q 02 JUNCEY Lea}dSOH SUZEqeZE LZ WULeS 
Su0,,eAousy puke UO}Z2NI3ZSU0D 
—_—————  se9oinose2 4193038 20, 
#958089‘ vy yee Tene Toquks 9 eT372 uoTIefadozddy 
baa ype seoinose2 Lie3e8pnq 29730 U0 cTupy—u : 
o0a8 069 ve ( "T'd) [ejuaW pue ‘asnqy Snag *oyo>|y neeang 
= $ 43;20y3ne 388pnq ABN Sea} Aaes UeUNY pue Yl ee JO JUSUqseC en 


¥¥E—€6 “I'd J© CLOT BOIID2g 0) agwnsing wodey 
ALIMOHLNY La90NE JO 1VuNsAgG 


—— eB HON TeI2030q 





nD 
8 
3S 
° 
z 
_ 
4 
E 
a 
3 
q 
RA 
> 
oO 
3 
n 
eo 
3 
oY 
= 
— 
© 
we 
6 
Zz 
~ 
7 
> 
> 
— 
§ 
te 
; 
fe 


*ebessew Tetoeds sty3 3O TeIQTUSURIR eI 03 2z0TIAd peseetez 
Sea pue ‘preyyata ATTazezoduey sem 000‘00p‘’z$ Sututewez 

®UL “OOTY OfR2eNd UT S2SO0D SOTAZeS YITeEeY OTTGNd zeAcD 03 
POSESTSI 920M SpuNZ SSeyL °000‘'006’P$ FO Terzezep TeUTSTz20 
@y2 WOIZ 000‘00S‘Z$ JO esveTDep B<«sSzreACD OSTe Z20de2 sTUL 


“pezeuTszse ATTeuThtz0 wey  ZE6T Ad ORUT preMI0Z 

3y5nozq seouRTeq pezeStTTGQoun JO TeAeT ZeMOT & 02 eTCeR 
“NQ}I338 ST SSeeITSep STYL ‘*QUNODDR ButTsses0ad pue uotzdesez 
OU UT BZT’EEL‘ES JO OSREZDep & epnToUT seoxrnosez Azezehpnq 
PestAez eyL ‘zebrew eyy JO INSET & SB STQeTTeAe seomnosez 
Azezebpng ey 3OSeTsJer O02 pestAez useq sey 320de1 sty 
“(WSP-Z80) Tetz9zZep ZE86T Ad & JO ZOefqnsS eYR OSTe ST YOTYA 
*QUNODOR SOUPISTSSY OTZSeUIOg ‘SjUeIBIUG URTITeEH pue URqnD exy 
U3TA QuNOSOe sty JO zebrzew ey 203 peptaocad ‘zE-16 °T°a 
‘uoT3nTosez SutnutQuos zeyzanz ey, ‘“quNOSDe buTssesoozd 

pue uotTydesez ‘sjuezqUg UPTITeH pue uRqnd eu 30x seornoSseZ 
Azezebpnq ey3 pue ToquAS puke eTIT3 3UNODDe eR sesTaez 
SSOTAIOS UPUNH PUP YITBeH JO AuUeURITedeg eYA UT UOCTIeIZ38 
-TuTwpy AZTaznses TeTOOS ey JOJ Terzezep & OR UOTSTAeI sTYyL 


*T86T ‘OZ 2@qO0350 UO ssexzbuCD 
8U3 OF PSII TWSUeT ‘PP-78C “ON TerzzezeEq seqepdn 3z0dez stuL 


PRE-E6 APT OTTGNd FO (5) PTOT woT35eS O3 QUeNSang 320dey 


iuOdza AYWINAWATddAS 


Vbp-zeq 


ette ine ne seomoser Lreze8png Te30] 


*3z0dex snotAeIc uD2z pesTAmE Cg 
“(WIL*180) 1861 Ad US L@4sazep wel swES @ ZO Qoafqns ayy Sem qunoDZe s4yy /T 


“sk@13NO 2861 Aj VO 398FZ® OU SEY UOTIDe TerzezeP STYL 
135833 ACTING 


“OTQSTH BAR epeu ZF peseBTTGo 
@q 200 PTNom spunz 942 esneDeq 390338 AavzeBpnq 20 sTQemMEIFOId Ou SHY TEAZeJEP STL 


{T5ejsa peswurseg 


“($99 °D°S*D TE) 39v AousToTzepTIUV 

@q2 JO SUCTSTAOId sepuN seToUsZUTIUOD 103 peArese2 SuTeq St pue s3uemez;Nbez we2801d 
30U@22ND 02 SS92x8 ST peizezep Buteq 3unowe eul “SHH 4q Zg6T Ad UT Butpunz 203 perseTes 
U90q SABY SpeeU St ZTIUSTOS “¢*f Buy Ieew PreK SINGTIIUOD TTTA 3842 SeTzIuUNCD Ssoy? UT 
S20efoad yosveses sul *eTqQeTTeAe Sst AdueIzND SSeDKe YOTYA 10} SBTA2UNOD Sy3 UT sTesodo2d 
220fOud 40 ZpuaW 24549USLIS BYR ZO MB,AOU [NjauRD & 4O2ZR PaUswuezep aueM ved O2TIUe 

@y2 203 pezzezep eq O23 JUNOWE aya PUE Zg61T Ad BUTANp peseBtTGQo eq O32 Spunz jo JuUNOCME st] 


*setaz3un0> 

@soy2 Ut S3>Defo2d YoxeESe2 DTJTIUSTIOE 203 pesn ere ‘pepusdxe TT3uN STqeT;eAe UTewss GoTGA 
*wez8oad sty2 203 spung “Speeu *S*f TemMI0U 30 SSeDxKe UT SE peqeUSTsep useq savy Ainsve2] 
ay2 4q pTey uezstyeg pue ‘etpul ‘weutny ‘eming ‘3d48g Jo SeToUsAZIzND Syl *seIFIS PEITUD 
@y2 4q peumo setoUezan> UsTe203 SSeDKe JO ASTSUCD YoTYA SUuOTIETAadozdde YIzm pepunz St (SHH) 
SOXTAIOS UBENE pus YITeEeR JO Jueuzzedec ey JO MEAZOIg SBOSIOAH SOTITFATIOV BTZTIVETIS SUL 


a Doyseoys Fase 
™ 48030 oO avek-og @ 
‘ (esop wounndse) 
£g;2001ne go8z3u09 [) svek-oTét3TH [) 


Borsetsdorddy ff) Tenauy [J 
:43,420g3ne 368pnq jo edt, tpmmy 20 gunocose jo edt 


amo on & 89x D) «- weaBoxd 302 


soy Aoustotsepraay 2S$-1-0-ZOTT~SL 
*(ETOT “ses ey vowppe wy) Lazsoqsne Tekey 2@pOd WOTWOTITIUsPT EHO 


“BOO 000 Z avet e2tI0g 


2903 70 330d fT 2ottxse 
2 pezzezep eq 02 Whesy 
(wez802g A2uerzny uBte10g TeT>Deds) 
BVOSIVAH SOTITATIOV DT JTIVETOS 


Toqufs 9 @T3t3 woTseradosddy 


sete lhe nL seamoser Lreze¥pnq 29730 GITweH 2Oj AreIeIDeS “ISSY B42 30 B2T330 


, ( “Td) neesng 
FIOTUNS 28png 
ms S®2TAIVS UBUNE F GITBeY 30 3UewI2eded Kon—ay 


PPE-£6 “Td J© CTOT Borda, 02 suensmg undey 
ALIVOHLOV Lgoane 40 Tvseada0 


“Wei-zeo 20m Te220300 





“(WS'-Z80) Teazzezep 
Z786T Ad TSYZOUR JO Qoefqns sy} ST RZUNODDe soUeISTSSY OTZSeUOg SsYuL 


“gunos5e Butssesorg pue uotqdessy ey3 y3zTM QUNODDe eoUeRZSTSSY 2T3sSeW0g 
e423 JO zebz9w ey 30zZ peptacrzd (76-716 *™*'d) WOT3INTOSSez BHutnutquooD su «sz 


. 


*3zz0dez snotaeid wo2z3 pestaey 


*SAR[3NO UO BDd9sZo OU BARBY (EM UOFZOR [P4sazap SLU 


:535033a AeTINO 


“UOLZDe [R4dasap Spyz 4O 4[NSau e se SZOSZZe OTQeumMerbord zo Areze5pnq ou eq TITM SreuL 


'S39833a peQeUT 3s” 


(§99 "O°S"N LE) Ww AOustotTzeprquy 
SA WTA soueproooe UT USyeR SeM UOTIOe Tezzeyep sTuL "Wodar smi Jo TeI3TWSUET] 
Jotad peseeTei Stm pue anzesex UT pray ATTIesoduEZ SEM Qo‘ooH ‘zs HUTUTeWeI CYL *epTz0TAa 
‘TWeTW ‘YU2ION SwOIy Ze suot3ZtTpucs dwes PSPMOADABAO BASTTS9I OF COTY O32%0Nd 
‘U®STTW *34 JO 3805 suoTIezedo pue dn-92e3s 1g Ad SYR PUNZ O03 PSSN SeA SATESOI 
Sty JO uoTRII20d y ‘earesax ADuebutTQuOD Bursses0i1g pue uoTydacey ‘squerqug 
UeTITEH pue ueqnD e JOZJ uoTIeTadordde sty uT UOTTTTW OTS PepyAozd ssexbuoD 
¢ 2UOTZeOTFTASNC 
*zebzeu, St 
gO 31TMsez e se eTGeTTeAe seornoser Areqeipnq mous oj pue Toquids pue eit erent SNOT) avok-on (F) 
Quncoce UT ebuerp eR WeTer CG pestaaz useq sey Wrodex sTUuL * (wWhh-Zsc) (e10p wor sos1dx0) 
TezIeJSP 7B6L AI © JO Welqns a OSTe ST tPTUM ‘QUMOODR HuTSseoorg pue £ap20y3ne 39"23009 aeok-21d732TH [) 
uoT@decey ‘squerzUg UeTITeH pue UeqnD et WATM JuMcOOR sTInR jo JehTew ouy aiate naman 
Zo peppaord ‘76-16 “I'd ‘UoTINTOSez BuTnuTZUCO reyZANZ eyQ ‘UOTITPpe UT wozaerscoaney’ (9 t oO 
s£3}1043ne 3eBpnq jo edéy :punz 30 qunos2e jo ad4] 
*Qaodez STIM JO Tey TwsueN sy Oo AOTId peseeTar pue prow ATtze10dunR a a ee 
Spuny szancO jaoder sTYL ‘“peyewT3se ATTeuTbTI0 ueeq pey ue reubTY 270 2 ao 594 (q wexS01d 3ue39 
SLS‘L6E‘LL$ SEM PreMIOJ QUbMOIq SeOUeTeq pezehTTqoun jo jUuNowre TemMor 39 
. yy. ADueTOTJOpT3vy -1-0- e 
oR esneceq Aresseoou sem Queunsn{pe suL *1861 ‘1 Teqoj50 uo premz0j {ELL “288 © vorsppe u1) ap 3 Crete 8t oot ako 
3ybmorq seoueTeq peqeStrqoun ut queunsn{pe ue 03 eTQeINqTIR3e ST esveIoUT 
STUL °SLS‘L6E‘8H$ © 000‘000‘LE$ woIy PexTezep se peqiodez ATsnofaazd ——_———_ awek aayaeg i 
Junowe oj SeseeIDUT SeOTATES UeUMH pue UATeSH JO jueunredeg oy UT spung eenLTOXSL ‘SLTOXSL ‘SLTOZSL 
SOURRSTSSY OT]Seumd ‘SQueTQUg UeT]TeEH/UeEGND Jo Terzeyep e O} UOTSTASI STUL 


n 
o 
o 
s 
° 
a 
— 
N 
o 
a 
wv 
nN 
N 
Ee 
o 
= 
S 
oO 
— 
> 
o 
wc 
n 
a 
S 
co 
s 
— 
wo 
wo 
3 
Z 
~ 
a 
S 
> 
— 
be 
o 
_ 
3 
~ 
— 
& 
3 
fy 


3000‘00n72 =e awet jo 218g ButTssecoig pue uoTIdacey pue SOUR STSSY 

spellejep eq 03 JUNODy OT3seung ‘squezjUg UeTITeH pue uUEqnD 
“L86L ‘OZ Teqo320 UO 

‘ ° a 
Ssarbucd 8uy OQ pea ptusuer ‘Sh-zgd “ON Tezreyeq se jepdn yaodez sTuL The Eon zz 82>2N0se2 AavieBpnq TeI0L setts. © aniun eoneneuueal 
Teh SROOL garinosaa A2e3e8pnq 12430 uot zer3STUTUpY 
(—~"te=le"Td) 

nhE-€6 MET OTTGNG JO (9)mL0L UoTASeg oy QuUENSINg JOdeY —HOUMHST"ZS $ Sapsoqee seTpeR eM 


THOda AIVLNENATddNs 


PE —€6 “I'd 5° ELO! POND 2¢ O2 2WeNssng woday 
ALIMOHLAV L390N8 4O IVeNsasaG 


— ——Wp-tod «CP ON:«Te222500 





n 
@ 
= 
Cae 
° 
Za 
— 
5 
o 
tN 
N 
oO 
= 
a 
wo 
— 
> 
oO 
wc 
n 
o 
S 
oO 
s 
— 
© 
- 
6 
a 
tS 
+ 
oS 
> 
yy 
al 
eo 
il 
2 
Bo 
® 
ex 
s 
= 
Suse 


*pejeut ise ATTeutby320 

ueyQ seoueteq pajeBtTqoun azeybry worzz sy[Nse2r esverzsutT 

STUL ‘*pezzezep se pazaodez ATsnozaead junowe eyQ 329A0 PEP’6ES 
gO eseerouT ue “PEL’ZHT’SES ST puny, soUeISsTSsy UOoTIeIABTDW 

pue eeinzsy Aouebasewy sejejg peIztuN eyR 2A0zZ pearzezep junowe eseyy 


*I86T ‘T 20q0390 UO sserzbU0CD 
@y2 OF pezaATWSURI2 61-Z78q °ON TeAzezeq SestTAer R20de2 stUL 
PRE-E6 MET STIGnd JO (S)PTIOT UoTIDeg OF YUeNSANg 320dsy 


LYOdgTe AUWLNIWAIddNs 


“(Wnn-780) Tezz2®9z@p Z786T Ad 2ETRIOUe 
zo z0eCqns eyQ st QUNOOSe BuTsseoo0zg pue uoTIdeDey eyL *3UNODOR 
Hutsseo0rg pure UuoTIdesey ey3 YITA QUNOOSR SouRISTSSY ST3seN0g eT? 
gO z9520u ey 203 peptaozd (Z6-L6 °“I*d) woT3antosez Surnuyqucs ey, 


*320dez snoyzaezd wor3 pestaey 


*Tez20zep SsTUI 02 SNP sAeT3NO UT ebueYS ou eq TTTA ereyL 1358350 APTINO 


*Tezzezep Ss 
300332 OT3euuezb02d 20 Azezebpnq ou eq TTTM @ezeUL *8358z33a pezeutIsgZ 


"($99 “O°S°N LE) Ww AousTOTZepTacy ey WTA souRpIoooR UT UExER Sem UOTQOe 

Tezrezep STUL ‘“peq TusUeT eq pImco jacdaxr sfIA ez0seq UCTIeSTTGO 103 pesweTez aren 3nq 
‘PISULRTM ATEzeI0dme; @7EM SpUNZ SSS4L 1861 Ad UT peqebTTqO AEM SpUNZ SSH JO SUON “MOT 
00} 848M UOLZEUZS}UsUpPY a2eIS pue *LedSspaew ‘ysed woj ene ee 292 2842 QueAa aug 
Ub [86L Ad 405 @Au@Seu ADUaHQujQUO> UO4{ [IW NZ$ B PepyAcud SSeubucD ‘4BACeIOM “1861 AJ UL 
pezeby(qoun auam Spuny SOD},AUaS [O4I0S PUR SDURTS|SSe (ed;pew pue YSED UE UOFL LGW BE LeUo;D 
“}PPE UY “ZBL Ad UF SOOURLeG UaACAUUED 40 UO}L FH E°OZ$ BUssseZeP S} YYO *SudJZsu9yy 
*AVPALQIE S}UZ JOS 1861 Ad UF VOLLLIW Z°S¢ Ai UO pazeB41G0 (YYyO) BueWe|23eSey sabnj ay 

30 824550 BUL “UOUPl}Yy> aSeyR JO auk> By} YOs Sajouabe 24;0ud-UOU e2eA,ud pue 3419nd 

*y2,m 3984QU0D pue *02 squeub ayew puke S8ze7¢ 343 02 JuswasSuNquies ‘s2URZSISSe apLAcud 

0} pazjuouzNe auem Spuny asey) “1961 Ad U} Weuboud soujw pajuedwoszeuN SsjueszUuz UeL3 eH 
PUR URGND |Yy2 40S UOLZepAdOudde Siyz Uf UO} L LIM OZ$ PapyAoud SSeubUCD 42U042HI}543SNF 


20430 oO 10k-on B 
@4DP vO! wsrdxe) 
43Fa0yane 39823099 [> sv0h-976t3 TK Oo 


uoz3eptadosddy E) Tenuuy res] 
s43720g3n8 3eBpnq zo edéy :punz 30 sunosDe jo edéy 


220 T and 10) we2802d 3uRI9 


sey sompyerserseey, 0) 609°t-0-SL10"SL 
AELOL "298 OF voruppo ui) £az20qGInB Teese 2@pO> UOPIeoy ZT IVwepy GD 


avei ex720g 


sePLTOXSL ‘SLTOXSZ “SLTOZSL 
SOT TeE ae § zwek 30 330g 
:pe219zep eq 03 3uNOMy Suyssecazg pue uoTydecey pure goue7s;ssy 
243Sewog *SjURsQUZ UPL2};eH pure UeGN> 
SIRS "E08 "ce Se>2nosez ArwzeBpnq TeI0] 
y ; Toquds 9 eT373 aoyzeTsdor 
—“ZLun on0 UL seozn0se1 Aze3eBpnq 39930 cTury Iss on 
i Ze-l6 Td) neeing 
“Orne 3 T Suey eae 
$ IF20yINe 3eBpnq Aay - 


oo 


FE~£6 “I'd 7° C1OT SOND05 o2 1UeNEmg uodey 
ALIMOHLNY LI9GNE JO IWeNs4g0 


———WSF*Z80- ON Te229300 





a 
® 
o 
= 
o 
a 
— 
N 
eo 
ao 
- 
~ 
N 
> 
fo 
o 
= 
< 
© 
— 
> 
wo 
a] 
n 
o 
S 
oc 
s 
— 
co 
- 
S 
a 
> 
+ 
— 
° 
> 
— 
ae 
3 
By 
m% 
s 
ke 
3 
oe 


*(Z01"Z6 “1'd) 2861 405 32y UoLZepudouddy Selouaby pazejay pue uoLQequodsues 
$0 Quawjuedag au Aq papsAoud AZ ,uoyzne yabpnq jeuorzippe ayz 02 

@Np St [R4dasap SLY UL BSBaVDUL |YL “LLOSELS*OSES 03 SpO*Esz* sels 

wry '996‘6ZL‘HOL$ Aq paidasap QuNowe ayz S@SeeuduL UOLZeQUOdSURU, JO QUaWIUedag 
U2 UL SpuNs Jusuidinbe pue SaLzLLpoes JO Le4uasap & 03 UOLSLASY SiUL 


“1861 ‘1 4890399 uo 
ssaubu0) ay 02 payzpwsueuy ‘(2-280 “ON [P4s4asag SeSLAsu Buddaa Siu) 


peeE-€6 “I'd $0 (2)PLOL UOLQDES 03 QuUeNsSung Quoday 
LY0d3Y AYWLNINZ IddNS 


*340da4 SnoyAaud wou Paspaey «g- 


*(WZE-180) *L86L Ad Gupanp jessajap sey wis @ 40 QDafqns 943 Sem quNOd>De stu) fi 


*SACLINO 2BEL Ad UO 32952 OU SEY UOLZDe LeLUayap Sty, sJo—BzsTAPLINO 


* [e4uaza 
433 Pozeui3S3 


“(S99 °2°S'N, LE) 32v AQuaroizapsguy ay2 40 SUOLSpAOsd 943 AapUN UaxeZ $4 UOLZDB LeAtazep 

SLU, “puny 243 Aq pazsisse aq 03 Saeingeu sazeubssap pue paysiuung @q 03 aouezsisse 
SOULWISI@P QUSPLSSig 3Yy2 Se ased-Aq-ase> spew aq Aew SjusUUOLZuOddeeu Zeya Pezedsoique Si 2] 
*SuOLZeLudosdde JO @SN LBIwouods ysow ay2 BASLE OF PU ZZELL “ON 4BPUQ BALZNDaxXg Uy 4NO Yas 
AdpAOYINE S,AvaPLSig GYR UI}m BURUOSUOD Patiasep Udeq BABY HEL*ZHL*SES “JUNOWe S143 30 
“AWMOYGNE ARSA-40ld woas SaDUeLeG UL OZB*Sry'yES SULERUOD puns AdUauJeWwz au) 


S$U2 wo4g Bus3iNsa4 syoajsza Auegabpng 20 2, 3;emmeuboud ou aue s4ayy 


“puns 943 Aq 

PSIS}SSe Oq 03 SBaGnjJas JO UOJQeUb;Sap a4z PUR PEYssUuN, Bq 03 SdULZS;SSB 4O UOLZeUpULIEZ—ap 
242 JLOSWpY 07 PaAtaSa1 yNq 93e35 40 AueJe1DaS B43 07 puny ADusbuswz 9Y3 405 BLY 03 
pazerudoidde spuny [1 @ peze0011e Quapysdig 942 “9/61 “OL SUNE JO ZZELL “ON 4AP4Q BALQNDaxz Ag 


*speeu uo1zes6iw pue sebnjyes Quaban pa3dedxeun 


403 aQuezsysse Aduabiswa apjaosd 03 QuapySdig 3y2 BL GeUs 0} UOL( LIM OS$ Pesdxa 03 OU puny 
@ Buyzpsoygne Aq (1092 “3°S"n 32} 2961 $0 32y S2ueZS{ssy seGngay pue uoLzeshiy BYR ZO (3)Z 


¥O,339S papuswe (212-96 MET D11GNd 


0861 30 32y sebngay 242 40 (1)(9)eLy UOLID25 pur (i p1-96 


ART QELGNd) = 9L6L *3>y WOLZeZp4OYINYy SUOLZe{ sy UB;e104 BYR JO (@)1OG UOJQD—S =UOLFBDIZ1QSNC 


7730 [ 
43720q3ne 33%23009 o 


wot 3etsdosddy o 
s£42F20y43ne 3eZpnq zo edféy 


430 T 


oy Souspozzeprauy ft) 
ALIOL *F** OF Voruppo wu!) £az2z043ne Te8e7 


awek a273ug 


TT AUS § 


awek 30 32"g 
2perzezep eq 02 JuNoEy 


[See apa oe 8P24NOSes fze12a3pnq ‘Tea0z 
Tava asa or sa2anosax 41e3a3pnq 19430 
928" 899" 9E (————"1'4) 

— $ 43720y3ne 3a3pnq aay 


awek-oy m 


Ee seek aide mK o 


Teauuy (j 
puny 20 3unos2e zo adfy 
on ] 3320] eez80id que715 
t=L-0-0 00- it 
s@pod GOTIe2EZFIUePF gHO 


OvOoxtt - 
/{ PApaNDex3 ‘puns souezsissy 4043246 tw 
pue aainjgay Aduabuewz s82e35 paziun 


joquds 9 eT373 aopzezadoiddy 


neaing 
309s 40 JuaMIUedIg oyasy 


PPL EG “I'd $° ELOL wort22g OF wwensing Woday 
ALIMOHLAV L390N8 JO IVeessIG 


Wel-200 sey [ess9seq 





Federal Register / Vol. 47, No. 18 / Wednesday, January 27, 1982 / Notices 


frogram. The 


if made available in FY 1982 


because of the planned multi-year procurement, construction, and installation 
There is no outlay effect because of this deferral since the funds could not te 


used if made available. 
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amount deferred could not be economically used 


Outlay Effect. 


$360,847 ,000°__ 
266,011 
641,113,011° 
¢ == 
350,513,011° 
1013) 


hority: 


Deferral No: D82-214 
of budgi 
C5 Appropriation 
: _ (J Contract authority 
bject of similar deferral in FY 1981 


igetary resources 


Cf Antideficiency Act 
ther. 
budget au: 


Total budgetary resources 
lef 
Legel authority (in addition to sec 
i. ¢ 


Part of year 


amount to be d red: 


New budget authori 
LS str y 


(P.L.9 
Other 


tration 


Report Pursuant to Section 1013 of P.L. 93-3446 


atifieation code: 


Baa 
ae 
fi 


i 
i 


(D81-17B). 


¥ he 


1/ This account was the subject of a 


Federal Aviation Admin 
Seeetenten title & symbol 
Pacilities and Equipment (Airport and 

> 
OMB id 

59-810 

Justification? 
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Reader Aids 


INFORMATION AND ASSISTANCE 


PUBLICATIONS 


Code of Federal Regulations 
CFR Unit 202-523-3419 
523-3517 
523-5227 
523-4534 


523-3419 


General information, index, and finding aids 
Incorporation by reference 
Printing schedules and pricing ‘information 


Federal Register 

Corrections 

Daily Issue Unit 

General information, index, and finding aids 
Privacy Act 

Public Inspection Desk 


523-5237 
523-5237 
523-5227 
523-5237 


523-5215 
Scheduling of documents 523-3187 


Laws 


Indexes 
Law numbers and dates 


523-5282 
523-5262 
523-5266 


Slip law orders (GPO) 275-3030 


Presidential Documents 

Executive orders and proclamations 

Public Papers of the President 

Weekly Compilation of Presidential Documents 


United States Government Manual 


SERVICES 


Agency services 

Automation 

Dial-a-Reg 
Chicago, Ill. 


523-5233 
523-5235 
523-5235 


523-5230 


523-4534 
523-3408 


312-663-0884 
Los Angeles, Calif. 213-688-6694 
Washington, D.C. 202-523-5022 

Library 523-4986 

Magnetic tapes of FR issues and CFR 275-2867 
volumes (GPO) 

Public Inspection Desk 

Special Projects 

Subscription orders (GPO) 

Subscription problems (GPO) 

TTY for the deaf 


523-5215 
523-4534 
783-3238 
275-3054 
523-5229 


FEDERAL REGISTER PAGES AND DATES, JANUARY 


1367-2072 
2073-2282... 
2283-2474... 
2475-2766... 
2767-2854... 
2855-2976... 
2977-3070 
3071-3338 
3339-3538 
3539-3756... 


Federal Register 
Vol. 47, No. 18 
Wednesday, January 27, 1982 


CFR PARTS AFFECTED DURING JANUARY 


At the end of each month, the Office of the Federal Register 
publishes separately a list of CFR Sections Affected (LSA), which 
lists parts and sections affected by documents published since 
the revision date of each title. 


3 CFR 
Proclamations: 
4707 (Amended by 


1643 (Revoked by 
PLO 6101) 

11157 (Amended by 
EO 12337) 


11476 (See EO awsseee 46, 2074, 2980 


939, 2767, 3082 
747, 1265 
+». 2981 


12171 (Amended by 
EO 12S DG) svcainicstcccecsescess 
12198 (See EO 


) 
12233 (See EO 


12251 (Revoked by 
EO 12341) 
12306 (See EO 


12310 (Amended by 
EO 12339) 
12315 (See EO 





10-14, 759, 1110- 
1113, 2477, 2479, 3346, 
3347, 3544 


... 15-18, 759, 760, 
1113-1115, 2079, 2481, 
2984, 2985, 3348-3350 


Proposed Rules: 


1140-1142, 2485 

36-38, 1144, 1145, 2488, 
2489, 3002-3005, 3370 
1146, 2488, 2490 


Proposed Rules: 
39, 2329, 3374 
39, 638, 2883, 
2884 


..-616, 1374, 2986 
146, 2312, 2767 


1289, 2312 
1375, 1376, 2860 


Proposed Rules: 


Proposed Rules: 
163, 164, 988, 3006, 
3559, 3562 


1149-1153, 3564 


essen QOI2 
--- 2861 


3752 
3752 


Proposed Rules: 
Subtitle A.... 
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1155 


3116, 3119, 3355 
65...770, 3121, 3122, 3357, 


22, 3123, 3772 
771, 772, 3124, 3125 


762, 763, 947, 948, 1119, 
1290-1292, 2112, 2113, 
2768, 3110-3115, 3352, 

3353, 3548-3550, 3764- 
3766 
950, 2314, 3767 


763, 952, 1120, 1377, 
2113, 2115, 3354 


619-623, 1378-1384, 
2862, 2863, 3771 


150, 1386, 2116, 2865- 
2871, 3789, 3790 


58, 837, 983, 985, 1308, 
2135, 2136, 2384, 2385, 
2890-2893, 3388, 3389 
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AGENCY PUBLICATION ON ASSIGNED DAYS OF THE WEEK 


The following agencies have agreed to publish all This is a voluntary program. (See OFR NOTICE 
documents on two assigned days of the week 41 FR 32914, August 6, 1976.) 
(Monday/Thursday or Tuesday/Friday). 











Monday on Tuesday Wednesday ; ; at 
DOT/SECRETARY __USDA/ASCS Bee ______DOT/SECRETARY __—SUSDA/ASCS-—_—™ 
DOT/COAST GUARD _ USDA/FNS PaaS __ DOT/COAST GUARD _ USDA/FNS 
DOT/FAA——— s——CSDA/REA Sioa DOT/FAA USDA/REA 
a ee ee _____ DOT/FHWA USDA/SCS 
_DOT/FRA __ _____ MSPB/OPM eae _. POWFRA MSPB/OPM 
_DOT/MA |. | Nee DOT/MA LABOR 
DOT/NHTSA ____HHS/FDA wok ; _____ DOT/NHTSA HHS/FDA 
en ia cee! gad 5 SS ____DOT/RSPA 
St aa a __DOT/SLSDC 
DOT/UMTA _____ DOT/UMTA 











Documents normally scheduled for Comments should be submitted to the 

publication on a day that will be a Day-of-the-Week Program Coordinator, 

Federal holiday will be published the next Office of the Federal Register, National 

work day following the holiday. Comments Archives and Records Service, General 

on this program are still invited. Services Administration, Washington, D.C. 
20408. 





List of Public Laws 

Note: No public bills which have become law were received by the 
Office of the Federal Register for inclusion in today’s List of Public 
Laws. 

Last Listing January 6, 1982 





Just Released 


Code of 
Federal 


Regulations 


Revised as of July 1, 1981 


Volume 


Price Amount 


Title 38—Pensions, Bonuses, and Veterans’ Relief $8.00 oa 


(Parts 0 to 17) 


Title 41—Public Contracts and Property Management 9.00 


(Chapter 101) 


Total Order 


A Cumulative checklist of CFR issuances for 1981 appears in the back of the first issue of the Federal Register 
each month in the Reader Aids section. in addition, a checklist of current CFR volumes, comprising a complete 


CFR set, appears each month in the LSA (List of CFR Sections Affected). 


Please do not detach 


Order Form Mail to: Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402 


Enclosed find $___...__.. Make check or money order payable 
to Superintendent of Documents. (Please do not send cash or 
stamps). Include an additional 25% for foreign mailing. 


Charge to my Deposit Account No. 


Please send me the Code of Federal Regulations publications | have 
selected above. 


Name—First, Last 


Credit Card Orders Only 


Total charges $_____ Fill in the boxes below. 

any Oe ESR EE ee ES SS 
Card No. 

Expiration Date 

Month/Year Tt. 3 


For Office Use Only. 
Quantity Charges 
Enclosed 


To be maiied 
treet address Subscriptions 


1 
mMpany name or additional address tine 


City State ZIP Code 


TAL ELI Ii ey 


(or Country) 


PLEASE PRINT.OR TYPE 


Postage 
Foreign handling 


Discount 








